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January i, 1914. 
State Water Storage Commission, Augusta, Maine, 

Gentlemen: In accordance with the provisions or Public 
Laws, 191 1, Chapter 170, I beg to submit the annual report of 
this Commission for the year 191 3 and recommend its publica- 
tion. 

On the organization of the office, one of the first things 
started was a card catalog of the rivers, lakes and ponds of the 
State. The information is now in such detail that it is deemed 
advisable to publish it, as it is believed that it will prove of value 
to the people of Maine. 

On account of the length of the gazetteer, other studies result- 
ing from the investigations of the Commission will be held for 
the next report. These unpublished data include the monthly 
estimates of discharge for 191 3 at the regular gaging stations 
in the State; tables showing the discharge in cubic feet per 
second per square mile arranged in the order of mangnitude, or 
duration tables, as they are sometimes called, of the rivers of 
the State for which daily discharge measurements are available. 
In the Third Annual Report, page 27, these duration tables or 
diagrams are described. Computations of the total power of 
the rivers of Maine are being made in the office of the Commis- 
sion and will also be published later. 

The assistants of the office have been Mr. George C. Dan- 
f orth, Assistant Engineer, and Miss Elizabeth C. Spooner, clerk. 

Very respectfully, 

CYRUS C. BABB, 

Chief Engineer. 



GAZETTEER OF THE RIVERS AND LAKES 

OF MAINE 

In the study of the water resources of Maine, the State Water 
Storage Commission has divided the State into drainage dis- 
tricts as follows : 

St. John River Basin. 

St. Croix River Basin. 

Coastal Basin No. i, the drainage between the St. Croix River 
and Machias River and including the following streams : Little, 
Pemaquam, Dennys, Cathance, Little Falls and Orange rivers 
and various small tidewater streams. 

Machias River Basin. 

Coastal Basin No. 2, including the following streams : Chan- 
dler, Indian, Pleasant, Narraguagus, Tunk and Bagaduce rivers 
and various small tide-water streams. 

Union River Basin. 

Penobscot River Basin. 

Coastal Basin No. 3, including the following streams : Goose, 
Wescot, Passagassawakeag, Duck Trap, Megunticook, St. 
Georges, Medomak, Pemaquid, Damariscotta and Sheepscot 
rivers and various small tidewater streams. 

Kennebec River Basin. 

Androscoggin River Basin. 

Royal River Basin. 

Presumpscot River Basin. 

Saco River Basin. 

Coastal Basin No. 4, including the following streams : Ken- 
nebunk, Mousam, York and Piscataqua rivers. 

The gazetteer is arranged alphabetically by these drainage 
basins and has been compiled from the best maps available to 
the office of the State Water Storage Commission. For this 
purpose, the following have been used: The special lake and 
river maps as issued by this department and listed in the Third 
Annual Report, page 5; the regular topographic sheets of the 
U. S. Geological Survey ; the township plans in the office of the 
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State Assessors; many private recent reservoir and township 
maps on file in this office; and, in a few cases, county atlases 
where more accurate maps were not available. The areas of 
the lakes and ponds were measured by planimeter from the maps 
in question. In the text, after the area of water surface of each 
lake and pond, there is given in parenthesis, the map authority 
from which it was measured, and one can thus judge of the 
accuracy of the measurement. There are many townships, 
especially in the wild land districts, of which no accurate maps 
are available, and some of the lake areas are undoubtedly in very 
considerable error. 

The explanation of the abbreviations used is given below. 
They refer generally, either to the maps on which the lake areas 
were measured or to the original surveys of the State and indi- 
cated on many maps of the State. 



SYSTEMS OF SURVEYS AND MAPS. 5 

Systems of Surveys and >Maps. 



Abbreviation Definition 



T Township 

R Range 

W. E. 'L. S. . . . - .West from east line of State 

N. B. K. P North of Binghams Kennebec Purchase 

W. B. K. P West of Binghams Kennebec Purchase 

B. K. P. W. K. R. Binghams Kennebec Purchase, west of Kennebec River 
B. K. P. E. K. R. . Binghams Kennebec Purchase, easlt of Kennebec River 
N. B. P. P North of Binghams Penobscot Purchase 

B. D East Division, Binghams Penobscot Purchase 

N. D ..North Division, Binghams Penobscot Purchase 

M. D Middle Division, Binghams Penobscot Purchase 

S. D South Division. Binghams Penobscot Purchase 

E. P. R East of Penobscot River 

W. P. R West of Penobscot River 

I. P Indian Purchase 

O. I. P Old Indian Purchase 

R. T River Township 

N. W. P North of Waldo Patent 

A. P Abbot Purchase 

T. S Titcomb Survey 

S. L. S Special lake survey map of Water Storage Commission 

TJ. S. G. S U. S. Geological Survey topograiphic sheets 

S. A. map State Assessors map 

C N. P. Co. map. Great Northern Paper Co. map 

C. atlas Colby County Atlas 

R. & €. atlas... Roe & IColby -County atlas 
C. & C. atlas. . . . Comstock and Cline County atlas 
W. S. P. 279... Water Supply Paper No. 279 
C. map, W. Co... Chase wall map, Waldo County 
H. map, L. Co.. Hopkins wall map, Lincoln County 

C map Coburn Estate special map 

H. & W. map...Hollingsworth & Whitney Co. map 

H. F. S. map Map Harvard Forest School 

W. map, F. Co. Walling Map, Franklin County 

N. H. Geol. map. New Hampshire Geological Survey map 

C. & H. atlas.... Caldfwell & Halfipenney County Atlas 

S. W. S. map... State Water Storage Base map. 

M. I. T. map.... Mass. Institute of Technology, Students' special map 
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ST. JOHN RIVER BASIN 



ALDBR BROOK, Aroostocxk County; source, Alder Pond in Chapman; 
direction, east, north, southeast; mouth, Presque Isle Stream in 
Chapman; tributaries!, Aider Pond and small streams; tributary to 
Presque Isle Stream^ Aroostook River, St. John River. 

AIvDER BROOK POND, T ii, R 4, W. E. 'L. S. and Chapman, Aroos- 
took County ; inlets^ several small streams ; outlet. Alder Brook, South 
Branch Presque Isle Stream, Aroostook River, St. John River; area 
water surface, 0.30 square mile, (G. N. P. Co. map). 

ALL AGA9H RIVER, Aroostook and Somerset Counties ; source. Eagle 
Lake in T 9, R. 13, W. E. L. S. ; direction, north, northeast; mouth, 
St. John River, T 16, R 10, W. E. L. S. ; tributaries, Musquacook 
Stream; Chemquasabamtioook Stream, Big Brook, Long Lake, 
Churchill Lake, Eagle Lake, and many streams and ponds; tribu- 
tary to St. John River. Drainage area (not inchi<iing Chamberlain 
Lake) at outlet Eagle Lake, 161 sq. m. ; outlet Churchill Lake, 281 
sq. m. ; outlet Long Pond', 659 sq. m. ; outlet Round Pond, 740 sq. m. ; 
above mouth iMusquacook Stream, 774 sq. m. ; below mouth Musqua- 
cook Stream, 938 sq. m. ; above mouth Big Brook, 1094 sq. m. ; be'low 
mouth Big Brook, 11172 sq. m;. ; at mouth, 1240 sq. m. 

AiRMSTRONG BROOK, Aroostook 'County; source, T 17, R 4, south- 
east part ; direction, southeast, south ; mouth. Little Madawaska River, 
T 16, R 3; tributaries, several small streams; tributary to Little Mada- 
waska River, Aroostook River, St. John River. 

AROOSTOOK RIVER, Aroostook County ; source, T 8, R 8, W. E. L. 
S., south part ; direction, generally easterly ; mouth, St. John River in 
New Brunswick; tributaries. Little Madawaska River, Presque Isle 
Stream^ Salmon Brook, Beaver Brook, Big Machias River, St. Croix 
Stream, Umcofcus Stream, Mooseleuk Stream, and many small 
streams; tributary to St. John River. Drainage area at junction 
Mooseleuk and'Millinocket stream®, 406 sq. m. ; above mouth Umoolcus 
Stream, 498 sq. m. ; below mouth Umcolcus Stream, 567 sq. m. ; above 
mouth St. Croix Stream, 656 sq. m. ; below mouth St. Croix Stream, 
877 sq. m. ; above mouth Big Machias River, 1006 sq. m. ; below mouth 
Big Machias River, 1319 sq. m. ; above mouth Beaver Brook, 1434 sq. 
m. ; below mouth Beaver Brook, 15 17 sq. m. ; above mouth Salmon 
Brook, 1563 sq. m. ; below mouth Salmon Brook, 1616 sq. m. ; above 
mouth Presque Isle Stream^ 1668 sq. m.; below mouth Presque Isle 
Stream, 1833 sq. m. ; at Caribou, 1931 sq. m. ; above mouth Little 
Madawaska River, 1957 sq. m. ; below mouth Little Madawaska River, 
2213 sq. m. ; at Fort Fairfield, 2250 sq. m. ; at mouth, 2290 sq. m. 
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ATKINS POND, T 8, R 9, W. E. L. S., Piscataquis County; outlet. 
Chandler Brook, Millinocket Lake, Aroostook River, St. John River; 
area water surfaice, o.io square mile (S. A. map). 

BAiIUBY BfROOK, Somerset County; source, T 6, R 18, northwest part; 
direction, north, east; mouth, South Branch, St. John River, T 8> 
R 17, W. E. L. 'S.; tributaries, several small streams; tributary to 
South Branch St. John River. 

BAKER BRANCH, Somerset County; source, St. John Pond in T i^ 
R, 17, W. E. L. S. ; direction, north, west, north; mouth. South Branch 
'St. John River, T 8 R 17, W. E. L. S.; tributariesv Turner Brook, 
Campbell Brook Middle Brook, Spruce Brook, Runaway Brook, St. 
John Pond, Baker. Brook, and small streams; tributary to South 
Branch St. John River. 

BAKER BROOK, Somerset County; source. Baker Bog in T 7, R 17, 
W. E. L. S. ; direction, north ; mouth, Baker Lake, T 7, R 17, W. E. L. 
'S. ; tributary. Baker Bog; tributary to Baker Lake, Baker Branch, 
South Branch St. John River. 

BAKER LAKE, in Canada ; inlets, outlet Jerry Lake and small streams ; 
outlet, Baker Brook, St. John River; area water surface 1.90 square 
miles (Int. Com. R. St. J.) ; possible storage at height 6.1 feet, 320^- 
000,000 cubic feet; possible storage at height 16.0 feet, 1,000,000,000 
cubic feet; elevation low water 655.7 feet; ekv. high water 661.8 ft. 

BAKER LAKE, T 7, R 17, W. E. L. S., Somerset County; inlet. Baker 
Branch; outlet, Baker Branch, Upper St. John River; area water 
' surface 3.00 square miles, (Int. Com. R. St. J.) ; possible storage at 
height lo.o ft. 840,000,000 cubic feet; possible storage at height 11. o 
ft. 960,000,006 cubic feet; elev. low water, 987.0 ft.; elev. high water 
997.0 ft.; drainage area 155 sq. m. 

BARTLETT BROOK, Piscataquis County; source, Bartlett Pond in T 
10, R 9, W. E. L. S. ; direction, south ; mouth. Chase Brook, T 10^ R. 9, 
W. E. L. S. ; tributaries, several small streams; tributary to Chase 
Brook, Mooseleuk Lake, Mooseleuk Stream^ Aroostook River, S*. 
John River. 

BEAN BROOK, Aroostook County; source. Bean Pond in T 11, R 17, 
W. E. L. S. ; direction, west; mouth. North Branch St. John River 
in T. ri, R 17, W. E. L. S. ; tributary. Bean Pond; tributary to North 
Branch St. John River. 

BEAN POND, T II, R 17, W. E. L. S., Aroostook County ; outlet. Bean 
Brook, Northwest Branch St. John River; area water surface, 0.05. 
square mile, (S. A. map). 

BEARSLEY BROOK, Aroostook County; source. New Sweden, central 
and south part- direction, north; mouth, Little Madawaska River^ 
New iSweden; tributary, small pond on south branch; tributary to 
Little Madawaska River, Aroostook River, St. John River. 

BEAU LAKE and CROSS LAKE, T 19, R 11, Aroostook County and 
Canada; inlet, St. Francis River; outlet, St. Francis River, St. John 
River; area water surface 3.40 square miles, (Int. Com. R. St. J.); 
possible storage at height 6.8 ft., 640,000,000 cubic feet ; possible stor- 
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age at height 22.8 ft., 2,560,000,000 cubic feet; elev. low water 567.2 
ft. ; elev. high water 574X) ft. 

BEAVER BROOK, Aroostook County, source, T 14, R 5, W. E. L. S., 
north part; direction, south, southeast; mouth, Aroostook River in 
Castle Hill ; tributaries, Otter Brook, Burpee Brook, Bull Brook, and 
small streams; tributary to Aroostook River, St. John River; Drain- 
age area at mouth, 83 sq. m. 

BEAVER RIVER, Aroos.took County; source, T 9, R 4, W. E. L. S., 
east part; direction, southeast, south; mouth, T 8, R 4, St. Croix 
River ; tributaries, several small streams ; tributary to St. Croix River, 
Aroostook River, St. John River. 

BEAVER BROOK, Piscataquis County ; source, T 9, R 9, W. E. L. S., 
south part; direction, south; mouth, Munsungen Stream, T 8, R. 9, 
W. E. L. S. ; tributaries, several small streams and outlet of pond; 
tributary to. Munsungen Stream, Aroostook River, St. John River. 

BEAVER POND, T 8, R 5, W. E. L. S., Aroostook County ; inlets, sev- 
eral small streams; outlet, Umcolcus Stream, Aroostook River, St. 
John River; area water surface, 0.15 square mile, (S. A. map). 

BEAVER POND, T 7 R 9, W. E. L. S., western fxart, Piscataquis 
County; inlet, short stream; outlet, 'Millinocket Stream, Aroostook 
River, St. John River; area water surface, 0.19 square mile, (S. A. 
map). 

BEAVER POND, T 7, R 9, W. E. L. S., eastern part, Piscataquis 
County; outlet, Millinocket Stream, Aroostook River, St. John River; 
area water surface, o.io square mile, (S. A. ntap). 

BELL BROOK, Aroostook County ; source, T 9, R 3, W. E. L. S., south 
(part; direction, southeast; mouth, North Branch Meduxnekeag, in 
T. C. W. E. 'L. S. ; tributaries, several small streams; tributary to 
Meduxnekeag River, North Branch and St. John River. 

BEN GLAZIER BROOK, Aroostook County; source, T 15, R 12, cen- 
tral part; direction, south, southeast; mouth, Allagash River, T 14, 
R 12, W. E. L. S. ; tributaries, several small streams; tributary to 
AHagash River, St. John River. 

BIG BROOK, Aroostook County; source, pond in T 13, R 10, W. E. L. 
S. ; direction, north, northwest; mouth, Allagash River in T 15, R 11, 
W. lE. L. S. ; tributaries, several small streams and ponds; tributary 
to Allagash River, St. John River; drainage area at mouth 78 sq. m. 

BIRCH STREAM, Aroostook County; source, T 16, R 8, west part; 
direction, east, south, east; mouth, St. Froid Lake in Winterville; 
tributaries, several small streams; tributary to St. Froid Lake, Fish 
River, St. John River. 

BLACK BROOK, Aroostook County ; source, Caswell, west part ; direc- 
tion, southwest; mouth, Little Madawaska River in Conner; tribu- 
tary, short stream on south; tributary to Little Madawaska River, 
Aroostook River, St. John River. 

BLACK POND, 15, R 9, W. E. L. S., Aroostook County; inlet, outlet 
of small streams ; outlet into South Branch Red River, St. Froid Lake, 
Fish River, St. John River; area water surface 0.17 square mile, 
(S. A. map). 
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BLACK RIV'EiR, BIG, Aroostook County and Quebec; source in 
Quebec; source in Quebec; direction, southeast, northeast; mouth, 
St. John River in T 15, R 13, W. E. L. S. ; tributaries. Depot Stream, 
Rateau River, Shields Brook, Four Mile River, Two Mik River, and 
sraall streams; tributary to St. John River. Drainage area below 
mouth Depot Stream, 323 sq. m. ; above mouth Shields Brook, 356 
sq. m. ; below mouth Shields Brook, 497 sq. m. ; at mouth, 627 sq. m; 

BLACK RIVER, LITTLE, Aroostook County and Canada; source in 
Canada; direction, south, southeast; mouth, St. John River in T 17, 
R II, W. E. L. S. ; tributaries, Johnson Brook, Chase Brook, Rideout 
Brook, and small stresuns; tributary to St. John River. Drainage 
area at mouth, 312 sq. m. 

BLACK WATER RIViER, Aroostook County; source, T 9, R 4, W. E. 
L. S., northeast part; direction, northwest, west; mouth, St. Croix 
Stream in Masardis; tributaries, small streams near source; tributary 
to St. Croix Stream, Aroostook River, St. John River. 

BLAKE BROOK, Aroostook County ; source, Blake Pond in T 16, R 6, 
W. E. L. S. ; direction, southeast ; mouth. Eagle 'Lake in T 16, R 6 ; 
tributaries, Blake Pond and small streams; tributary to Eagle Lake, 
Fish River, St. John River. 

BLAKE PO'N<D, T 16, R 6, W. E. L. S., Aroostook County ; inlet, sev- 
eral short streams; outlet, Blake Brook, Eagle Lake, Fish River, St. 
John River; area water surface 0.16 square mile, (S. A. map). 

BLUE BROOK, Aroostook County ; source, T 13, R 13, northwest part ; 
direction, northwest; mouth, St. John River in T 14, R 14, W. E. L. 
S. ; tributary to St. John River. 

BLUE RIVER, 'Canada ; source in Canada ; direction, south ; mouth, St. 
Francis River at boundary T 20, R 11 and 12, W. E. L. S. ; tributaries, 
East Branch, South Branch and small streams; tributary to St. 
Francis River, St. John River. Drainage area at mouth, 197 sq. m. 

BLUFFER BROOK, Piscataquis 'County; source, T 8, R 11, east part; 
direction, east; mouth, Munsungen Lake, T 8, R 10, W. E. L. S. ; 
tributaries, several small streams; tributary to Munsungen Lake, 
iMtinsungen Stream, Aroostook River, 'St. John River. 

BOG BROOK, Aroostook County ; source, T. B. W. "E. L. S., west part ; 
direction, southeast; mouth, iMeduxnekeag River in Houlton; tribu- 
taries, several small streams; tributary to Meduxnekeag River, St. 
John River. 

BOG BROOK, Aroostook County ; source, T C, R 2, W. E. L. S., north- 
west part; direction, south; mouth, North Branch Meduxnekeag 
River in T C, R. 2, W. E. L. S. ; tributaries, small streams ; tributary 
to North Branch Meduxnekeag River, St. John River. 

BOG BROOK, Piscataquis County; source, T 8, R 10, east part; direc- 
tion, east; mouth, ;Millinocket Lake in T 8, R 9, W. E. L. S. ; tribu- 
taries, small streams on north ; tributary to Millinocket Lake, Milli- 
nocket Stream, Aroostook River, St. John River. 

BOG LAKE, T 14, R 5, W. E. L. S., Aroostook County ; inlets, several 
short streams; outlet, Little Madawaska stream. Little Madawaska 
River, Aroostook River, St. John River; area water surface 0.13 
square mile, (S. A. map). 
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BOGS BROOK, Somerset County; source, T lo, R 17, central part; 
direction, southeast; mouth. South Branch St. John River in T 9, 
R 17, W. E. 'L. S. ; tributary to South Branch St. John River. 

BOODY POND, T 8, -R 8, W. E. L. S., Penobscot County ; outlet, Milli- 
nocket 'Stream, Aroostook River, St. John River ; area water surface, 
0.12 square mile, (S. A. map). 

BOUNDARY IjAKE, Canada; inlets, St. Francis River and small 
streams ; outlet, St. Francis River, St. John River ; area water surface, 
3.85 square miles (Int. Com. R. St. J.) ; possible storage at height 3.9 
ft., 420,000,000 cu. ft.; possible storage at height 11. o ft., 1,360,000,000 
cu. ft; elevation low water; 6774 ft; elev. high water 682.9 ft; 
drainage area 120 sq. m. 

BRADBURY UAKE, New Limerick, Aroostook County; inlets, outlet 
of Cochrans Lake and small streams; outlet, Meduxnekeag River, 
St. John River; area water surface 0.07 square mile, (R. & C atlas). 

BRANDY BROOK, Aroostook County; source. Limestone, west part; 
direction, west ; mouth. Little 'Madawaska River in Caribou ; tributary 
to Little Madawaska River, Aroostook -River, St. John River. 

BROW.N BROOK, Aroostook County; source, T 15, R 12, W. E. L. S., 
north part; direction, north; mouth, St. John River, T 16, R 12, 
W. E. L. S. ; tributaries, several small streams ; tributary to St. John 
River. 

BROWN BROOK, Aroostook County t source. Eagle Lake, north part; 
direction east; mouth, Eagle Lake in Eagle Lake; tributary to Eagle 
Lake, Fish River, St. John River. 

BROWN POND, T 8, R 9, W. E. L. S., Piscataquis County; outlet. 
Brown Brook, Munsungen Stream, Aroostook River, St. John River : 
area water surface, o.ii square mile, (S. A. map). 

BULL BROOK, Aroostook County; source, T 13, R 5, northwest part; 
direction, south; mouth, Beaver Brook in T 13, 5, W. E. L. S. ; 
tributaries, small streams on north ; tributary to Beaver Brook, Aroos- 
took River, St. John River. 

BUiRNT POND, T 14, R 9, and R 10, W. E. L. S., Aroostook County; 
outlet. Big Brook, Allagash River, St. John River ; area water surface, 
0.16 square mile, (S. A. map). 

BURNT CAMP BROOK, Piscataquis and Aroostook -counties; source, 
T 9, R 9, W. E. >L. S., east part; direction, east; mouth, Mooseleuk 
Stream, in T 9, R 8, W. E. L. S. ; tributary to Mooseleuk Stream, 
Aroostook River, St. John River. 

BURNT LAND BROOK, Aroostook County; source, Presque Isle, 
south part; direction, north; mouth, Presque Isle Stream in Maple- 
ton; tributary to Presque Isle Stream, Aroostook River, St. John 
River. 

BURNT LAND BROOK, Aroostook County; source, T 12, R 17, W. E. 
L. S., south part; direction, southeast; mouth, St. John River in T 
II, R. 16, W. E. L. S. ; tributaries, Burnt Land Pond and small 
streams; tributary to St. John River. 
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BURNT LAND POND, T ii and 12, R 17, W. E. L. S., Aroostook 
'County; inlets, several small streams; outlet, Burnt Land Brook, St 
John River; area water surface, 0.08 square mile, (S. A. map). 

BURPBE BROOK, Aroostook County; source, T 13, R 5, W. E. L. S., 
southwest part; direction, north; mouth, Beaver Brook, T 13, R 5, 
W. E. L. S. ; tributaries, small streams on west; tributary to Beaver 
Brook, Aroostook River, St. John River. 

CALDWELL POND, Smyrna and New Limerick, Aroostook County; 
inlet, Meduxnekeag River; outlet through Cochrans Lake, Meduxne- 
keag River, St. John River; area water surface, 0.16 square mile, 
(R. & C. atlas). 

CAMPBELL BROOK, Aroostook County; source, T 11, R 15, W. E. L. 
'S., north part ; direction, south ; mouth, Chemqua&sabamticook Stream, 
T II, R 15, W. E. L. S. ; tributaries, small streams on west; tributary 
to iChemquassabamticook Stream, Long Pond,, AHagash River, St. 
John River. 

CAMPBELL BROOK, Somerset County ; source, T 7, R 16, W. E. L. S., 
east part ; direction, west ; mouth, Baker Branch, T 7, R 16, W. E. L. 
S., tributary to Baker Branch, South Branch St. John River. 

CARIBOU LAKE, Washburn, Aroostook County; outlet, Caribou 
Stream, Aroostook River, St. John River; area water surface, 0.22 
square mile (R. & C. atlas). 

CARIBOU POND, Ts 11, R 9 and 10, Aroostook County; inlet, small 
stream on west; outlet. Big Machias River, Aroostook SSver, St. 
John River; area water surface, 0.06 square mile, (S. A. map). 

CARIBOU STREAM, Aroostook County; source, Perham, east part; 
direction, east; mouth, Aroostook River in Caribou; tributaries, sev- 
eral small streams; tributary to Aroostook River, St. John River. 

CARR POND, T 13, R 8, W. E. L. S., Aroostook County; inlets, Carr 
Brook and small streams; outlet, Clayton Brook, Fish River, St. John 
River; area water surface, 0.44 square mile, (S. A. map). 

CARRIER BROOK, Piscataquis County; source, T 8, R 11, W. E. L. S., 
northeast part; direction, northeast; mouth, Munsungen Lake, T 9, 
R 10, W. E. L. S.; tributaries, small streams on south; tributary to 
Munsungen Lake, Munsungen Stream, Aroostook River, St. John 
River. 

CARRY BROOK, Penobscot County; source, T 8, R 8, W. E. L. S., 
east part; direction, east, north; mouth. La Pomkeag Stream in T 8, 
R 7, W. E. L. S., tributaries, small streams at source; tributary to 
La Pomkeag Stream, Aroostook River, St. John River. 

CARY BROOK, Aroostook County; source, T 16, R 4, W. E. L. S., 
north part; direction, south; mouth, Madawaska Lake in T 16, R 4, 
W. E. L. S. ; tributaries, small streams ; tributary to Madawaska Lake, 
Little Madawaska River, Aroostook River, St. John River. 

CEDAR BROOK, Aroostook County; source, T 13, R 16, W. E. L. S., 
west part; direction, southeast; mouth. Depot Lake, T 13, R 16; 
tributary to Depot Lake, Depot Stream, Big Black River, St. John 
River. 
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CBDAR BROOK, Piscataquis County and Arcx^stook County; source, 
T 9, R 9, east part; direction, east; mouth, Mooseleuk Stream, T 9, 
R. 8, W. E. L. S. ; tributaries, simall stream near source ; tributary to 
Mooseleuk Stream, Aroostook River, St. John River. 

CENTER LAKE, T 10, R 8, W. E. L. S., Aroostook County ; inlet, 
outlet of small pond; outlet, South Branch Machias River, Aroos- 
took River, St. John River; area water surface 0.21 square mile, 
(S. A. map). 

CENTER BROOK, Aroostook County; source, T 11, R 15, W. E. L. S., 
central part; direction, southeast; mouth, Chemquassabamticook 
Stream, T 11, R 15, W. E. L. S. ; tributary to Chemquassabamticook 
Stream, Long Lake, Allagash River, St. John River. 

CHAIN BROOK, Aroostook County; source. Limestone, west part; 
direction, west; mouth. Little Madawaska River, Caribou; tributary 
to Little Madawaska River, Aroostook River, St. John River. 

CHANDLER BROOK, Aroostook County; source. Chandler Pond in 
T 9, R 8, W. E. L. S. ; direction, southwest; mouth, Mooseleuk 
Stream, 7 9, R 8, W. E. L. 'S. ; tributaries. Chandler Pond, Dead 
Water, Malcolm Brook, and small streams; tributary to Mooseleuk 
Stream, Aroostook River, St. John River. 

CHANDLBR BROOK, Piscataquis County; source, T 8, R 11, W. E. L. 
S., south east part ; direction, east ; mouth, Millinocket Lake in T 7, 
R. 9, W. E. L. S. ; tributaries, smfall ponds and streams ; tributary to 
Millirfccket Lake, Millinocket Stream, Aroostook River, St. John 
River. 

CHANDLER LAKE, T 9, R 8, W. E. L. S., Aroostook iCounty ; inlets, 
several small streams ; outlet. Dead' Water Stream, Mooseleuk Stream, 
Aroostook River, St. John River; area water surface, 0.46 square 
mile, (S. A. map). 

CHARLIE LAKE, T 14, R 15, W. E. L. S., Aroostook County ; outlet 
into Big Black River, St. John River; area water surface, 0.37 square 
mile, (S. A. Map). 

CHASE BROOK, Aroostook County; source, T 18, R 13, east part; 
direction, east, north; itiouth. Little Black River, T 18, R 12, W. E. 
L. S. ; tributaries, several small streams; tributary to Little Black 
River, St. John River. 

CHA'SE BROOK, Aroostook County; source, T 14, R 12, south part; 
direction, southeast; mouth, Allagash River, T 13, R 12, W. E. L. S. ; 
tributary, Croque Brook ; tributary to Allagash River, St. John River. 

CHASE BROOK, Aroostook and Piscataquis counties; source, T 10, 
R 8, W. E. L. S., south part ; direction, south, west ; mouth, Mooseleuk 
Lake, T 10, R 9, W. E. L. S. ; tributaries, Bartlett Brook and small 
streams; tributary to Mooseleuk Lake, Mooseleuk Stream, Aroostook 
River, St. John River. 

CHASE BROOK, Aroostook County; source. Chase Ponds, T 14, R 9, 
W. E. L. S. ; direction, east, southeast; mouth. Fish River Lake, 
T 14, R 8, W. E. L. S. ; tributaries. Chase Ponds and small streams ; 
tributary to Fish Lake, Fish Rfver, St. John River. 

CHASE POND, T 10 R 10, W. E. L. S., Piscataquis County; inlets, 
short streams on west and outlet of x)ond ; outlet. Chase Brook, Mun- 
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sungen Lake, Munsungen Stream, Aroostook River, St John River; 
area water surface 0.41 square mile, (S. A. map). 

CH'AS>E POND (east), T 14, R 9, W. E. L. S., Aroostook County; 
inlet, outlet of Chase Pond arid small streams; outlet. Chase Brook, 
Fish Lake, Fish River, St. John River; area water surface, 0.13 
square mile, (S. A. map). 

CHASE POND (west), T 14, R 9, W. E. L. S., Aroostook County; 
inlet, outlet of Hourglass Pond; outlet, Chase Brook, Fish Lake, 
Fish River, St. John River; area water surface, o.ii square mile, 
(S. A. map). 

CHASE STREAM, Piscataquis County; source, Chase Pond, T 10, R 
10, W. E. L. S. ; direction, south ; mouth, Munsungen Lake, T 9, R 10, 
W. E. L. S. ; tributaries. Chase Pond and small streams ; tributary to 
Munsungen Lake, Munsungen Stream, Aroostook 'River, St. John 
River. 

CHBMQUAiSiSABAMTICOOK LAKE, T 9, and T 10, R 15, W. E. 
L. S., Aroostook County ; inlets, several small streams ; outlet, Chem- 
quassabamticook Stream, Long Lake, Allagash River, St. John River; 
area water surface, 5.30 square miles (Int. Com^ R. St. J.) ; possible 
storage ibt height 5.8 ft., 860,000,000 cubic feet; possible storage at 
height 7.0 ft., 1,060,000,000 cubic feet ; elev. low water, 988.2 ft. ; elev. 
high water, 994.0 ft. ; drainage area 55 square miles. 

CHlEMQUASSAiBAMTICOOK STREAM, Piscataquis and Aroostook 
counties ; source, Chemquassabamticook Lake, T 10, R 15, W. E. L. S. ; 
direction, northeast; mouth. Long Lake in T 12, R 13, W. E. L. S.; 
tributaries, Chemquassabamticook Lake, Centre Brook, Campbell 
Brook, Holmes Brook, Cunliffe Brook, and small streams; tributary 
to Long iLake, Allagash River, St. John River. iDrainage area, outlet 
Chemquassabamticook Lake, 55 sq. m. ; at mouth, 223 sq. m. 

CHIMENTICOOK STREAM, Aroostook County and Canada ; source, 
Lac de TEst, T 17, R 14, W. E. L. S.; direction, southeast; mouth, 
(St. John River, T 16, R. 12, W. E. L. S. ; tributaries, Smith Brook, 
Lac de TEst, and small streams ; tributary to St. John River. Drain- 
age area, at mouth 145 sq. m. 

CHURlOHILL BROOK, Piscataquis County; source, T 10, R 13, W. E. 
L. S., south part; direction, southeast; mouth, Churchill Lake in T 9, 
R 12, W. E. L. S. ; tributaries, small streams on north ; tributary to 
Churchill Lake, Allagash River, St. John River. 

OHUROHILL LAKE and EAGLE LAKE, T 9, R 12, W. E. L.' S., Pis- 
cataquis County; inlets, Allagash River, Churchill Brook, Pleasant 
Brook and outlets of small ponds; outlet, Allagash River, St. John 
River; area water surface, 16.75 square miles, (Int. Com. R. St. J.), 
possible storage at height 3.4 ft., 1,400,000,000 cubfc feet; possible 
storage at height 14.5 ft., 8,290,000,000 cubic feet; elev. k>w water 
921.5 ft., elev. high water 924.5 ft. ; drainage area 281 square miles. 

CLAYTON BROOK, Aroostook County; source, Clayton Pond, T 12; 
R 8, W. E. L. S. ; direction, north ; mouth. Fish River Lake in T 13, 
R 8; W. E. IL. S.; tributaries, Clayton Lake and small streams; tribu- 
tary to Fish River Lake, Fish River, St. John River. 
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CLAYTON LAKE, T ii, R 14, W. E. L. S., Aroostook County; outlet, 
Chemquassabamtkook Stream, Long Lake, Allagash River, St. John 
•River; area water surface, 0.31 square mile, (S. A. map). 

CLAYTON POND, T 6, 'R 17, W. E. L. S., Aroostook County, north of 
St. John Pond ; inlets, short streams on north ; outlet, by short stream 
to Baker Branch, South Branch, St. John River; area water surface, 
0.09 square mile, (G. N. P. Co. map). 

CLAYTON POND, T 12, R 8, W. E. L. S., Aroostook County; inlets, 
several small streams; outlet, Cayton Brook, Fish River, St. John 
River; area water surface, 0.24 square mile, (S. A. map). 

CLEAR LAKE, T 10, R 11, W. E. L. S., Piscataquis County; inlet, small 
stream; outlet, Musquacook Lakes, Musquacook Stream, Allagash 
iRiver, St. John River; area water surface, 0.78 square mile, (S. A. 
map). 

CLIFF LAKE, Ts 8 ami 9, R 12, W. E. L. S., Piscataquis County; outlet, 
through Twin Lake, Churchill Lake, Allagash River, St. John River; 
area water surface, 0.49 square mile, (iS. A. map). 

COOHRA'NS LAKE, New Limerick, Aroostook County ; inlet, outlet of 
Cladwell Lake; outlet, Bradbury Lake, 'Meduxnekeag River, St. John 
River; area water surface, 0.18 square mile, (R. <& C. atlas). 

COMSTOCK BROOK, Somerset County; source, pond in T 9, R 16, 
W. E. L. S. ; direction, northwest ; mouth. South Branch, St. John 
'River, T 10, R 16, W. E. L. S. ; tributaries, pond at source and small 
stream ; tributary to South Branch, St. John River. 

COOKS BROOK, Aroostook County; source, Houlton, southeast (part; 
direction, northwest; mouth, Meduxnekeag River in Houlton; tribu- 
tary to Meduxnekeag River, St. John River. 

CRANBERRY POND, T 9, R 5, W. E. L. S., Aroostook County ; out- 
let into St. Croix Stream, Aroostook River, 'St. John River; area 
water surface 0.19 square mile, (S. A. Map). 

CRiESSY BROOK Aroostook County; source, Hodgdon, east part; 
direction, northwest; mouth, Meduxnekeag River, Houlton; tribu- 
taries, several small streams; tributary to .'Meduxnekeag River, St. 
John River. 

CROQUE BROOK, Aroostook County; source, T 14, R 12, south part; 
direction, south; mouth. Chase Brook in T 13, R 12, W. E. L. S. ; 
tributary to Chase Brook, Allagash River, St. John River. 

CROSS LAKE, T 16, and 17, R 5, W. E. L. S., Aroostook County; inlet, 
outlet of Mtid Lake; outlet. Square Lake, Eagle Lake, Fish River, 
St. John River; area water surface, 4.65 square miles, (Int. Com. R. 
' St. J.) ; possible storage at height 6.3 ft., 820,000,000 cubic feet; possi- 
ble storage at height 14.0 ft., 2,040,000,000 cubic feet ; elev. low water 
572.0 ft. ; elev. high water 578.3 cu. ft. ; drainage area 148 sq. m. 

CROSS LAKE, T 18, R 10, W. E. L. S., Aroostook County See Beau 
Lake. 

CUNLIFPES BROOK, Aroostook County; source, T 14, R 16, south 
part; direction, east; mouth, Big Black River in T 14 R. 15, W. E. 
L. S. ; tributary to Big Black River, 'St. John River. 
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CUN'LIPF BROOK, Aroostook County ; source, T 13, R 14, W. E. L. S. ; 
direction, southeast; mouth, Chemqtiassabamticook Stream, T 12, R 
13, W. E. L. S. ; tributaries, several small streams ; tributary to Chem- 
quassiabamticook Stream; Long Lake, Allagash River, 3t. John River. 

CUT LAKE, T 7 and 8, IR 6, W. E. L. S., Penobscot County; inlet, 
short stream on south ; outlet into Umcolcus Stream, Aroostook River, 
St. John River; area water surface, 0.39 square mile, (S. A. map). 

DAIGLE BROOK, Aroostook iCounty; source, New Canada, northeast 
part ; direction, southeast ; mouth. Cross Lake, T 17, R 5, W. E. L. S. ; 
tributaries, small streams; tributary to Cross iLake, Square Lake, 
Eagle Lake, Fish River, St. John River. 

DAJVIS BROOK, Aroostook County; source, T 3, R 2, W. E. L. S., 
northwest part; direction, east, north; mouth. South Branch Medux- 
nekeag River in Cary; tributaries, Tracy Brook, Haney Brook, tribu- 
tary to South Branch Meduxnekeag River, St. John River. 

DEAD BROOK, Aroostook County; source. Round iMountain Pond in 
T 8y R II, W. E. L. S. ; direction, northwest; mouth, West Branch 
Big Machias River in T 11, R 9, W. E. L. S. ; tributaries, Twenty-Five 
Mile Brook, Indian Brook, Dead Brook, and small streams ; tributary 
to West Branch Big Machias, Big Machias River, Aroostook River, 
St. John River. 

DEAD BROOK, Aroostook County ; source, T 19, R 11, west part; direc- 
tion, north; mouth, St. Francis River, T 20, R 11 and 12, W. E. L. S. ; 
tributaries, several small streams; tributary to St. Francis River, St. 
John River. 

DEAD WATER, T 9, R 8, W. E. L .S., Aroostook County; inlets. Dead- 
water Stream and "Malcolm Brook ; outlet, Deadwater Stream, Moose- 
leuk Stream, Aroostook River, St. John River; area water surface, 
0.25 square mile, (S. A. miap). 

DEAD WATER, T 9, R 10, W. E. L. 'S., Piscataquis County; inlets^, 
small streams; outlet, Munsungen Lake, Munsungen Stream, Aroos- 
took River, St. John River; area water surface, 0.17 square mile, 
('S. A. map). 

DEAD WATER, T 15, R 14, W. E. L. S., Aroostook County; inlets, 
several small streams; outlet. Four Mile Brook, Big Black River, St. 
John River; area water surface, 0.27 square mile, (S. A. map). 

DEA'D WATER LAKE, T 8, R 3, W. E. L. S., Aroostook County; inlet, 
short stream; outlet/North Branch Meduxnekeag River, St. John 
River; area water surface,. 0.08 square -mile, OS. A. map). 

DBBULLE PONiD, T 15, R 9, W. E. L. S., Aroostook County; inlet, 
outlet of Gardner Pond ; outlet. Fish Pond, South Branch Red River, 
St. Froid Lake, Fish River, St. John River; area water surface, 0.20 
square mile, (S. A. map). 

DBMOSK BROOK, Aroostook County ; source, New Canada, east part ; 
direction, south ; mouth, 'Square Lake, T 16, R 5, W. E. L. S. ; tribu- 
tary to Square Lake, Eagle Lake, Fish River, St. John River. 

DEPOT LAKE, T 13, R 16, W. E. L. S., Aroostook County ; inlets, sev- 
eral short streams; outlet. South Branch Depot Stream, Big Black 
River, Upper St. John River; area water surface, 1.40 square miles, 
(Int. Com. R. St. J.) ; possible storage at height 3.0 ft., 120,000,000 
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cubic feet; (possible storage at height ii.o ft., 510,000,000 cubic feet; 
elev. low -water 988.8 ft.; elev. high water 991.8 ft.; drainage area 41 
square miles. 

DEPOT STRBAIM, Aroostook County and Quebec ; source, T 12, R 17, 
central part ; direction, northeast ; mouth, Big Blade River, T 14, R 15, 
W. B L. S. ; tributaries. Whites Brook, Cedar Brook, Glazier Brook, 
Cunliffs Brook, and small streams; tributary to Big Black River, St. 
John River. Drainage area, outlet Depot Lake, 41 sq. m. ; at mouth, 
109 sq. m. 

DES AIGIvES, Canada; inlets, several sinall streams; outlet, through 
Seoond and First Touladi Lakes, Temiscouata Lake, Madawaska 
River, St. John River; area water surface 2.40 square miles (Int. 
Com. R. St. J.); possible storage at height 3.4 ft., 230,000,000 cubic 
feet; possible storage at height 13.0 ft., 1,030,000,000 cubic feet; elev. 
low water 676.4 ft, elev. high water 683.4 ^t. 

DESOLATION BROOK, Somerset County; source, Desoktion Pond, 
T 8, R 16, W. E. L. S. ; direction, southwest; mouth, Francis Brook, 
T 8, R 16, W. E. L. S. ; tributaries, iDesolation Pond and small stream ; 
tributary to Francis Brook, Turner Brook, Baker Branch, South 
Branch, St. John River. 

DESOLATION POND, T 8, R 16, W. E. L. S., Somerset County ; inlet, 
short stream ; outlet, Desolation Stream, Turner Brook, Baker Branch, 
Upper St. John River; area water surface, 0.30 square mile, (S. A. 
map). 

DICKY BROOK, Aroostook County; source, Dicky Pondv Frenchville; 
direction; south; mouth. Cross ILake, T 17, R 5, W. E. L. S.; tribu- 
tary, Dicky Pond ; tributary to Cross Lake, Square Lake, Eagle Lake, 
'Fish River, St. John River. 

DOUCEY BROOK, Somerset County; source, T 9, R 16, west part; 
direction, north; mouth, St. John River, South Branch, T 10, R 17, 
W. E. L. S. ; tributary to St. John River, South Branch. 

DRSEW LAKE, Oakfield, Linneus, New Limerick. See Meduxnekeag 
Lake. 

EAGLE LAKE, T 7 and 8, R 12, and T 8 and 9, R 13, W. E. L. S., 
Aroostook County; inlets, many small streaims and outlets of lakes; 
outlet, Umsaskis Lake, Long Lake, Allagash River, St. John River; 
drainage area 161 sq. m. ; See Churchill Lake. 

EAGLE LAKE, T 16, R 5 and 6, W. E. L. S. and Eagle Lake, Aroostook 
County; inlets, outlets of Square and Froid lakes, and small streams; 
outlet. Fish River, St. John River; area water surface 9.70 square 
miles, (Int. Com. R. St. J.) ; possible storage at height 8.0 ft., 2,160,- 
000,000 cubic feet; possible storage at height 15.7 ft., 4,520,000,000 
cubic feet ; elev. low water 570.3 ; elev. high water 578.3 ; drainage area 
763 sq. m- 

ECHO LAKE, T 9, R 11, W. E. L. S., Piscataquis County; outlet, into 
'Munsiungen Lake, Munsungen Stream, Aroostook River, St. John 
River; area water surface 0.20 square mile, (S. A. map). 



ST. JOHN RIVER BASIN. 17 

ELBOW LAKE, T lo, R lo, W. E. L. S., Piscataquis County; inlet, 
outlet of Uipper Lake ; outlet, 'Mule Brook, Hudson Brook, Mooseleuk 
Stream, Aroostook River, St. John River; area water surface 0.i6 
square mile, (.S. A. map). 

PALL BROOK, Aroostook County; source, f i8, R ii, W. 'E. L. S., 
southeast part; direction, southeast, northeast; mouth, St. Francis 
River, T i8, R lo, W. E. L. S.; tributary to St. Francis River, St. 
John River. 

FALL BROOK LAKE, T i8, R lo, W. E. L. S., Aroostook County; 
inlets, several small streams; outlet, Fall Brook, St. Francis River, 
St. John River; area water surface 1.08 square miles, (S. A. map). 

FARM BROOK Aroostook County; source, T 15, R i^, north part; 
direction, south, east; mouth, Allagash River, T 15, R n, W. E. L. S. ; 
tributaries, several small streams; tributary to Allagash River, St. 
John River. 

FARM BROOK, Aroostook 'County ; source, T 9, R 7, W. E. L. S., 
northwest part; direction, east, south; mouth, Aroostook River, T 9, 
R 7, W. E. L. S. ; tributaries, small streams on north; tributary to 
Aroostook River, St. John River. 

FARRAR BROOK, Aroostook County; source, T 12, R 10, east part; 
direction, south, east; mouth, Pratt Pond, T 11, R 9, W. E. L. S. ; 
tributaries, small streams; tributary to Pratt Pond, Indian Brook, 
Big Machias River, Aroostook River, St. John River. 

FISH LAKE, T 13, T 14, R 8, W. E. L. S., Aroostook County; inlets, 
Clayton Brook and several small streams ; outlet. Fish River, St. John 
River ; area water surface 5.87 square miles, (S. A. map) ; drainage 
area 141 sq. m. 

FISH POND, T 15, R 9, W. E. L. S., Aroostook County; inlet, outlet 
of Debulle Pond; outlet. South Branch Red River, St. Froid Lake, 
Fish River, St. John River; area water surface, 0.08 square mile, 
(S. A. map). 

FISH RIVER, Aroostook County ; source, Fish River Lake, T 14, R 8, 
W. E. L. S. ; direction, east, southeast, north ; mouth, St. John River 
in Fort Kent; tributaries, Fish River Lake, Portage Lake, St. Froid 
iLake, Eagle Lake, Wallagrass Streaan and several small streams; 
tributary to St. John River. Drainage area, at outlet Fish Lake, 141 
sq. m. ; outlet Portage Lake, 241 sq. m.; outlet St. Froid Lake, 426 
sq. m. ; outlet Mud Lake, loi sq. m. ; outlet Cross Lake, 148 sq. m. ; 
outlet Square Lake, 230 sq. m. ; outlet Eagle Lake, 763 sq. m. ; above 
mouth Wallagrass Stream, 791 sq. m. ; below mouth Wallagrass 
Stream, 860 sq. m.; at mouth, 890 sq. m. 

FISH RIVER, NORTH BRANCH, Aroostook County ; source, T. 13, 
R 9, west part; direction, east; mouth, Clayton Brook, T 13, R 8, 
W. E. L. S. ; tributaries, small streams; tributary to Clayton Brook, 
Fish River Lake, Fish River, St. John River. 

FISH RIVER, SOUTH BRANCH, Aroostook County; source, T 13 
R 9, west part; direction, east; mouth, Clayton Brook, T 13, R 8, 
W. E. L. S. ; tributaries, several small streams ; tributary to Clayton 
Brook, Fish River iLake, Fish River, St. John River. 
2 
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FITZHEfRBERT BROOK, Aroostook County; source, Fort Fairfield, 
southeast part; direction, north; mouth, Aroostook River, Fort Fair- 
field- ; tributaries, small streams on east ; tributary to Aroostook River, 
St. John River. 

FIVE FINIGER BROOK) Aroostook County; source, T 13, R 11, north- 
east part, W. E. L. S. ; direction, northwest; mouth, T 14, R 12, 
W. E. L. S., Allagash River ; tributaries, several small streams ; tribu- 
tary to Allagash River, St. John River. 

FOOL BROOK, Somerset and Piscaitaquis counties ; source, T 10, R 16, 
east part, W. E. L. S. ; direction, east ; mouth, iChemquassabamticook 
Lake, T 10, R 15, W. E. L. S. ; tributaries, small streams; tributary 
to Chemquassabamtiicook Lake, Chemquassabamticook Stream, Long 
Lake, Allagash River, St. John River. 

FOUR MILE BRANOH, Aroostook County and Canada; source, 
Priesitly Brook in (Canada; direction, southeast; mouth. Big Black 
River, T 15, R 14, W. E. L. S. ; tributaries. Priestly Brook and small 
streams ; tributary to Big Black River, St. John River ; drainage area 
at mouth, 56 sq. m. 

FOUR MILE BROOK, Aroostook County; source. Pond in T 13, R 15, 
W. E. L. S. ; direction, east, south; mouth, St. John River, T 12, R 
15, W. E. L. S. ; tributary, pond at source; tributary to St. John River. 

FOX BROOK, Aroostook County ; source, T 17, R 12, north part; direc- 
tion, south; mouth, T 16 R 12, W. E. L. S., St. John River; tribu- 
taries, small streams on west; tributary to St. John River. 

FRANiCIS BROOK, Somerset and Piscataquis counties; source, T 8, 
R 15, west part, W. E. L. S. ; direction, west; mouth. Turner Brook 
in T 8, R 17, W. E. L. S. ; tributaries. Desolation Brook, Francis 
Lake; tributary to Turner Brook, Baker Branch, South Branch, St. 
John River. 

FRANCIS LAKE, T 8, R 16, W. E. L. S., Somerset County; outlet, 
Francis Stream, Turner Brook. Baker Branch, Upper St. John River: 
area water surface, 0.35 square mile, (S. A. map). 

FURGBRSON POND, T 14, R 8, W. E. L. S., Aroostook County; out- 
let into Fish River, St. John River; area water surface, 0.31 square 
mile, (S. A. map). 

GARiDNER CREEK, Aroostook County; source, T 14, R 5, W. E. L. S., 
southeast part; direction, southeast; mouth, Aroostook River m 
Wade ; tributary to Aroostook River, St. John River. 

GARDNER POND, T 15, R 9, W. E. L. S.. Aroostook County; inlet, 
outlet of small .pond ; outlet, Debulle Pond, Fish Pond, South Branch 
Red River, St. Froid Lake, Fish River, St. John River; area water 
surface, 0.08 .square mile, (S. A. map). 

GILMORE BROOK, Aroostook County; source, Eagle Lake, northwest 
part ; direction, east ; mouth. Eagle Lake in Eagle Lake ; tributary to 
Eagle Lake, Fish River, St. John River. 

GLAZIER BROOK, Aroo&took County; source, T 13, R 16, west part, 
W. E. L. S. ; direction, east ; mouth, Depot Stream, T 13, R 16, W. E. 
L. S. ; tributary to Depot Stream, Big Black River, St. John River. 
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GLAZrBR BROOK, Aroostook County; source, pond in T 19, R 11, 
W. E. L. S. ; direction, southeast, northeast; mouth. Glazier Lake 
T 18, R 10, W. lE. L. S. ; tributaries, small sitreams; tributary to 
Glazier Lake, St. Francis River, .St. John River. 

GLAZTER LAKE, T 18, R 10, W. E. L. S., Aroostook County ; inlet, St. 
Francis River; outlet, St. Francis River, St. John River; area water 
surface, 1.75 square miles (Int. Com. R. St. J.) possible storage at 
heig-ht 6.1 ft., 300,000,000 cubic feet; possible storage at height 37.5 
ft., 2,310,000,000 cubic feet ; elev. low water, 552.5 ft. ; elev. high water 
558.6 ft. ; drainage area 524 square miles. 

GODDARD BROOK, BIG, Aroostook County ; source, T 14 R 6, north- 
east part, W. E. L. S. ; direction, northeast; mouth. Square Lake, 
T 15, R 5, W. E. L. S. ; tributaries, several small streams and ponds ; 
tributary to Square Lake, Eagle Lake, Fish River. 

GODDARD BROOK, LITTLE, Aroostook County ; source, T 15, R 5, 
central part; direction, north; mouth. Square Lake, T 15, R 5, 
W. E. L. S. ; tributary to Square Lake, Eagle Lake, Fish River, St. 
John River. 

GODDARD POND, T 14, R 5, W. E. L. S., Aroostook County; outlet, 
Big Goddard Brook, Square Lake, Eagle 'Lake, Fish River, St. John 
River; area water surface, 0.07 square mile (S. A. map). 

GOULDS LAKE, New Limerick, Aroostook County ; inlet, short stream 
on west; outlet, Meduxnekeag Lake, 'Meduxnekeag River, St. John 
River; area water surface, 0.04 square mile, (R. & S. map). 

GRASS POND, T 9, R 12, W. E. L. S., Piscataquis County; inlet, outlet 
Spider Lake; outlet, Churchill Lake, Allagash River, St. John River; 
area water surface 0.05 square mile, ( S. A. maip) . 

GREENLAW BROOK, Aroostook County; source, Greenlaw Pond, T 
12, R 7, W. E. L. S. ; direction, southeast ; mouth. Big Machias River, 
Garfield; tributaries, Greenlaw Pond and small streams; tributary to 
Big !Machias River, Aroostook River, St. John River. 

GREENLAW POND, Ts 12, R 7 and 8, Aroostook County; outlet, 
Greenlaw Stream, Big Machias River, Aroostook River, St. John 
River; area water surface, 0.26 square mile, (S. A. map). 

GRISWOLD STREAM, Aroostook County; source, T 9, R 4, W. E. 
L. S., central part; direction, southwest; mouth, iSt. Croix Stream, 
M;asardis; tributary, small stream; tributary to St. Croix Stream, 
Aroostook River, St. John River. 

HALFWAY BROOK, Aroostook County ; source, T 17, R 3, southeast 
part, W. E. L. S. ; direction, southeast; mouth. Little Madawaska 
River in Connor ; tributaries, several small streams ; tributary to Little 
•Madawaska River, Aroostook River, St. John River. 

HANEY BROOK, Aroostook County; source, Gary, west part; direc- 
tion, north, west; mouth, Davis Brook in Cary; tributary to Davis 
Brook, South Branch Meduxnekeag River, St. John River. 

HARROW LAKE, T 10, R 11 and 12, W. E. L. S., Piscataquis County; 
outlet, Harrow Stream, Allagash River, St. John River; area water 
surface, 1.15 square miles, (S. A. map). 
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HAYDEN BRCX>K, Aroostook County; source, T lo, R 7, southwest 
part; direction, southeast; mouth, Aroostook River in Oxbow; tribu- 
taries, several small streams ; tributary to Aroostook River, St. John 
River. 

HAYMOOK ILARE, Ts 7 and 8, R n, W. E. L. S., Piscataquis County; 
inlcfts, outlets of small ponds; outlet, Smith Brook, Eagle Lake, Alla- 
gash River, St. John River; area water surface, 1.38 square miles, 
S. A. map). 

HERRON LAKE, T 10, Rs 11 and 12, W. E. L. S., see Harrow Lake. 

HOLMES BROOK, Aroostook County; source, T 12, R 15, east part; 
direction, southeast; mou«th, Chemquassabamticook Stream, T 11, 
R 14, W. E. L. S. ; tributaries, small streams; tributary to Chemquas- 
sabamticook Stream, Long Lake, Allagash River, St. John River. 

HORSESHOE POND, T 11, R 10, W. E. L. S., Aroostook County; 
outlet. Rocky Brook, Big Machias River, Aroostook River, St. John 
River; area water surface, 0.06 square mile, (S. A. map). 

HOT POND, T 14, R 8, W. E. L. S., Aroostook County; inlets. Fish 
River and small streams; outlet. Fish River, St. John River; area 
water surface, 0.26 square mile, (S. A. map). 

HOUGHTON BROOK, Aroostook County; source, T 13, R. 16, W. E. 
L. S., east .part; direction, southeast; mouth, Sit. John River, T 12, 
R 15, W. E. L. S. ; tributaries. Four Mile Brook, small pond and 
stream ; tributary to St. John River. 

HOULTON BROOK, Aroostook County ; source, T 9, R 5, W. E. L. S., 
central part; direction, northwest; mouth, Aroostook River in 
Masardis; tributary to Aroostook River, St. John River. 

HOURGLASS POND, T 14, R 9, W. E. L. S., Aroostook County; out- 
let, through Chase Ponds, Chase Brook, Fish Lake, Fish River, St. 
John River; area water surface o.io square mile, (S. A. map). 

HOWARD BROOK, Aroostook County ; source, T 7, R 3, W. E. L. S., 
east part; direction, northeast; mouth North Branch Meduxnekeag 
River in T. C, W. E .L. S. ; tributaries, several small streams ; tribu- 
tary to North Branch Meduxnekeag River, St. John River. 

HOWE BROOK, Aroostook County ; source, pond in T 8, R 3, W. E. 
L. S. ; direction, southwest ; mouth, St. Croix iStream, T 8, R 4, W. E. 
L. S. ; tributaries, North Branch and small streams; tributary to St. 
Croix Stream Aroostook River, St. John River. 

HOWE BROOK, North Branch, Aroostook County; source, T 9, R 3, 
southwest ipart; direction, south; mouth, Howe Brook, T. 8, R 4, 
W. E. L. S. ; tributary to Howe Brook, St. Croix Stream, Aroostook 
River, St. John River. 

HUDSON BROOK, Piscataquis County; source, T 10, R 10, W. E. L. S., 
southeast part; direction, northeast; mouth, Mooseleuk Lake, T 10, 
R 9, W. E. L. S. ; tributaries, small ponds near source; tributary to 
Mooseleuk Lake, Mooseleuk Stream, Aroostook River, St. John River. 

HUDSON BROOK, BIG, Piscataquis County; source, T 10, R 10, 
west part W. E. L. S. ; direction, southeast; mouth, Mooseleuk Lake, 
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T lo, R 9, W. E. L. 'S. ; tributaries, Mule Brook, and small streams ; 
itributary to Mooseleuk Lake, Mooseleuk 'Stream, Aroostook River, 
St. John River. 

HUNNEWELL BROOK, Aroostook County; source, Hunnewell Pond 
in St. John ; direction, northwest ; mouth, St. John River in St. John ; 
rtribu«tary, Hunnewell Pond; tributary to St. John River. 

INiDIAfN B'ROOK, Aroostook County; source, T ii, R 9, northwest 
part, W. E. L. S.; direction, southeast, northeast; mouth. West 
Branch Big Machias River, T 11, R 9, W. E. L. S.; tributaries, Pratt 
Pond and small streams; tributary to West Branch Big Machias 
River, Aroostook River, St. John River. 

INDIAN POND, T 7, R 12, W. E. L. S., Piscataquis County; inlets, 
outlets otf small streams; outlet. Eagle Lake, Allagash River, St. 
John River; area water surface, 1.68 square miles, (S. A. map.) 

ISLAND POND, T 15, R 9, W. E. L. S., Aroostook County; outlet. 
South Branch Red River, St. Froid Lake, Fish River, St. John River ; 
area water surface, 0.06 square mile, (S. A. -map). 

ISTHlMiUS POND, T 8, R. 8, W. E. L. S., Penobscot County; outlet, 
by short stream to Millinocket Stream, Aroostook River, St. John 
River; area water surface 0.15 square mile, ('S. A. map). 

JERRY LAKE, Canada; inlets, several small streams; outlet. Baker 
Brook, St. John River; area water surface, 2.30 square miles, (Int. 
Com. R. St. J.) ; possible storage at height 'J,^ ft, 490,000,000 cubic 
feet; possible storage at Height 16.5 ft., 1,230,000,000 cubic feet; 
elev. low water, 655.5 ft. ; elev. high water 660.7 fit. 

JOHNSON BROOK, Aroostook County; source, Ft. Fairfield, south 
central part; direction, north; mouth, Aroostook River in Ft. Fair- 
field; tributary to Aroostook River, St. John River. 

JOHNSON BROOK, Aroostook County; T C, R 2, W. E. L. S., south- 
east part ; direction, southeast ; mouth, Meduxnekeag River, Littleton ; 
tributaries, several small streams; tributary to Meduxnekeag River, 
St. John River. 

JOHNSON BROOK, Aroostook County; source, T 17, R 12, W. E. 
L. S., east part; direction, northeast; mouth. Little Black River, 
T 17, R II, W. E. L. S. ; tributaries, several small streams ; tributary 
to Little Black River, St. John River. 

JONES BROOK, Aroostook County; source, T 20, R 11 and 12, W. E. 
L. S., south part; direction, east, northeast; mouth, St. Francis 
River, T 20, R 11 and 12, W. E. L. S. ; tributaries, several small 
streams ; tributary to St. Francis River, St. John River. 

JONES LAKE, T 20, R 11 and 12, lot 37, Aroostook County; inlets, 
several small streams; outlet, Jones Brook, St. Francis River, St. 
John River; area water surface, 0.08 square mile, (S. A. map). 

LA POMKEAG LAKE, Ts 8, R 6 and 7, W. E. L. S., Penobscot County ; 
outlet. La Pomkeag Stream, Aroostook River. St. John River; area 
water surface, 0.31 square mile, (S. A. map). 

LA POMKEAG STREAM, Penobscot and Aroostook Counties; source, 
La Pomkeag Lake, T 8, R 7. W. E .L. S.; direction, west; mouth, 
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Aroostook River, T 9, R 8, fW. 'E. L. S.; tributaries, La Pomkeag 
Lake, Carry Brook and small streams; tributary to Aroostook River, 
St. John River. 

LAIC DE L^ST, T 17, R 14, W. E. L. -S., an<l Canada; inlets, several 
small streams; outlet, Chim-enticook River, St. John River; area 
water surface, 2.18 square miles, (iS. A. map and Canadian map). 

LAC DU PAIN DE SUCRE, Quebec; inlets, outlet of Grand Squateck 
Lake and small streams ; outlet, through Squateck lakes> Touladi and 
Temiscouata lakes, Madawaska River, St. John River; area water 
surface, 4.80 square miles, (Canadian map). 

LETTER B BRANIOH, Aroostook County ; source, T 7, R 3, W. E. L. 
S., southeast part ; direction, east, south ; mouth, IMeduxnekeag River, 
Houlton; tributaries, Webster Brook, Bog Brook and small streams; 
tributary to 'Meduxnekeag River, St. John River. 

LIBBY BROOK, Aroostook County; source. Castle Hill, east part; 
diriection, southeast; mouth, Presque Isle Stream, Mapleton; tribu- 
tary to Presque Isk Stream, Aroostook River, St. John River. 

LIMESTONE RIVER, New Brunswick and Aroostook County ; source, 
Caswell, south part; direction, southeast; mouth, 'St. John River in 
Canada; tributaries, several small streams; tributary to St. John 
River. 

LONG LAKE, Quebec; inlets, several small streams; outlet, River 
iCabano, T'emiscouata Lake, Madawaska River, St. John River; area 
water surface, 6.70 square miles, (Int. Com. R. St. J.), possible stor- 
age at height 8.0 ft., 1,500,000,000 cubic feet ; elev. low water, 647.4 ft., 
elev. high water 655.4 ft. 

LONG LAKE, T. 17, R 3 and 4, W. E. L. S. and Madawaska, Aroostook 
County; inlets, several small streams; outlet. Fish River, through 
Square iLake, Eagle Lake, -St. John River; See Mud Lake. 

LONG LAKE, T 11 and 12, R 13, W. E. L. S., Aroostook County; inlets, 
several small streams and Umsaskis Lake;' outlet, Allagash River, 
'St. John River; area water surface, 4.15 square miles, (Int. Com. 
R. St. J.), possible storage at height lo.o ft., 1,160,000,000 cubic feet; 
possible storage at height 17.0 ft., 2,iio,ocx>,ooo cubic feet; elev. low 
water 818.0 ft; elev. high water 828.0 ft.; (area includes Umsaskis 
•Lake) . 

LONG POND, T 7 and 8, R 10, W. E. L. S., Piscataquis County; inlet, 
small stream; outlet. Chandler Brook, Aroostook River, St. John 
River; area water surface, 0.62 square miles, (S. A. map). 

LONG POND, T iii, R 10 and T 11, R 11, W. E. L. S, Aroostook 
County; inlet, short stream on east; outlet, in Musquacook Lake, 
iMusquacook Stream, Allagash River, St. John River; area water 
surface, 0.32 square mile, (S. A. map). 

LOVELY BROOK, Aroostook County; source. Ft. Fairfield, west part; 
direction, north, east; mouth, Aroostook River, Ft. Fairfield; tribu- 
tary, short stream on south; tributary to Aroostook River, St. John 
River. 

McCLUSKY BROOK, Aroostook County; source, T 16, R 4, west 
part; direction, southeast; mouth, Madawaska Lake, T 15, R 4, 
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W. E. >L. S. ; tributaries, small streams on west; tributary to Mada- 
waska Lake, Little Madawask River, Aroostook River, St. John 
River. 

McCX)NNiELL BROOK, Aroostook County; source, T ii, R 7, west 
part; direction, east; mouth, Big Machias River, T 11, R 7, W. E. L. 
S. ; tribuitaries, several small streams ; tributary to Big Machias River, 
Aroostook River, St. John River. 

MoGOWEN POND, T 11, R 8, W. E. L. S., Aroostook -County; inlets, 
several small streams; outlet, by short stream to Big Machias River, 
Aroostook River, iSt. John River ; area water surface, 0.53 square 
mile, (S. A. map). 

McKEEN BROOK, Aroostook County; source, T 14, R 10, west part; 
direction, north; mouth, Allagash River, T 15, R iii, W. E. L. S. ; 
tributaries, several small streams; tributary to Allagash River, Sh 
John River. 

McKEEN LAKE, T 14, R 10, -W. E. L. S., Aroostook County ; outlet 
McKeen Brook, Allagash River, .St John River; area waiter surface, 
0.21 square mile, (S. A. map). 

McKINNON BROOK, Aroostook County; source, T 14, R 12, south- 
west part, W. E. L. S. ; direction, southeast; mouth, Allagash River, 
T 14, R 12, W. E. L. S. ; tributary to Allagash River, St. John River. 

MdNALLY POND, T n, R 10, W. E. L. S., Aroostook County; inlet, 
small stream on west; outlet. Rocky Brook, Big Machias River, 
Aroostook River, St. John River; area water surface, 0.34 square 
mile, (S. A. map). 

MACHIAS LAKE, BIG, T 12, R 8, W. E. L. S., Aroostook County; 
inlet. Big Machias River and several small streams; outlet. Big 
Machias River, Aroostook River, St. John River; area water surface, 
0.80 square mile, (S. A. map) ; drainage area 146 square miles. 

MAIOHIAS LAKE, LITTLE, T 12, R 6, W. E. L. S., Aroostook County; 
inlets. Little Machias Stream and small streams; outlet, Little Ma- 
chias Stream, Aroostook River, St. John River; area water surface, 
0.37 square mile, (S. A. map). 

MACHIAS RIVER, BIG, Aroostook County; source, Big Machias 
Lake, T 12, R 8, W. E. L. S. ; direction, southeast, northeast ; mouth, 
Aroostook River in Ashland; tributaries, Greenlaw Brook, MdConnell 
Brook, Big Machias Lake, Rowe Brook, Weeks Brook and small 
stream-s; tributary to Aroostook River, St. John River. Drainage 
area, outlet Big Machias Lake, 146 sq m. ; mouith, 313 sq. m. 

MACHIAS STREAM, LITTLE, Aroostook County; source, Machias 
Lake in Nashville; direction, southeast; mouth, Aroostook River, 
Ashland; tributaries, Webster Brook, Machias Lake, tributary to 
Aroostook River, St. John River; drainage area at mouth, 70 sq. m. 

MADAWASKA LAKE, Ts 15 and 16, R 4, Aroostook County; inlets. 
Little Madawaska Stream, McClusky Brook; outlet. Little Mada- 
waska River, Aroostook River ; area water surface, 2.76 square miles, 
(S. A. map) ; drainage a/rea 92 sq. m. 

MADAWASKA LAKE, LITTLE, T 15, R 4, W. E. L. S. and Perham, 
Aroostook County; outlet, through Madawaska Lake, Little Mada- 
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waska River, Aroostook River, St John River; area water surface 
0.08 square mile, (R & C atlas). 

M'ADAWASRA RIVER, Canada; source, Temiscouata Lake, €ana<la; 
direction, southeast; mouth, St. John River near Madawaska; tribu- 
taries, Temiscouata Lake and other lakes and streams; tributary to 
St. John River. Drainage area, outlet Lake Temiscouata, 920 sq. m. ; 
at St. Rose du Degele gaging station, 958 sq. m. ; at mouth, 1080 sq. ril. 

MADAWASKA RIVER, LITTI.E, Aroostook County; source, T 14, 
R 5, W. E. L. S. and Perham; direction, northeast, southeast; mouth, 
Aroostook River in Caribou; tributaries. Halfway Brook, Mada- 
waska Lake and several smalt streams; tributary to Aroostook River, 
St. John River ; drainage area, outlet Madawaska Lake, 92 sq. m. ; at 
mouth, 256 sq. m. 

1^ ALCOLM BROOK, Aroostook County ; source, T 10, R 8, southwest 
part; direction, souitheast; mouth, Chandler Brook, T 9, R 8, W. E. 
L. S. ; tributaries, several small streams ; tributary «to Chandler Brook, 
Mooseleuk Stream, Aroostook River, St. John River. 

MARSH POND, T 10, R 10, W. E. L. S. and T 11, R 10, Piscataquis 
and Aroostook counties; inlets, short streams; outlet, Mooseleuk 
Stream, Aroostook River, St. John River; area water surface 0.04 
square mile, (S. A. map). 

MARTIN LAKE, T 17, R 5, W. E. L. S., Aroostook County; outlet 
Martin Branch, Dicky Brook, Cross Lake, Square Lake, Eagle Lake. 
Fish River, St. John River; area water surface 0.13 square mile, (S. 
A. map). 

M ATTAQUAM RIVER, Canada and Aroostook County ; source, Can- 
ada; direction, northeast, east; mouth, North Branch St. John River, 
T II, R 17, W. E. L. S. ; tributaries, streams in Canada; tributary 
to North Branch St. Joha River; drainage area 266 sq. m. 

MEDUXNEKEAG LAKE, Oakfield, Linneus, New Limerick, Aroos- 
took County; inlets, several streams on west; outlet, Meduxnekeag 
River, St. John River; area water surface 1.78 square miles, (R. & 
C. atlas) ; present storage, 5 ft., 256,481,000 cubic feet; possible 
storage, 10 feet, 512,962,000 cubic feet; drainage area 16 square miles. 

MBDUXN'EKEAG RIVER, Aroostook County and New Brunswick; 
source, Meduxnekeag Lake in New Limerick; direction, east, north, 
southeast; mouth, St. John River in New Brunswick; tributaries, 
North Branch and South Branch, Meduxnekeag River, Moose Brook, 
Cressy Brook, Bog Brook, Johnson Brook and small streams; tribu- 
tary to St. John River. Drainage area, above mouth SoutK Branch, 
106 sq. m. ; below mouth South Branch, 165 sq. m. ; above mouth 
North Branch, 265 sq. m.; below mouth North Branch, 450 sq. m.; 
at mouth, 497 sq. m. 

MEDUXNEKEAG RIVER, NORTH BRANCH, Aroostook County 
and New Brunswick ; source, Ts D and 7, R 3, W. E. L. S. ; direction, 
southeast; mouth, Meduxnekeag River, New Brunswick; tributaries. 
South Branch, North Branch and small streams; tributary to 
iMeduxnekeag River, St. John River; drainage area at mouth 185 
sq. m. 
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MEDUXNIEKEAG RIVER, SOUTH BRA'NOH, Aroostook County and 
New Brunswick; source, Letter A, east part; direction, north, east, 
north; mouth, Meduxnekeag River in Houlton; tributaries, Davis 
Brook and small streams; tributary to Meduxnekeag River, St. John 
River; drainage area 59 sq. m. 

MIDDLE BROOK, Aroostook County; source, T 14, R 9, south part, 
W. E. L. S. ; direction, east; mouth, Fish River Lake, T 13, R 8, 
tributaries, small streams on north; tributary to Fish River Lake, 
Fish River, St. John River. 

MIDDLE BROOK, Piscataquis and Aroostook Counties; source, T 9, 
R 9, central part, W. E. L. S. ; direction, east; mouth, Mooseleuk 
Stream; T 9, R 8, W. E. L. S.; tributary to Mooseleuk Stream, 
Aroostook River, St. John River. 

MIDDLE BROOK, Somerset County ; source, T 7, R 16, southeast part ; 
direction, west; mouth. Baker Branch, T 7, R 16, 'W. E. L. S. ; 
tributary to Baker Branch, South Branch St. John River. 

MILLER BROOK, Piscataquis County ; source, T 9, R 9, W. E. L. S., 
southwest part; direction, south; mouth, Munsungen Lake, T 8, R 9, 
W. E. L. S. ; tributary, small stream at source; tributary to Mun- 
sungen Lake, Munsungen Stream, Aroostook River, St. John River. 

MILLINOCKET LAKE, Ts 7 and 8, R 9, W. E. L. S., Piscataquis 
County; inlets, several s-treams and outlets of lakes; outlet, Milli- 
nocket Stream, Aroostook River, St. John River; area water surface, 
3.34 sq. m., (S. A. map) ; drainage area 69 sq. m. 

MILLINOCKET LAKE, LITTLE, T 7, R 8, W. E. L. S., Penobscot 
County; inlets, small streams on south; outlet, Millinocket Stream, 
Aroostook River, St. John River; area water surface 1.48 square 
miles; (S. A. map). 

MILLINOCKET LAKE, UPPER, T 7, R 9, W. E. L. S., Piscataquis 
County; inlets, several »mall streams; outlet, Millinocket Stream, 
Aroostook River, St. John River; area water surface, 0.26 square 
mile, (S. A. map). 

MILLINOCKET STREAM, Piscataquis and Penobscot counties; 
source, Millinocket Lake, T 8, R 9, W. E. L. S. ; direction, northeast ; 
mouth, Aroostook River in T 8, R 8, W. E. L. S. ; tributaries, Milli- 
nocket Lake, 'Little Mooseleuk Stream, Munsungen Stream and- small 
streams; tributary to Aroostook River, St. John River above Mun- 
sungan Stream, 103 sq. m. ; at mouth 229 sq. m. Drainage area at 
outlet Millinocket Lake, 69 sq. m. 
MINK LAKE, T 14, R 10, W. E. L. S., Aroostook County; outlet, into 
Big Brook, Allagash River, St. John River; area water surface, 0.41 
square mile, (S. A. map). 
MOCCASIN POND, T 14, R 8, W. E. L. S., Aroostook County; outlet 
into Fish River, St. John River; area water surface, 0.22 square mile, 
(S. A. map). 
MOOSE BROOK, Aroostook County; source, T B, south part, W. E. 
L. S. ; direction, southeast ; mouth, 'Meduxnekeag River, . Houlton ; 
tributaries, small ponds at source; tributary to Meduxnekeag River, 
St. John River. 
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MOOSE STREAM, Aroostook County; socrce, T 13, R 14, east part, 
W. E. L. S. ; direction, southeast ; mouth, Allagash River, T 12, R 13, 
W. E. L. S. ; tributaries, small streams near source ; tributary to Alla- 
gash River, St. John River. 

MOOSELEUX LAKE, T 10, R 9, W. E. L. S., Piscataquis County; 
inlets, Hudson Brook, Big Hudson Brook and several stream* ; outlet, 
Mooseleuk Stream, Aroostook River, St. John River; area water 
surface, 0.35 square mile, (S. A. map). 

MOOSEljEUK iSTREAM, Piscataquis, Aroostook and Penobscot coun- 
ties ; source, Mooseleuk Lake, T 10, R 9, W. E. L. S. ; direction, south- 
east; rfnouth, Aroostook River, T 8, R 8, W. E. L. S. ; tributaries, 
Cedar Brook, Middle Brook, Smith Brook, Mooseleuk Lake, Chan- 
dler Stream and small streams; tributary to Aroostook River, St. 
John River ; drainage area at mouth, 179 sq. m. 

MOOSELEUK STREAM, LITTLE, Piscataquis, Aroostook and Penob- 
scot Counties ; source, T 9, R 9, southeast part, W. E. L. S. ; direc- 
tion, southeast; mouth, Munsungen Stream, T 8 R 8, W. E. L. S.; 
tributary to Munsungen Stream, Aroostook River, St. John River. 

MOSQUITO BROOK, Aroostook County; source, T 14, R 7, central 
part, W. E. L. S.; direction, southeast; mouth, Portage Lake, in 
Portage; tributaries, small pond and stream at source; tributary to 
Portage Lake, Fish River, St. John River. 

MOSQUITO LAKE, T 12, R 17, W. E. L. S., Aroostook County ; out- 
•let, into North Branch St. John River; area water surface, 0.20 square 
mile, (S. A. map). 

MOULTON BROOK, Aroostook County ; source. Mars Hill, north part ; 
direction, southwest ; mouth, Presque Isle River, Mars Hill ; tributary 
to Presque Isle River, St. John River. 

MUD BROOK, Aroostook County; source, pond in T 16, R 3; W. E. 
L. S.; direction, northwest; mouth, Long Lake, T 17, R 3, W. E. 
L. S. ; tributary, small pond at source ; tributary to Long Lake, Mud 
Lake, Cross Lake, Square Lake, Eagle Lake, Fish River, 'St. John 
River. 

MUD LAKE, Linneus, Aroostook County; outlet, into Meduxnekeag 
River, St. John River; area water surface 0.06 square mile, (R. & C 
atlas) . 

MUD LAKE and 'LONG LAKE, T 17, Rs 3, 4, 5, W. E. L. S., Aroos- 
took County; inlet, outlet Long Lake; outlet, through Cross, Square, 
and Eagle lakes, Fiish River, St. John River; area water surface, 
14.25 square miles, (Int. Com. R. St. J.) ; possible storage at height 
2.4 ft., 950,000,000 cubic feet; possible storage at height lo.i ft, 4,280- 
000,000 cubic feet; elev. low water, 575.9 ft; elev. high water 578.3. 
ft. ; drainage area loi sq. m. 

MiUD POND, T 13, R. 8, W. E. L. S., Aroostook iCounty; inlet, outlet 
of Carr Pond; outlet, into Clayton Brook, Fish River, St. Johp 
River; area water surface, 0.34 square mile, (iS. A. map). 

MUD POND, T 15, R 9, W. E. L. S., Aroostook County; inlets, outlets 
of several ponds; outlet. South Branch Red River, St. Froid Lake, 
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Fish River, St. John River; area water surface, 0.05 square mile, 
(9. A. map). 

MUD POIND, T 8, R 10, W. E. L. S, Piscataquis County ; outlet, into 
Munsungen Lake, iMunsungen Stream, Aroostook River, St. John 
River; area water surface, 0.14 .square mile, (S. A. map). 

MULE BROOK, Piscataquis County; source, T 10, R 10^ southwest 
part; direction, southeast, northeast; mouth. Big Hudson Brook, T 
10, R ID, W. E. L. S. ; tributaries, small ponds near source ; tributary 
to Big IHudson Brook, Mooseleuk Lake, Mooseleuk Stream, Aroos- 
took River, St. John River. 

MUNSUNOEN LAKE, Ts 8 and 9, R 10, W. E. L. S., Piscataquis 
County; inlets, Bluffer Brook, several small streams and outlets of 
ponds ; outlet, 'Munsungen Stream, Aroostook River, St. John River ; 
area water surface, 2.71 square miles, (S. A. map) ; drainage area 
89 sq. m. 

MUN'SUNCEN LAKE, LITTLE, T. 8, R 9 and 10, W. E. L. S., Pis- 
cataquis County; inlet, outlet of Munsungen Lake and small streams; 
outlet, Munsungen Stream, Aroostook River, St. John River; area 
water surface, 0.32 square mile, (S. A. maip). 

MUNSUNGEN STREAM, Penobscot and Piscataquis Counties ; source, 
Munsungen Lake, T 6, R 9, W. E. L. S. ; direction, east ; mouth, 
Millinocket Stream, T 8, R 8, W. E. L. S. ; tributaries, Munsungen 
Lake, Beaver Brook and small streams; tributary to Millinocket 
Stream, Aroostook River, St. John River; draanage area at outlet 
Munsungen Lake, 89 sq. m. ; at mouth 116 sq. m. 

MUSQUACOOK LAKES. First Lake, T I'l and 1-2, R 11, W. E. L. S., 
Aroostook County; inlets, outlet of Musquacook Second Lake, and 
small streams; outlet Musquacook Stream, Allagash River, St. John 
River. Second Lake, T 11, R 11, W. E. L. S., Aroostook County; 
inlets, outlet of Musquacook, Third Lake and small streanns; outlet,^ 
•Musquacook, First Lake, Musquacook Stream, Allagash River, St. 
John River. Third Lake, T 11, R 11, W. E. L. S., Aroostook County; 
inlet, outlet of Musquacook, Fourth Lake, and outlet of Long Pond ; 
outlet, through Musquacook Second and First lakes, Musquacook 
Stream, Allagash River, St. John River. Fourth Lake, T 11, R 11 and 
T 10, R II, W. E. L. S. ; Aroostook County; inlet, several small 
streams; outlet, through Musquacook Third, ISecond and First lakes, 
Musquacook Stream, Allagash River, St. John River. Fifth Lake, 
T 10, R II, W, E. L. S., Piscataquis County; inlet, outlets of small 
lakes, and small streams; outlet, Musquacook lakes, Musquacook 
Stream, Allagash River, St. John River. Area water surface, 4,30 
square miles, (Int. Com. R. St. J.) ; possible storage at height 5.0 ft., 
600,000,000 cubic feet; possible storage at height, 20.0 ft., 2,960,000,- 
000 cubic feet; drainage area at outlet First Lake, 82 sq. m. 

MUSQUACOOK STREAM, iSomerset and Aroostook Counties ; source, 
'Musquacook lakes, T 11, R 11, W. E. L. S. ; direction, north; mouth, 
Allagash River, T 13, R 12, W. 'E. L. S. ; tributaries, Robbins Brook, 
Musquacook Lakes and small streams; tributary to Allagash River, 
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St. John River. Drainage area at outlet First Mtisquacook Lake, 
82 sq. m. ; at mouth, 164 sq. m. 

NIBW LIMERICK LAKE, New Limerick, Aroostook County; inlet, 
short stream on south; outlet into Meduxnekeag River, St. John 
River; area water surface, 0.42 square mile, (R. & C. map). 

NIGOER BROOK, Aroostook County; source, several iponds in Ts 
15 and 16, R. 9, W. E. L. S. ; direction, northwest; mouth, St. John 
River, T 16, R 10, W. E. L. S. ; tributaries, several ponds and small 
streams ; tributary to iSt. John River. 

NINE MILE BROOK, Aroostook County; source. Nine Mile Pond. 
T 13, R 16, W. E. L. S. ; direction, southeast; mouth, T 12, R 16, 
W. E. L. S., St. John River; tributaries. Nine Mile Pondl and small 
streams ; tributary to St. John River. 

NINE IMILE POND, T 13, R 16, W. E. L. S., Aroostook County ; out- 
let, Nine Mile Brook, St. John River; area water surface, O.14 
square mile, (S. A. map). 

NORTH POND, T 14, R 9, W. E. L. S., Aroostook County; outlet. 
North Brook, Chase Stream, Fish Lake, Fish River, St. John River; 
area water surface, 0.14 square mile, (S. A. map). 

NUMBER NINE LAKE, T 9," R 3, W. E. L. S., Aroostook County; 
inflets, several small streams; outlet, into North Branch 'Meduxne- 
keag River, St. John River; area water surface, 0.21 square mile, 
OS. A. map). 

OAK BROOK, Aroostook County; source, T 11, R 17, central part; 
direction, south; mouth, T 11, R 17, iNorth Branch St. John River; 
tributary to North Branch St. John River. 

OTTER BROOK, Aroostook County; source, T 10, R 7, east part; 
direction, southeast; mouth, Aroostook River, Oxbow; tributaries, 
outlets of two ponds and small stream ; tributary to Aroostook River, 
St. John River. 

OTTER BROOK, Aroostook County; source, Sheridan, north part; 
direction, north; mouth, Beaver Brook, T 13, R 5, W. E. L. S. ; 
tributary to Beaver Brook, Aroostook River, St. John River. 

OTTER BROOK, Aroostook County; source, New Sweden, southeast 
part; direction, southeast; mouth, Aroostook River, Caribou; tribu- 
taries, several small streams; tributary to Aroostook River, St. John 
River. 

OTTER POND. T 8. R 5, W. E. L. S., Aroostook County ; outlet, St. 
Croix Stream, Aroostook River, St. John River; area water surface, 
o.io square mile, (S. A. map). 

OULETTE BROOK, Aroostook County; source, T 17, R 12, W. E. L. 
S., southwest part ; direction, southeast ; mouth, St. John River, T 16, 
R 12, W. E. L. S. ; tributary to St. John River. 

PENNINGTON BROOK, Aroostook County; source, pond in T 15, 
R 6, W. E. L. S.; direction, north; mouth. Fish River, T 16, R 6, 
W. E. L. S., tributary small pond at source ; tributary to Fish River, 
St. John River. 
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PILLSBURY LAKE, T 8, R 11, W. E. L. S., Piscataquis County; 

inlets, several small streams and outlet of pondl; outlet, Smith Brook, 

Eagle Lake, Allagash River, St. John River; area water surface, 

0.32 square mile, (S. A. map). 
PUEASANiT 'BROOK, Piscataquis (Coumty; source, Pleasanit Lake, 

T 9, R II, W. E. L. S. ; direction, west; mouth, Churchill Lake, 

T 9, R 12, W. E. L. S. ; tributaries Pleasant Lake and small stream ; 

tributary to Churchill Lake, Allagash River, St. John River. 
PLEASANT LAKE* T 9, and 10, R n, W. E. L. S., Piscataquis 

County; inlets, several small streams; outlet, Churchill Lake, Alla- 
gash River St. John River; area water surface, 1.48 square miles, 

(S. A. map). 
PONiD, Ashland, Aroostook County; inlet, short stream on north; 

outlet, Boynton Brook, Squawpan Stream, Aroostook River, St. John 

River; area water surface, 0.05 square mile, (R & C atlas). 
POND, Blaine, Aroostook County; outlet, Presque Isle River, St. John 

River; area water surface, 0.03 square mile, (R. & C. atlas). 
POND, Bridgewater, north part, first pond, Aroostook County; inlet, 

outlet of small pond ; outlet, Presque Isle River, St. John River ; area 

water surface, 0.02 square mile, (R & C atlas). 
POND, Bridgewater, north part, second pond, Aroostook County; 

inlet, short stream on south; outlet, through small pond to Presque 

Isle River, St. John River; area water surface, o.oi square mile, 

(R & C atlas). 
POND, Easton, south part, Aroostook County; outlet, short stream to 

St. John River; area water surface, 0.02 square mile, (R & C atlas). 
POND, Easton south part, Aroostook County; outlet, by short stream 

to St. John River; area water surface, o.oi square mile, (R & C 

atlas). 
POND, Easton, northeast part, Aroostook County; outlet, short stream 

to St. John River; area water surface, 0.02 square mile, (R & C 

atlas). 
POND, Easton. southwest part, Aroostook County; outlet, St. John 

Stream, Presque Isle River, St. John River; area water surface, 0.04 

square mile, (R & C atlas). 
POND, Ft. Fairfield, south part, Aroostook County; inlet, short stream 

on east; outlet, Johnson Brook, Aroostook River, St. John River; 

area water surface, 0.02 square mile, (R & C atlas) . 
POND, Ft Fairfield, lot 98, Aroostook County; outlet. Lovely Brook, 

Aroostook River St. John River; area water surface, 0.02 square 

mile, (R & C atlas). 
POND, Ft. Fairfield, southwest part, Aroostook County; inlet, short 

stream on north; outlet, St. John Stream, Presque Isle River, St. 

John River; area water surface, 0.02 square mile, (R & C atlas). 
POND, Ft. Fairfield, west part, Aroostook County; inlet, several small 

streams from south; outlet into Lovely Brook, Aroostook River, 

St. John River; area water surface, 0.01 square mile, (R & C atlas). 
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# 
POND, Ft. Fairfield, northeast part, Aroostook Counfty; outlet, Lime- 
stone River, St. John River; area water surface, 0.03 square mile, 

(R & C atlas). 
PONID, Grand Isle, Aroostook County; outlet, through short stream to 

St. John River, area water surface, 0.31 square mile, (R & C atlas). 
PONiD, Houlton and' Littleton, Aroostook County; outlet, through small 

stream to Meduxnekeag River, St. John River; area water surface, 

0.03 square mile, (R & C atlas). 
POND, Linneus, Aroostook County; outlet into Meduxnekeag River, 

St. John River; area water surface, 0.02 square mile, (R & C atlas). 
POND, Linneus, south part, Aroostook County; inlet, stream on north; 

outlet into Meduxnekeag River, St. John River; area water surface, 

0.06 square mile, (R & C atlas). 
POND, Littleton, first pond westesn part Aroostook County; outlet, 

Johnsons Brook, Meduxnekeag River, St. John River; area water 

surface, 0.02 square mile, (R & C atlas). 
POND, Littleton, second pond western part, Aroostook County; outlet, 

Johnsons Brook, Meduxnekeag River, St. John River; area water 

surface, 0.02 square mile (R & C atlas). 
POND, Littleton, third pond, western part, Aroostook County; inlet, 

Johnsons Brook; outlet, Johnsons Brook, Meduxnekeag River, St. 

John River; area water surface, 0.06 square mile, R & C atlas). 
POND iMadawaska, east part, Aroostook County ; inlet, short stream on 

east; outlet into Long Lake, Fish River St John River; area water 

surface, o.ii square mile, (R & C atlas). 
POIND, Mars Hill, Aroostook County; outlet by short stream to 

Presque Isle River, St. John River; area water surface, o.oi square 

mile, (R & C atlas). 
POND, Monticello, Aroostook County; inlet short stream on north; 

outlet through short stream to Meduxnekeag River, St. John River; 

area water surface, 0.06 square mile, (R & C atlas). 
POND, New Limerick, south of Cochrans Lake, Aroostook County; 

inlet, short stream; outlet, into Meduxnekeag River, St. John River; 

area water surface, 0.04 square mile, (R & C atlas). 
POND, New Limerick, north of New Limerick Lake, Aroostook Coun- 
ty ; inlet short stream on north ; outlet, Meduxnekeag River, iSt. John 

River; area water surface, 0.06 square mile, (R & C atlas). 
POND, New Sweden, Aroostook County; outlet. South Branch Bears- 
ley Brook, Little Madawaska River, Aroostook River, St. John 

River; area water surface, o.oi square mile, (R & C atlas). 
PONID, Oakfield, north of Meduxnekeag Pond, Aroostook County; 

inlets, several short streams; outlet, Baxter Brook, Meduxnekeag 

Lake, Meduxnekeag River, St. John River; area water surface, 0.06 

square mile, (R & C atlas). ^ 
POND, Presque Isle, west part, Aroostook County; inlet short stream 

on south; outlet, Judd Brook, Presque Isle Stream, Aroostook River, 

St. John River; area water surface, 0.02 square mile, (R & C atlas). 
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POND, Presque Isle, south part, Aroostook County; outlet, Clarks 

Brook, Presque Isle River, St. John River; area water surface, 0.02 

square mile, (R & C atlas). 
POND, St. Francis and St. John PI., Aroostook County; inlet, several 

small streams; outlet, Wallagrass Stream, Fish River, St. John 

River; area water surface, 0.22 square mile, (R & C atlas). 
POND, St. John PI. and Wallagrass PL, Aroostook County; inlet, 

Wallagrass Stream; outlet, Wallagrass Stream, Fish River, St. John 

River; area water surface, 0.24 square mile, (R & C atlas). 
PONID, St. John PL, south part, Aroostook County; inlet, Wallagrass 

Stream; outlet, Wallagrass Stream, Fish River, St. John River; 

area water surface, o.io square mile, (R & C atlas). 
PONlD, St. John PL, central part, Aroostook County; outlet, through 

short stream to main St. John River ; area water surface, 0.08 square 

mile, (R & C atlas). 
POND, St. John PL, north part, Aroostook County; inlets, several 

small streams; outlet by short stream to St. John River; area water 

surface, 0.25 square mile, (R & C atlas). 
POND, Wallagrass PL, south part, Aroostook County; inlets, several 

small streams; outlet, Wallagrass Stream, Fish River, St. John 

River; area water surface, o.io square mile, (R & C atlas). 
POND, Wallagrass PL, north part, public lot, Aroostook County; inlets, 

several small streams; outlet into Wallagrass Stream, Fish* River, 

St. John River; area water surface, 0.04 square mile, (R & C atlas). 
POND, Washburn, north part, Aroostook County; inlet, short stream 

on north; outlet through small stream to Aroostook River, St John 

River; area water surface, 0.02 square mile (R & C atlas). 
POND, Washburn, central part, Aroostook County ; inlets, small streams 

on north; outlet, Churchill Brook, Aroostook River, St. John River; 

area water surface, 0.04 square mile, (R & C atlas). 
POND, T A, R 2, W. E. L. S., in lots 79 and 80, Aroostook County; 

outlet, South Branch Meduxnekeag River, St. John River; area 

water surface, o.oi square mile, OS. A. map). 
POND, T A, R 2, W. E. L. S. in lots 93 and 94, Aroostook County; 

inlet short stream from south; outlet. South Branch Meduxnekeag 

River, St. John River; area water surface, 0.02 square mile, (S. A. 

map). 
POND, T B, R 2, W. E. L. S. in lots 212 and 213, Aroostook County; 

outlet. Bog Brook, Meduxnekeag River, St. John River; area water 

surface, 0.04 square mile, (S. A. map). 
PONID, T B, R 2, W. E. L. S. in lot 233, Aroostook County ; outlet. 

Bog Brook, Meduxnekeag River, St. John River; area water surface, 

.002 square mile, (S. A. map).. 
PONiD, T B, R 2, W. E. L. S. in lots 183 and 196, Aroostook County; 

inlet, short stream on west; outlet, Bog Brook, Meduxnekeag River, 

St. John River; area water surface, 0.03 square mile, (iS. A. map). 
POND, T B, R 2, W. E. L. S. in lots 238 and 239, Aroostook County; 

inlets, short streams on west; outlet. Moose Brook, Meduxnekeag 
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River, St. John River; area water surface, 0.02 square mile, (S. A. 
inaip). 
POND, T iD, R 2, W. E. Ir. S., Aroostook County; outlet, into North 
Branch Mediuxnekeag River, St. John River; area water surface 
.005 square mile, (iS. A. map). 
POND, T D, R 2, W. E. L. S. in lot 107, Aroostook County; outlet into 
North Branch Meduxnekeag River, St. John River; area water sur- 
face, o.oi square mile, (S. A. map). 
POND, T D, R 2, W. E. L. S. in lot 12, Aroostook County ; inlet, short 
streaim on north; outlet into North Branch Meduxnekeag River, St. 
John River; area water surface o.oi square mile, (S. A. map). 
POND, T 7, R 3, W. E. L. S. and Smyrna, Aroostook County; outlet 
by short stream to Meduxnekeag River, St. John River; area water 
surface o.oi square mile, (S. A. map). 
POND, Ts 7 and 8^ R 3, W. E. L. S. in lots 3 and loi, Aroostook 
County; outlet, Smith Brook, St. Croix Stream, Aroostook River^ 
St. John River; area water surface, 0.03 square mile, QS. A. map). 
POND, T 8, R 3, W. E. L. S., Aroostook County ; outlet. Smith Brook, 
St. Croix Stream, Aroostook River, St. John River; area water 
surface 0.06 square mile, (S. A. map). 
POND, T 8, R 3, W. E. L. S. in lots 59 and 71, Aroostook County; 
outlet into North Branch Meduxnekeag River, St. John River; area 
water surface, 0.03 square mile, (S. A. map). 
POND, T 8, R 3, W. E. L. S. in lots 9 and 10, Aroostook County ; outlet 
into North Branch Meduxnekeag River, St. John River; area water 
surface 0.02 square mile, (S. A. ma-p). 
POND, T 8, R 3, W. E. L. S., Aroostook County ; outlet. Bells Brook, 
North Branch Meduxnekeag River, St. John River; area water 
surface, 0.02 square mile, (S. A. map). 
POND, T 9, R 3, W. E. L. S., Aroostook County; inlet, short stream 
on south ; outlet, Presque Isle Stream, Aroostook River, St. John 
River; area water surface o.io square mile. (S. A. map). 
POND, T 16, R 3, W. E. L. S., Aroostook County ; inlets, short streams 
on south; outlet, Mud Brook, Long Lake, Mud Lake, Cross Lake, 
Square Lake, Eagle Lake, Fish River, St. John River; area water 
surface 0.15 square mile, (S. A. map). 
POND, T 8, R 5, W. E. L. S., in lots 7 and 13, Aroostook County ; out- 
let, into Umcolcus Stream, Aroostook River, St. John River; area 
water surface, 0.02 square mile, (S. A. map). 
POND, T 8, R 5, W. E. L. S. in lot 32, Aroostook County; outlet, 
Umcolcus Lake, Umcolcus Stream, Aroostook River, St. John River; 
area water surface, 0.07 square mile, (S. A. map). 
POND, T 8 and 9, R 5, W. E. L. S., Aroostook County; inlet, outlet 
of Otter Pond; outlet, St. Croix Stream, Aroostook River, St. John 
River; area water surface, 0.04 square mile, (S. A. map). 
POND, T 14, R 5, W. E. L. S. in lot 3, Aroostook County; inlets sev- 
eral small streams; outlet. East Branch Beaver Brook, Aroostook 
River, St. John River; area water surface 0.03 square mile, (S. A. 
map). 



ST. JOHN RIVER BASIN. 33 

POND, T IS, R 5, W. E. L. S., Aroostook County; inlets, several small 

streams on south; outlet, Big Goddlard Brook, Square Lake, Eagle 

Lake, Fish River, St. John River; area water surface 0.06 square 

mile, (S. A. map). 
PONO, T 9, R 6, W. E. L. S., Aroostook County; inlets, streams on 

north and Otter Brook; outlet, Otter Brook, Aroostook River, St. 

John River; area water surface, 0.13 square mile, (S. A. map). 

streams; outlet, Pennington Brook, Eagle Lake, Fish River, St. John 

River; area water surface, o.ii square mile, (S. A. map). 
POND, T 15, R 6, W. E. L. S., Aroostook County; inlets, several small 

Pond, Blake Brook, Eagle Lake, Fish River, St. John River; area 

water surface, o.oi square mile, (S. A. map). 
POND, T 16, R 6, W. E. L. S., lots 4 and 5, Aroostook County; inlet, 

short stream on north; outlet, into outlet Square Lake, 'Eagle Lake, 

Fish River, St. John River; area water surface, 0.03 square mile, 

(S. A. map). 
PONiD, T 9, R 7, W. E. L. S., south central part, Aroostook County; 

outlet. La Pomkeag Stream, Aroostook River, St. John River; area 

water surface, o.oi square mile, (S. A. map). 
POND, T 9, R 7, W. E. L. S. in northwestern part, Aroostook County ; 

outlet, Fartn Brook, Aroostook River, St. John River; area water 

surface, 0.09 square mile, (S. A. map). 
POND, T II, R 7, W. E. L. S. in west central part, Aroostook County; 

inlet, short stream on west; outlet, McConnell Brook, Big Machias 

River, Aroostook River, St. John River; area water surface 0.02 

square mile, (S. A. map). 
POND, T 14, R 7, W. E. L. S. in central part, Aroostook County ; inlet, 

short stream on west; outlet into Mosquito Brook, Portage Lake, 

St. Froid Lake, Fish River, Eagle Lake, St. John River; area water 

surface, 0.12 square mile, (S. A. maip). 
POND; T 10, R 8, W. E. L. S., west of Center Lake, Aroostook County; 

outlet, through Center Lake, South Branch Big Machias River, 

Aroostook River, St. John Riv^r; area water surface, 0.07 square 

mile, (S. A. map). 
POND, T II, R 8, W. E. L. S. in southwestern part, Aroostook County; 

outlet. Weeks Brook, North Branch Big Machias River, Aroostook 

River, St. John River; area water surface, 0.02 square mile, (S. A. 

map). 
POND, T II, R 8, W. E. L. S., Aroostook County; outlet. North Branch 

Big Machias River, Aroostook River, St. John River; area water 

surface, o.oi square mile, (S. A. map). 
POND, T II, R 8, W. E. L. S. in southwestern part, Aroostook County; 

inlet, short stream on west; outlet, through Round Mountain Pond, 

Dead Brook, Big Machias River, Aroostook River, St. John River; 

area water surface, 0.02 square mile, (S. A. map). 
POND, T 12, R 8, W. E. L. S., Aroostook County ; inlet, short stream 

on south; outlet, Clayton Brook, Fish River, St. John River; area 

water surface, 0.07 square mile, (S. A. map). 

3 
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POND, T 14, R 8, W. E. L. S., Aroostook County ; inlets, small streams ; 
outlet, into Hot Pond, Fish River, St. John River; area water sur- 
face, 0.06 square mile, (S. A. map). 

PONiD, T 7, R 9, southeast part, Piscataquis County ; outlet, Millinocket 
Stream, Aroostook River, St. John River; area water surface, o.io 
square mile, (S. A. map). 

POfND, T 7, R 9, W. E. L. S., central part, Piscataquis County; out- 
let, Millinocket Stream, Aroostook River, St. John River; area water 
surface, 0.02 square mile, (S. A. map). 

PONID, T 8, R 9, W. E. L. S., eastern part, Piscataquis County; outlet, 
Munsungen Stream, Aroostook River, St. John River; area water 
surface, 0.02 square mile, (S. A. map). 

POND, T 8, R 9, W. E. L. S., north of Millinocket Lake, Piscataquis 
•County; outlet into Millinocket Lake, Aroostook River, St. John 
River; area water surface, 0.02 square mik, (S. A. map). 

POND, T 9, R 9, W. E. L. S., central part, Piscataquis County; inlet, 
small stream on north; outlet. Middle Brook, Mooseleuk Stream, 
Aroostook River, St. John River; area water surface, o.oi square 
mile, OS. A. map). 

POND, T 10, R 9, W. E. L. S., Piscataquis County ; inlets, small streams 
and outl-et of lakes; outlet, Bartlett Brook, Mooseleuk Stream, Aroos- 
took River, St. John River; area water surface, 0.25 square mile, 
('S. A. map). 

POND, T 10, R 9, W. E. L. S., eastern part, Piscataquis County; inlets, 
several small streams; outlet, through small pond, Bartlett Brook, 
Mooseleuk Stream, Aroostook River, St. John River; area water 
surface, 0.25 square mile, (S. A. map). 

POND, T II, R 9, W. E. L. S., Aroostook County; inlets, several small 
streams; outlet, West Branch Big Machias River, Aroostook River, 
St. John River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 15, R 9, W. E. L. S., south of Island Pond, Aroostook 
County; outlet. South Branch Red River, St. Froid Lake, Fish 
River, St. John River; area water surface, 0.02 square mile, (S. A. 
map). 

POND, T 15, R 9, W. E. L. S., first pond east of Togue Pond, Aroos- 
took County; inlet, outlet of small pond; outlet, Togue Pond, 
Big Brook, AUagash River, St. John River; area water surface, 0.03 
square square mile, (S. A. map). 

POND, T 15, R 9, W. E. L. S., second pond east of Togue Pond, 
Aroostook County; outlet, Big Brook, Allagash River, St. John 
River; area water surface, 0.02 square mile, (S. A. map). 

POND, T IS, R 9, W. E. L. S., south of Togue Pond, Aroostook 
County; outlet, Togue Pond, Big Brook, Allagash River, St. John 
River; area water surface, o.oi square mile, (S. A. map). 

POND, T 15, R 9, W. E. L. S., first pond west of Black Pond, Aroos- 
took County; inlet, outlet of small pond; outlet, Black Pond, South 
Branch Red River, St. Froid Lake, Fish River, St. John River; 
area water surface, 0.03 square mile, (S. A. map). 
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POND, T 15, R 9, W. E. L. S., second pond west of Black Pond, 

Aroostook County; outlet, small pond, Black Pond, South Branch 

Red River, St. Froid Lake, Fish River, St. John River; area water 

surface, 0.04 square mile, (S. A. map). 
POND, T 15, R 9, W. E. L. S., east of Island Pond, Aroostook County ; 

inlet, outlet of Island Pond; outlet, Mud Pond, South Branch Red 

River, St. Froid Lake, Fish River, St. John River; area water 

surface, o.oi square mile, (S. A. map). 
POND, T 15, R 9, W. E. L. S., east of Fish Pond, Aroostook County; 

inlet, outlet of Fish Pond; outlet. South Branch Red River, St. 

Froid Lake, Fish River, St. John River; area water surface, 0.04 

square mile, (S. A. map). 
POND, T 15, R 9, W. E. L. S., south of Debulk Pond, Aroostook 

County; outlet, Debulle Pond, Fish Pond, South Branch Red River, 

St. Froid Lake, Fish River, St. John River; area water surface, 

0.01 square mik, (S. A. map). 
POND, T 15, R 9, W. E. L. S., south of Gardner Pond, Aroostook 

County; outlet, Gardner Pond, Debulle Pond, Fish Pond, South 

Branch Red River, St. Froid Lake, Fish River, St. John River; area 

water surface, o.oi square mile, (S. A. map). 
POND, T 15, R 9, W. E. L. S., at end of Negro Brook, Aroostook 

County; outlet, Negro Brook, Allagash River, St. John River; area 

water surface, 0.04 square mile, (S. A. map). 
POND, T IS, R 9, W. E. L. S., in Negro Brook, Aroostook County; 

inlet, outlet of small pond; outlet, Negro Brook, Allagash River, 

St. John River; area water surface, 0.17 square mile, (S. A. map). 
POND, T 15, R 9, W. E. L. S., in western part, Aroostook County; 

outlet, short stream to Allagash River, St. John River; area water 

surface, 0.07 square mile, (S. A. map). 
POND, T 16, R 9, W. E. L. S., in southern part, Aroostook County; 

outlet into Negro Brook, Allagash River, St. John River, area 

water surface, 0.12 square mile, (S. A. map). 
POND, T 16, R 9, W. E. L. S., first pond north, Aroostook County;* 

inlet, outlet of small pond; outlet, Negro Brook, Allagash River, 

St. John River; area water surface, 0.19 square mile, (S. A. map). 
POND, T 16, R 9, W. E. L. S., second pond north, Aroostook County; 

inlet, short stream on north; outlet, by short stream to Negro 

Brook, Allagash River, St. John River; area water surface, 0.02 

square mile, (S. A. map). 
POND, T 16, R 9, W. E. L. S., in eastern part, Aroostook County; 

outlet, Wallagrass Stream, Fish River, St. John River; area water 

surface, 0.08 square mile, (S. A. map). 
POND, T 7, R 9 and 10, W. E. L. S., Piscataquis County; outlet. 

Little Millinocket Lake. Millinocket Lake, Millinocket Stream, 

Aroostook River, St. John River; area water surface, 0.08 square 

mile, (S. A. map). 
POND, T 7, R 10, W. E. L. S., in lots 16 and 17, Piscataquis County; 

outlet, through Aroostook Brook, small ponds, Millinocket Lake, 
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Millinocket Stream, Aroostook River, St. John River; area water 
surface, 0.02 square mile, (S. A. map). 

POND, T 7, R ID, W. E. L. S., in lots 6 and 12, Piscataquis County; 
inlet, small stream on west; outlet, small pond, Millinocket Lake, 
Millinocket Stream, Aroostook River, St. John River; area water 
surface, 0.06 square mile, (S. A. map). 

POND, T 7, R ID, W. E. L. S., in lots 6 and 12, Piscataquis County: 
outlet, small pond, Millinocket Lake, Millinocket Stream, Aroostook 
River, St. John River; area water surface, 0.03 square mile, (S. A. 
map). 

POND, T 7, R 10, W. E. L. S., in lot 2, Piscataquis County; outlet, 
short stream to Millinocket Lake, Millinocket Stream, Aroostook 
River, St. John River; area water surface, 0.05 square mile, (S. A. 
map). 

POND, T 7, R 10, W. E. L. S., in lots 14 and 8, Piscataquis County; 
inlet, small stream on north; outlet, Aroostook Brook, Millinocket 
Lake, Millinocket Stream, Aroostook River, St. John River; area 
water surface, 0.04 square mile, (S. A. map). 

POND, T 8, R 10, W. E. L. S., western part, Piscataquis County; 
outlet, Munsungen Lake, Munsungen Stream, Aroostook River, St. 
John River; area water surface, 0.04 square mile, (S. A. map). 

POND, T 8, R 10, W. E. L. S., central part, Piscataquis County; 
outlet, Munsungen Lake, Munsungen Stream, Aroostook River, St. 
John River; area water surface, o.io square mile, (S. A. map). 

POND, T 8, R 10, T 9, R 10, W. E. L. S., Piscataquis County ; outlet. 
Carrier Brook, Munsungen Lake, Munsungen Stream, Aroostook 
River, St. John River; area water surface, 0.04 square mile, (S. A. 
map). 

POND, T 9, R 10, W. E. L. S., north of Munsungen Lake, Piscata- 
quis County; inlets. Currier Brook, Chase Brook, outlet of Dead 
Water; outlet, Munsungen Lake, Munsungen Stream, Aroostook 
River, St. John River; area water surface, 0.19 square mile, (S. A. 
map). 

POND, T 10, R 10, W. E. L. S., west of Chase Pond, Piscataquis 
County; outlet, Chase Brook, Munsungen Lake, Munsungen Stream, 
Aroostook River, St. John River; area water surface, o.oi square 
mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., west of Big Hudson Brook, Piscata- 
quis County; outlet, Big Hudson Brook, Mooseleuk Stream; 
Aroostook River, St. John River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., north part, Piscataquis County; 
inlets, small streams; outlet. Big Hudson Brook, Mooseleuk Stream, 
Aroostook River, St. John River; area water surface, 0.04 square 
mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., eastern part, Piscataquis County: 
outlet, Big Hudson Brook, Mooseleuk Stream, Aroostook River, 
St. John River; area water surface, 0.12 square mile, (S. A. map). 
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POND, T 10, R 10, W. E. L. S., on Mule Brook, Piscataquis County; 
inlet. Mule Brook; outlet, Mule Brook, Big Hudson Brook, Moose- 
leuk Stream, Aroostook River, St. John River; area water sur- 
face, 0.09 square mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., north of Mule Brook, Piscataquis 
County; inlet, short stream; outlet, into Mule Brook, Big Hudson 
Brook, Mooseleuk Stream, Aroostook River, St. John River; area 
water surface, o.ii square mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., southern part, Piscataquis County; 
inlet,' Hudson Brook; outlet, Hudson Brook, Mooseleuk Stream, 
Aroostook River, St. John River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, T 10, R 10, W. E. L. S., western part, Piscataquis County; 
inlets, outlet Elbow Lake and short stream; outlet. Mule Brook, 
Hudson Brook, Mooseleuk Stream, Aroostook River, St. John 
River; area water surface, o.ii square mile, (S. A. map). 

POND, T II, R 10, W. E. L. S., northeastern part, Aroostook County; 
inlets, several small streams; outlet. Big Machias River, Aroostook 
River, St. John Riven; area waiter surface, 0.04 square .mile, 
(S. A. map). 

POND, T II, R 10, W. E. L. S., southeastern part, Aroostook County: 
inlet, outlet of Marsh ' Pond ; outlet. Blind Brook, Mooseleuk 
Stream, Aroostook River, St. John River; area water surface, 0.06 
square mile, (S. A. map). 

POND, T II, R 10, W. E. L. S., in northwestern part, Aroostook 
County ; inlet, short stream on north ; outlet, through small stream to 
Musquacook Lakes, Musquacook Stream, Allagash River, St. John 
River; area water surface 0.21 square mile, (S. A. map). 

POND, T II, R 10, W. E. L. S., southern part, Aroostook County; 
outlet, Big Houston Brook, Mooseleuk Stream, Aroostook River, 
St. John River; area water surface, 0.09 square mile, (S. A. map). 

POND, T 13, R 10, W. E. L. S., northern part, Aroostook County; 
inlet, short stream on south ; outlet. Big Brook, Allagash River, 
St. John River; area water surface, 0.32 square mile, (S. A. map). 

POND, T 14, R 10, W. E. L. S., southern part, Aroostook County; 
inlets. Big Brook and small streams; outlet, Big Brook, Allagash 
River, St. John River; area water surface, 0.33 square mile, (S. A. 
map). 

POND, T IS, R 10, W. E. L. S., Aroostook County; inlet, small 
stream on east; outlet. Big Brook, Allagash River, St. John River; 
area water surface, 0.12 square mile, (S. A. map). 

POND, T 16, R 10, W. E. L. S., Aroostook County; outlet, by short 
stream to Allagash River, St. John River; area water surface, 0.14 
square mile, (S. A. map). 

POND, T 7, R II, T 7, R 10, W. E. L. S., Piscataquis County; outlet, 
Aroostook Brook, Millinocket Lake^ Millinocket Stream, Aroostook 
River, St. John River; area water surface, 0.04 square mile, (b. 
A. map). 
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POND, T 10, R 10 and ii, Piscataquis County; outlet, through small 
stream. Pleasant Lake, Churchill Lake, AUagash River, St. John 
River; area water surface, o.io square mile, (S. A. map). 

POND, T 7 and 8, R ii, W. E. L. S., Piscataquis County; outlet, 
Long Pond, Chandler Brook, Aroostook River, St. John River; 
area water surface, 0.04 square mile, (S. A. map). 

POND, T 8, R II, W. E. L. S., southeastern part, Piscataquis County; 
inlet, outlet of small ponds; outlet, Chandler Brook, Millinocket 
Stream, Aroostook River, St. John River; area water surface, 0.14 
square mile, (S. A. map). 

POND, T 8, R 11^ W. E. L. S., Piscataquis County; outlet, small 
pond, Chandler Brook, Millinocket Stream, Aroostook River, S^. 
John River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 8, R II, W. E. L. S., in public lot, Piscataquis County; inlet, 
short stream ; outlet. Bluffer Brook, Munsungen Stream, Aroos- 
took River, St. John River; area water surface, 0.03 square mile, 
(S. A. map). 

POND, T 8, R II, W. E. L. S., Piscataquis County; inlet, outlet of 
small pond; outlet, Bluffer Brook, Munsungen Stream, Aroostook 
River, St. John River; area water surface, o.ii square mile, (S. A. 
map). 

POND, T 8, R II, W. E. L. S., northeastern part, Piscataquis County; 
inlets, small streams; outlet, Munsungen stream, Aroostook River, 
St. John River; area water surface, 0.04 square mile, (S. A. map). 

POND, T 8, R II, W. E. L. S., in lot 15, Piscataquis County; outlet, 
small pond, Soper Brook, Eagle Lake, Allagash River, St. John 
River; area water surface, 0.04 square mile, (S. A. map). 

POND, T 8, R II, northern part, W. E. L. S., Piscataquis County; 
inlet, outlet of small pond; outlet, Soper Brook, Eagle Lake, 
Allagash River, St. John River; area water surface, 0.05 square 
mile, (S. A. map). 

POND, T 8, R II, W. E. L. S., east of Pillsbury Lake, Piscataquis 
County; inlets, several small streams; outlet, Pillsbury Lake, Smith 
Brook, Eagle Lake, Allagash River, St. John River; area water 
water surface, o.io square mile, (S. A. map). 

POND, T 9, R II, W. E. L. S., east of Echo Lake, Piscataquis County; 
inlet, outlet of Echo Lake; outlet, Munsungen Lake, Munsungen 
Stream, Aroostook River, St. John River; area water surface, 0.03 
square mile, (S. A. map). 

POND, T 9, R II, W. E. L. S., east of Portage Pond; outlet, Portagt 
Ponds, Spider Lake, Churchill Lake, Allagash River, St. John 
River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 10, R II, W. E. L. S., east of Harrow Lake, Piscataquis 
County; inlets, several small streams; outlet, Harrow Lake, Alla- 
gash River, S. John River; area water surface, o.io square mile, 
(S. A. map). 

POND, T 10, R II, W. E. L. S., southern part, Piscataquis County; 
inlets, several small streams; outlet, Pleasant Lake, Churchill Lake, 
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Allagash River, St. John River; area water surface 0.14 square 

mile, (S. A. m^ip). 
POND, T 10, R II, W. E. L. S., southeastern part, Piscataquis County; 

inlets, several small streams; outlet. Pleasant Lake, Churchill Lake, 

Allagash River, St. John River; area water surface, a 18 square 

mile, (S. A. map). 
POND, T 10, R II, W. E. L. S., north of Clear Lake, Piscataquis 
<|County; inlets, several small streams; outlet, Bog Brook, Harrow 

Lake, Allagash River, St. John River; area water surface, 0.23 

square mile, (S. A. map). 
POND, T 12, R II, W. E. L. S., Aroostook County; inlet, short 

stream on east; outlet, into Musquacook Stream, Allagash River, 

St. John River; area water surface, 0.12 square mile, (S. A. map). 
POND, T 12, R II, W. E. L. S., northwestern part, Aroostook County; 

inlets, several small streams; outlet into Robbins Brook, Musqua- 
cook Stream, Allagash River, St. John River; area water sur* 

face, 0.12 square mile, (S. A. map). 
POND, T 13, R II, W. E. L. S., south central part, Aroostook County; 

inlet, short stream on north; outlet, into Rocky Branch, Musqua- 
cook Stream, Allagash River, St. John River; area water surface^ 

0.25 square mile, (S. A. map). 
POND, T. 14, R II, W. E. L. S., northwestern part, Aroostook County; 

outlet, Allagash River, St. John River; area water surface, 0.04 

square mile, (S. A. map). 
POND, T 14, R II, W. E. L. S., west central part, Aroostook County; 

outlet into Burnt Camp Brook, Allagash River, St. John River; 

area water surface, 0.02 square mile, (S. A. map). 
POND, T 14, R II, W .E. L. S., central part, Aroostook County; 

outlet, Ramsey Brook, Allagash River, St. John River; area water 

surface, 0.12 square mile, (S. A. map). 
POND, T 17, R II, W. E. L. S., northeastern part, Aroostook County; 

inlet, short stream; outlet, into Falls Brook, St. Francis River, St. 

John River; area water surface, 0.04 square mile, (S. A. map). 
POND, T 18, R II, W. E. L. S., northern part, Aroostook County; 

outlet into Little Black River, St. John River; area water surface, 

0.12 square mile, (S. A. map). 
POND, T 19, R II, W. E. L. S., Aroostook County; outlet. Glazier 

Brook, St. Francis River, St. John River; area water surface, 0.20 

square mile, (S. A. map). 
POND, T 19, R II, W. E. L. S., northern part, Aroostook County; 

inlet, short stream; outlet. Glazier Brook, St. Francis River, St. 

John River; area water surface, 0.21 square mile, (S. A. map). 
POND, T 19, R II, W. E. L. S., northeastern part, Aroostook County; 

outlet, Jones Brook, St. Francis River, St. John River; area water 

surface, 0.14 square mile, (S. A. map). 
POND, T 7, R II and 12, W. E. L. S., Piscataquis County; outlet, 

Woodman Brook, Eagle Lake, Allagash River, St. John River; area 

water surface, 0.08 square mile, (S. A. map). 
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POND, T 7, R n and 12, W. E. L. S., Piscataquis County; outlet, 

Haymock Lake, Smith Brook, Eagle Lake, Allagash River, St. John 

River; area water surface, 0.04 square mile, (S. A. map). 
POND, T 7, R 12, W. E. L. S., east of Indian Pond, Piscataquis 

Counjty; outlet, Indian Pond, Eagle Lake, Allagash River, St. 

John River; area water surface, 0.22 square mile, (S. A. map). 
POND, T 7, R 12, W. E. L. S., north of Indian Pond, Piscataquis 

County; outlet, Indian Pond, Eagle Lake, Allagash River, |St. 

John River; area water surface, 0.05 square mile, (S. A. map). 
POND, T 8, R 12, W. E. L. S., in lots 8 and 9, Piscataquis County; 

outlet, Soper Brook, Eagle Lake, Allagash River, St. John River ; 

area water surface, o.io square mile, (S. A. map). 
POND, T 8 and 9, R 12, W. E. L. S., Piscataquis County; outlet, 

through small stream to Allagash River, St. John River; area water 

surface, 0.02 square mile, (S. A. map). 
POND, T II, R 12, W. E. L. S., Aroostook County; inlets, several 

small streams; outlet into Long Lake, Allagash River, St. John 

River; area water surface, 0.16 square mile, (S. A. map). 
POND, T II and 12, R 12, W. E. L. S., Aroostook County; inlet, 

short stream; outlet into Musquacook Lakes, Musquacook Stream, 

Allagash River, St. John River; area water surface, o.oi square 

mile, (S. A. map). 
POND, T 12, R 12, W. E. L. S., in lots 7 and 18, Aroostook County; 

outlet into Allagash River, St. John River; area water- surface, 0.03 

square mile, (S. A. map). 
POND, T 12, R 12, W. E. L. S., in lots 15 and 22, Aroostook County; 

outlet into Allagash River, St. John River; area water surface, o.oi 

square mile, (S. A. map). 
POND, T 12, R 12, W. E. L. S., in lot 19 and 30, Aroostook County; 

outlet into Long Lake, Allagash River, St. John River; area water 

surface, 0.02 square mile, (S. A. map). 
POND, T 12, R 12, W. E. L. S., in lot 11, Aroostook County; outlet, 

Musquacook Stream, Allagash River, St. John River; area water 

surface, 0.02 square mile, (S. A. map). 
POND, T 12, R 12, W. E. L. S., in lot 23, Aroostook County; outlet 

into Musquacook Stream, Allagash River, St. John River; area 

water surface, 0.09 square mile, (S. A. map). 
POND, T 13, R 12, W. E. L. S., southeastern part, Aroostook County; 

outlet, Musquacook Stream, Allagash River, St. John River; area 

water surface, 0.14 square mile, (S. A. map). 
POND, T 15, R. 12, W. E. L. S., Aroostook County; outlet into Ben 

Glazier Brook, Allagash River, St. John River; area water surface, 

0.14 square mile, (S. A. map). 
POND, T 15, R 12, W. E. L. S., in southeastern part, Aroostook 

County; inlet, outlet of small pond; outlet. Farm Brook, Allagash 

River, St. John River; area water surface, 0.14 square mile, (S. A. 

map). 
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POND, T 15, R 12, W. E .L. S., Aroostook County; outlet, Farm 
Brook, Allagash River, St. John River; area water surface, 0.12 
square mile, (S. A. map). 

POND, T 17, R 12, W. E. L. S., Aroostook County; inlet, short 
stream on north; outlet Fox Brook, St. John River; area water 
surface, 0.22 square mile, (S. A. map). 

POND, T 19, R 12, W. E. L. S., Aroostook County; outlet, Rocky 
Brook, Rideout Brook, Little Black River, St. John River; area 
water surface, 0.05 square mile, (S. A. map). 

POND, T 8, R 13, W. E. L. S., in lots 25 and 26, Piscataquis County ; 
inlets, several small streams; outlet, Allagash Stream, Chamberlain 
Lake, Eagle Lake, Allagash River, St. John River ; area water 
surface, 0.12 square mile, (S. A. map). 

POND, T 10, R 13, W. E. L. S., south of Priestly Lake, Piscataquis 
County; outlet, Churchill Brook, Churchill Lake, Allagash River, 
St. John River; area water surface, 0.12 square mile, (S. A. map). 

POND, T 12, R 13, W. E. L. S., Aroostook County; inlet, small 
stream; outlet Chemquassabamticook Stream, Long Lake, Allagash 
River, St. John River; area water surface, 0.24 square mile, (A. A. 
map). 

POND, T 9, R 13 and 14, W. E. L. S., Piscataquis County; inlets, 
several small streams; outlet, Russell Brook, Eagle Lake, Allagash 
River, St. John River; area water surface, 0.03 square mile, (S. A. 
map). 

POND, Ts 16, R 13 and 14, Aroostook County; outlet, into Big Black 
River, St. John River; area water surface, 0.04 square mile, (S. A. 
map). 

POND, T 8, R 14, W. E. L. S., north of South Branch Pond, Piscata- 
quis County; inlet, outlet of South Branch Pond; outlet. South 
Branch Russell Brook, Eagle Lake, Allagash River, St. John 
River; area water surface, 0.09 square mile, (S. A. map). 

POND, T 8, R 15, W. E. L. S., western part, Piscataquis County; 
inlets, several small streams; outlet, Francis Brook, South Branch 
St. John River; area water surface, 0.18 square mile, (S. A. map). 

POND, T 12, R 15, W. E. L. S., Aroostook County; inlets, several 
small streams ; outlet, St. John River ; area water surface, 0.03 
square mile, (S. A. map). 

POND, T 12 and 13, R 15, W. E. L. S., Aroostook County; inlet, 
short stream on south; outlet, Four Mile Brook, Houkon Brook, 
St. John River; area water surface, 0.15 square mile, (S. A. map). 

POND, T 13, R 15, W. E. L. S., Aroostook County; inlet. Four Mile 
Brook; outlet into Houston Stream, St. John River; area water 
surface, 0.09 square mile, (S. A. map). 

POND, T 14, R 15, W. E. L. S., Aroostook County; outlet into Big- 
Black River, St. John River; area water surface, 0.09 square mile, 
(S. A. map). 

POND, T 8, R 15, Ts 8 and 9, R 16, W. E. L. S., Piscataquis and 
Somerset counties; outlet, Allagash Stream, Allagash River, St. 
John River; area water surface, 0.17 square mile, (S. A. map). 
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POND, Ts. 13, R 15 and 16, W. E. L. S., Aroostook County; outlet, 

Houlton Brook, St. John River; area water surface, 0.08 square 

mile, (S. A. map). 
POND, T 5, R 16, W. E. L. S., Somerset County; outlet. Baker 

Branch, Upper St. John River; area water surface, 0.06 square 

mile, (S. A. map). 
POND, T 13, R 16, W. E. L. S., Aroostook County; outlet. Depot 

Stream, Big Black River, St. John River; area water surface, o.io 

square mile, (S. A. map). 
POND, T 14, R 16, W. E. L. S., Aroostook County; outlet, into Brg 

Black River, St. John River; area water surface, 0.02 square mile, 

(S. A. map). 
POND, T 4, R 17, W. E. L. S., lot 10, Aroostook County; outlet, 

through short stream to Baker Branch, South Branch St. John 

River; area water surface, o.oi square mile, (G. N. P. Co. map). 
POND, T 4, R 17, W. E. L. S., lots 2 and 8, Aroostook County; inlet, 

short stream on west; outlet. Baker Branch, South Branch St. 

John River; area water surface, 0.02 square mile, (G. N. P. Co. 

map). 
POND, T 5, R 17, W. E. L. S., north of third pond, Aroostook Coun- 
ty; inlets, short streams on south; outlet by short stream to Baker 

Branch, South Branch St. John River; area water surface, 0.04 

square mile, (G. N. P. map). 
POND, T 9, R 17, W. E. L. S., Somerset County; inlet, short stream; 

outlet. South Branch, Upper St. John River; area water surface, 

0.06 square mile, (S. A. map). 
POND, T 12, R 17, W. E. L. S., northern part, Aroostook County; 

inlet, outlet of small pond; outlet. Depot Stream, Big Black River, 

St. John River; area water surface, 0.21 square mile, (S. A map). 
POND, T 12, R 17, W. E. L. S., central part, Aroostook County; inlei, 

short stream on south ; outlet through pond. Depot Stream, Big 

Black River, St. John River; area water water surface, 0.25 square 

mile, (S. A. map). 
POND, T 8, R 19, W. E. L. S., northern part, Somerset County; 

outlet, St. John River; area water surface, 0.04 square mile, S. A. 

map). 
POND, T 8, R 19, W. E. L. S., central part, Somerset County; outlet, 

Southeast Branch Upper St. John River; area water surface, 0.08 

square mile, (S. A. map). 
POND, T 8, R 19, W. E. L. S., Somerset County; inlet, outlet small 

pond; outlet. South Branch Upper St. John River; area water 

surface, 0.07 square mile, (S. A. map). 
POND, T 5, R 20, W. E. L. S., Somerset County; inlets, several small 

streams; outlet. Southwest Branch Upper St. John River; area 

water surface, 0.14 square mile, (S. A. map). 
POND BROOK, Aroostook County; source, small pond in Eaplc 

Lake; direction, east; mouth, Eagle Lake in Eagle Lake; tributary, 

pond at source; tributary to Eagle Lake, Fish River, St. Jo!in 

River. 
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PORTAGE LAKE, T 13, R 6, W. E. L. S., Aroostook County; inlets, 
Fish River and Mosquito Brook; outlet, Fish River through St. 
Froid Lake, Eagle Lake, St. John River; area water surface, 5.90 
square miles, (Int. Com. R St. J.) ; possible storage at height 4.2 
ft., 690,000,000 jcubic feet ; possible storage at height 7.0 ft., 1,190,- 
000,000 cubic feet; elev. high water 606.5 ft; elev. low water 602.3 
ft.; drainage area, 241 sq. m. 

PORTAGE PONDS, T 9, R n, W. E. L. S., Piscataquis County; inlet, 
Spider Lake, Churchill Lake, Allagash River, St. John River; arei*. 
water surface, o.ii square mile, (S. A. map). 

PRATT POND, T II, R 9, W, E. L. S., Aroostook County; inlets, 
several small streams; outlet, Big Machias River, Aroostook River, 
St. John River; area water surface 0.14 square mile, (S. A. map). 

PREBLE LAKE, T 16 and 17, R 5, see Cross Lake. 

PRESQUE ISLE RIVER, Aroostook County; source, Easton and 
Mars Hill; direction, south, southeast; mouth, St. John River, 
New Brunswick; tributaries. Youngs Brook, Whitney Brook, Three 
Brooks, Moulton Brook and small streams; tributary to St. John 
River; drainage area at mouth 217 square miles. 

PRESQUE ISLE STREAM, Aroostook County; source, T 9, R 3, 
W. E. L. S., direction, north, east ; mouth, Aroostook River hi 
Presque Isle; tributaries. Burnt Land Brook and small streams; 
tributary to Aroostook River, St. John River; drainage area at 
mouth 165 square miles. 

PRESTILE STREAM, see Presque Isle Stream. 

PRIESTLY BROOK, Aroostook County; source, T 13, R 14, east 
part; direction, northwest; mouth, St. John River, T. 13, R 14, 
W. E. L. S. ; tributary to St. John River. 

PRIESTLY LAKE, T 10, R 13, W. E. L S., Piscataquis County; 
outlet, into Long Lake, Allagash River, St. John River; area water 
surface, 2.62 square miles, (S. A. map). 

QUAGGY JOE LAKE, Presque Isle, Aroostook County; outlet Ar- 
nold Brook, Presque Isle Stream, Aroostook River, St. John River, 
area water surface, 0.19 square mile, (R & C atlas). 

RAMSEY BROOK, Aroostook County; source, T 14, R 11, W. E. 
L. S., central part ; direction, north ; mouth, Allagash River, T 15, 
R II, W. E. L. S. ; tributaries, small streams; tributary to Allagash 
River, St. John River. 

RATEAU RIVER, Quebec; source, Quebec; direction, northeast, 
east; mouth, Big Black River, Canada; tributaries, several small 
streams in Canada; tributary to Big Black River, St. John River; 
drainage area above mouth Depot Stream, 214 square miles. 

RED RIVER, NORTH BRANCH, Aroostook County; source, T 16, 
R 9, southeast part; direction southeast; mouth, St. Froid Lake, 
Winterville; tributaries, small streams on north; tributary to St. 
Froid Lake, Fish River, St. John River. 

RED RIVER, SOUTH BRANCH, Aroostook County; source, group 
of ponds in T 15, R 9, W. E. L. S. ; direction southeast, northeast ; 
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mouth, North Branch Red River, Winterville ; tributaries, small 
streams and several ponds at source; tributary to North Branch 
Red River, St. Froid Lake, Fish River, St. John River. 

REED BROOK, Piscataquis County; source. Reed Pond, T 8, R lo, 
W. E. L. S. ; direction, southeast, northeast; mou)th, Munsungen 
Lake, T 8, R lo, W. E. L. S. ; tributaries. Reed Pond and short 
streams; tributary to Munsungen Lake, Munsungen Stream, Aroos- 
took River, St. John River. 

REED POND, T 8, R lo, W. E. L. S., Piscataquis County; outlet, 
into Munsungen Lake, Munsungen Stream, Aroostook River, St. 
John River; area water surface, o.i6 square mile, (S. A. map). 

RIDEOUT BROOK, Aroostook County and Canada; source in Can- 
ada; direction, south; mouth, T i8, R 12, W. E. L. S., Little Black 
River; tributaries, small streams in Canada; tributary to Little 
Black River, St. John River. 

ROBBINS BROOK, Aroostook County; source, T 12, R 12, north 
part; direction, west; mouth, Musquacook Stream, T 12, R 11, W. 
E. L. S. ; tributaries. Rocky Brook and small pond; tributary to 
Musquacook Stream, AUagash River, St. John River. 

ROCKY BROOK, Aroostook County; source, T 13, R 11, east part; 
direction, southwest; mouth, Robbins Brook, T 12, R 11, W. E. L. S. ; 
tributaries, several small streams; tributary to Robbins Brook, 
Musquacook Stream, Allagash River, St. John River. 

ROSS LAKE, T 9 and 10, R 15, see Chemquassabamticook Lake. 

ROUND POND, T 9, R 13, W. E. L. S., Piscataquis County; inlets, 
outlet of Eagle Lake and small streams; outlet, Churchill Lake, 
Allagash River, St. John River; area water surface, 0.25 square 
mile, (S. A. map). 

ROUND POND, T 13, R 12, W. E. L. S., Aroostook County; inlets, 
Allagash Stream and several small streams; outlet, Allagash Stream, 
St. John River; area water surface, 1.95 square miles, (Int. Com. 
R. St. J.) ; possible storage at height 3.0 ft., 160,000,000 cubic feet; 
possible storage at height 25.0 ft., 1,630,000,000 cubic feet; elev. 
low Water, 780.0 ft., elev. high water, 783.0 ft. ; drainage area, 740 
sq. m. 

ROUND MOUNTAIN LAKE, T 11, R 8, W. E. L. S., Aroostook 
County; inlet, small stream on south; outlet, Dead Brook, Big 
Machias River, Aroostook River, St. John River; area water surface, 
0.46 square mile, (S. A. map). 

ROWE BROOK, Aroostook County; source, T 11, R 8, W. E. L. S., 
central part; direction, east; mouth. Big Machias River, T 11, R 8, 
W. E. L. S. ; tributaries, several small streams; tributary to Big 
Machias River, Aroostook River, St. John River. 

RUNAWAY BROOK, Somerset County; source, T 6, R 16, southeast 
part; direction, northwest; mouth. Baker Branch, T 6, R 16, W. E. 
L. S. ; tributaries, small streams at source; tributary to Baker 
Branch, South Branch St. John River. 
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RUSSELL BROOK, Piscataquis County ; source, Russell Pond, T 9, R 
14, W. E. L. S. ; direction, southeast ; mouth, Eagle Lake, T 8, R 13, 
W. E. L. S. ; tributaries, Russell Pond and small streams; tribu- 
tary to Eagle Lake, Allaga&h River, St. John River. 

RUSSELL POND, first pond in T 9, R 14, W. E. L. S., Piscatagufs 
County; inlet, outlet of small pond; outlet, Russell Brook, Eagle 
Lake, Allagash River, St. John River; area water surface, 0.22 
square mile, (S. A. map). 

RUSSELL POND, second pond in T 9, R 14, W. E. L. S., Piscataquis 
County; inlet, Russell Brook; outlet, Russell Brook, Eagle Lake, Ala- 
gash River, St. John River; area water surface, 0.05 square mile, 
(S. A. map). 

RUSSELL POND, third pond in T 9, 14, W. E. L. S., Piscataquis 
County; inlet, Russell Brook; outlet, Russell Brook, Eagle Lake, 
Allagash River, St.- John River; area water surface, 0.05 square mile, 
(S. A. map). 

RUSSELL POND, fourth pond in T 9, R 14, W. E. L. S., Piscataquis 
County; inlets, several small streams; outlet, Russell Brook, Eagle 
Lake, Allagash River, St. John River; area water surface, 0.13 
square mile, (S. A. map). 

ST. AMANTS BROOK, Aroostook County and Quebec; source, Que- 
bec; direction, southeast; mouth, Big Black River, T 14, R 16, W. 
E. L. S.; tributaries, several small streams; tributary to Big Black 
River, St. John River. 

ST. CROIX LAKE, T 8, R 4 and T 7, R 4, W. E. L. S., Aroostook 
County; inlets. Smith Brook and small streams; outlet, St. Croix 
Stream, Aroostook River, St. John River; area water surface, i.oo 
square mile, (S. A. map) ; drainage area 73 square miles. 

ST. CROIX STREAM, Aroostook County; source, St. Croix Lake, 
T 8, R 4, W. E. L. S. , direction, northwest ; mouth, Aroostook 
River, Masardis ; tributaries, St. Croix Lake, Griswold Stream, 
Beaver River, Howe Brook, Black Water River, West Branch 
Stream and small streams; tributary to Aroostook River, St. John 
River : Drainage area, at outlet St. Croix Lake, 73 sq. m. ; at mouth, 
221 sq. m. 

ST. FRANCIS RIVER, Canada and Aroostook County; source, Can- 
ada; direction, south, east, southeast; mouth, St. John River in 
S't. Francis at boundary line; tributaries. Fall Brook, Glazier 
Brook, Dead Brook, and small streams in Maine; tributary to St. 
John River: Drainage area, outlet Boundary Lake, 120 sq. m, ; 
outlet Glazier Lake, 524 sq. m. ; at mouth, 560 sq. m. 

ST. FROID LAKE, T 14, and 15, R 7, W. E. L. S., Aroostook County; 
inlet. Fish River, Red River and small streams; outlet. Fish River 
through Eagle Lake, St. John River; area water surface, 4.80 square 
miles, (Int. Com. R. St. J.) ; possible storage at height 8.0 ft., 1,070,- 
000,000 cubic feet; possible storage at height 20.0 ft., 3,110,000,000 
cubic feet; elev. low water, 576.9 ft.; elev. high water, 584.9 ft.; 
drainage area 426 sq. m. 
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ST. JOHN LAKE, Quebec; inlets, several small streams; outlet, 
River St. Jean, Lake Des^ Aigles, Touladi and Temiscouata lakes, 
Madawaska River, St. John River; area water surface, 0.80 square 
mile, (Canadian map). 

ST. JOHN POND, T 5, and 6, R 17, W. E. L. S., Somerset County; 
inlets, St. John River and small streams; outlet, St. John River; 
area water surface, 1.25 square miles, (Int. Com. R. St. J.) ; pos- 
sible storage at height, 3.0 ft., 100,000,000 cubic feet; possible 
storage at height, 12.0 ft., 640,000,000 cubic feet; elev. low water 
993.0 ft.; elev. High water, 996.0 ft; drainage area 41 square 
miles. 

ST. JOHN PONDS, UPPER, First pond, T 4, R 17 W. E. L. S., 
Somerset County; outlet through Upper St. John Pouds, Baker 
Branch, Upper St. John River; area water surface, o.io square 
mile, (G. N. P., Co. map). 

ST. JOHN PONDS, UPPER, Second pond, T 4, R i7, W. E. L. S., 
Somerset County ; inlets, outlet of first pond and small stream : 
outlet Baker Branch, Upper St. John River; area water surface, 0.19 
square mile, (G. N. P. Co. map). 

ST. JOHN PONDS, UPPER, Third Pond, Ts 4 and 5, R I7, W. E. L. 
S., Somerset County; inlets, outlets of ist and 2nd ponds; outlet, 
Baker Branch, Upper St. John River; area water surface, 0.33 
square mile, (G. N. P. Co. map). 

ST. JOHN PONDS, UPPER, Fourth Pond, T 5, R 17, W. E. L. S., 
Somerset County; inlet, Baker Branch; outlet, St. John River; 
area water surface, 0.32 square mile, (G. N. P. Co. map). 

ST. JOHN RIVER, Aroostook, Penobscot, Piscataquis, Somerset 
counties, and Canada; source, north part Somerset County; direc- 
tion, northeast, east, and southeast; mouth, Atlantic Ocean; tribu- 
taries, Meduxnekeag River, Aroostook River, Fish River, Allagash 
River in Maine, and many other streams: Drainage area, below 
junction North and South branches, 1,226 sq. m. ; at Seven Islands, 
1,412 sq. m. ; above mouth Big Black River, 1,503 sq. m. ; below 
mouth Big Black River, 2,130 sq. m. ; above mouth Chimenticook 
Stream, 2,185 sq. m. ; below mouth Chimenticook Stream, 2,330 
sq. m. ; below mouth Tulandic Stream, 2,410 sq. m. ; above mouth 
Little Black River, 2,495 sq. m. ; below mouth Little Black River, 
2,810 sq. m.; above mouth Allagash River, 2,820 sq. m. ; below 
mouth Allagash River, 4,060 sq. m. ; above mouth St. Francis 
River, 4,170 sq. m. ; below mouth St. Francis River, 4,730 sq. m. ; 
at Ft. Kent above Fish River, 4,880 sq. m. ; below mouth Fish River, 
5,770 sq. m. ; above mouth Madawaska River, 6,080 sq. m. ; below 
mouth Madawaska River, 7,160 sq. m. ; at Van Buren, 8,270 sq. m. ; 
at eastern boundary of State, 8,500 sq. m. ; at Grand Falls, N. B., 
8,530 sq. m. ; above mouth Aroostook River, 9,110 sq. m. ; below 
mouth Aroostook River, 11,400 sq. m. 

ST. JOHN RIVER, BOUNDARY BRANCH, Somerset County and 
Canada; source in Canada; direction, northeast; mouth, St. John 
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River, Southwest Branch, T 9, R 18, W. E. L. S. ; tributaries, small 
streams in Canada; tributary to Southwest Branch St. John River; 
drainage area at mouth, 106 sq. m. 

ST. JOHN RIVER, NORTH BRANCH, Aroostook and Somerset 
counties, Canada; source in Canada; direction, south, east; mouth, 
T ID, R 17, north part, St. John River; tributaries. Oak Brook, 
Mataquam River, small streams in Maine and Canada; tributary to 
St. John River: Drainage area above mouth Mataquam River, 232 
sq. m.; below mouth Mataquam River, 498 sq. m. ; at mouth, 526 
sq. m. 

ST. JOHN RIVER, SOUTH BRANCH, Somerset County; source, T 
8, R 17, W. E. L. S., north part; direction, north; mouth, St. John 
River, T 10, R 17, north part, W. E. L. S. ; tributaries. Bailey 
Brook, Baker Branch; tributary to St. John River: Drainage 
area, outlet, St. John Pond, 41 sq. m. ; outlet Baker Pond, 155 
sq. m. ; above junction Southwest Branch, 335 sq. m. ; below junction 
Southwest Branch, 625 sq. m. ; at mouth, 700 sq. m. 

ST. JOHN RIVER, SOUTHEAST BRANCH, Somerset County; 
source, T 6, R 19, central part, W. E. L. S. ; direction, north; 
mouth, St. John River, T 9, R 18, W. E. L. S. ; tributaries, several 
small streams; tributary to St. John River; drainage area at mouth 
82 sq. m. 

ST. JOHN RIVER, SOUTHWEST BRANCH, Somerset County; 
source, T 9, R 18, west part, W. E. L. S. ; direction, north, ea^t; 
moitth. South Branch St. John River, T 9, R i7, W. E. L. S.; 
tributaries, Boundary Branch, Southeast Branch and small streams; 
tributary to South Branch St. John River; drainage area 290 sq. m. 

SALMON BROOK, Aroostook County; source, Salmon Brook Pond, 
Perham ; direction, southeast ; mouth, Aroostook River, Washburn ; 
tributaries. Little Salmon Brook, Salmon Brook Pond and small 
streams; tributary to Aroostook River, St. John River; drainage 
area at mouth, 53 sq. m. 

SALMON BROOK, LITTLE, Aroostook County; source, T 14, R 5. 
W. E. L. S., east part; direction, southeast; mouth, Salmon Brook, 
Washburn; tributaries, small streams at source; tributary to Salmon 
Brook, Aroostook River, St. John River. 

SALMON BROOK LAKE, Perham, Aroostook County; inlets, short 
streams on north; outlet, Salmon Brook, Aroostook River, St. John 
River; area water surface, 0.13 square mile, (R & C atlas). 

SALMON BROOK, Aroostook County; source, T 14, R 13, northeast 
part, W. E. L. S. ; direction, southeast; mouth, Allagash River, T 
14, R 12, W. E. L. S.; tributary to Allagash River, St. John River. 

SAWYER BROOK, Aroostook County; source, Castle Hill, central 
part; direction, southeast: mouth, Presque Isle Stream, Chapman; 
tributary to Presque Isle Stream, Aroostook River, St. John River. 

SCHEDULE BROOK, Aroostook County; source, T 13, R 13, north 
part; direction, east; mouth, Allagash River, t' 13, R 12, W. E. L. 
S. ; tributaries, small streams on north; tributary to Allagash River 
St. John River. ♦ 
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SEMINARY BROOK, Aroostook County; source, T 15, R 13, W. tI. 
L. S. ; northwest part; direction, south, east; mouth, St. John River,. 
T IS, R 13, W. E. L. S.; tributary to St. John River. 
SHEPARD BROOK, Aroostook County; source, T 15, R 5, east part; 
direction, east; mouth, Little Madawaska River, T 15, R 4, W. E. 
L. S. ; tributary, small stream; tributary to Little Madawaska 
River, Aroostook River, St. John River. 

SHIELDS BROOK, Aroostook County and Canada; source, T 15,. 
R IS, W. E. L. S.; direction, southeast; mouth, Big Black River, T 
14, R IS, W. E. L. S. ; tributaries, several small streams in Canada ; 
tributary to Big Black River, St. John River; drainage area at 
mouth, 141 sq. m. 

SHIELDS BROOK, Aroostook County; source, Garfield, central part; 
direction, southeast; mouth, Aroostook River, Masardis; tributaries,, 
several small streams ; tributary to Aroostook River, St. John River. 

SMITH BROOK, Aroostook County and Canada; source, Canada; 
direction, east.; mouth, Chimenticook Stream, T 17, R 14, W. E. L. 
S. ; tributaries, small streams in Canada; tributary to Chimenticook 
Stream, St. John River. 

SMITH BROOK, Piscataquis County; source, Haymock Lake, T 8^ 
R II, W. E. L. S. ; direction, west; mouth, Eagle Lake, T 8, R 12, 
W. E. L. S. ; tributaries, Haymock Lake and small streams; tribu- 
tary to Eagle Lake, Allagash River, St. John River. 

SMITH BROOK, Aroostook County; source, T 7, R 3, east part,. 
W. E. L. S. ; direction, northwest ; mouth, St. Croix Lake, in T 7, 
R 4, W. E. L. S. ; tributaries, Little Smith Brook and smalt 
streams; tributary to St. Croix Lake, St. Croix Stream, Aroostook 
River, St. John River. 

SMITH BROOK, Piscataquis County; source, T 9, R 9, W. E. L. S-, 
west part; direction, east; mouth, Mooseleuk Stream, T 9, R 9, 
W. E. L. S. ; tributaries, several small streams ; tributary to Moose- 
leuk Stream, Aroostook River, St. John River. 

SMITH BROOK, LITTLE, Aroostook County, T 7, R 3, W. E. L. S., 
south part; direction, northwest; mouth, Smith Brook, T 7, R 3^ 
W. E. L. S. ; tributary to Smith Brook, St. Croix Stream, Aroos- 
took River, St. John River. 

SNAKE BROOK, Piscataquis County; source, T 9, R 14, central part; 
direction, east, southeast; mouth. Eagle Lake, T 9, R 13, W. E. L. 
S. ; tributaries, several small streams ; tributary to Eagle Lake, 
Allagash River, St. John River. 

SOPER BROOK, Piscataquis County; source, T 9, R 11, south part: 
direction, southwest, west; mouth, Eagle Lake, T 8, R 13, W. E. L. 
S. ; tributaries, several small streams ; tributary to Eagle Lake, 
Allagash River, St. John River. 

SOPER POND, T 8, R 12, W. E. L. S., Piscataquis County; inlets, 
several streams; outlet, Soper Brook, Eagle Lake, Allagash River, 
St. John River; area water surface, 0.27 square mile, (S. A. map). 
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SOUTH BRANCH POND, T 8, R 14, W. E. L. S., Piscataquis County ; 
inlets, several small streams; outlet, through small pond, South 
Branch Russell Brook, Eagle Lake, Allagash River, St. John River; 
area water surface, 0.26 square mile, (S. A. map). 

SPECTACLE POND, T 10, R 8, W. E. L. S., Aroostook County; 
inlets, several small streams; outlet Spectacle Brook, Big Machias 
River, Aroostook River, St. John River; area water surface, 0.50 
square mile. (S. A. map). 

SPIDER BROOK, Piscataquis County; source. Spider Lake, T 9, R 12, 
W. E. L. S.; direction, west; mouth, Churchill Lake, T 9, R 12, 
W. E. L. S. ; tributary, Spider Lake; tributary to Churchill Lake, 
Allagash River, St. John River. 

SPIDER LAKE, T 9, R n and 12, W. E. L. S., Piscataquis County; 
inlet, short stream on east; outlet, into Churchill Lake, Allagash 
River, St. John River; area water surface, 1.44 square miles, (S. A. 
map). 

SPRUCE BROOK, Somerset County; source, T 6, R 16, northeast 
part ; direction, west ; mouth, Baker Branch, T 7, R 16, W. E. L. S. ; 
tributaries, small streams on south; tributary to Baker Branch, 
South Branch St. John River. 

SQUARE LAKE, T 15 and 16, R 5, W. E. L. S., Aroostook County: 
inlets, outlet of Cross Lake, Little and Big Goddard brooks, and 
small streams; outlet. Eagle Lake, Fish River, St. John River; area 
water surface, 14.35 square miles, (Int. Com. R. St. J.) ; possible 
storage at height 6.8 ft., 2,720,000,000 cubic feet; possible storage 
at height 14.5 ft, 6,240,000,000 cubic feet; elev. low water, 571.5 ft.; 
elev. high water, 578.3 ft. ; drainage area 230 sq. m. 

SQUATECK LAKE, Quebec; inlets, outlet of Grand Squateck Lake 
and small streams; outlet, through Touladi lakes, Temiscouata Lake, 
Madawaska River, St. John River; area water surface, 0.80 square 
mile, (Canadian map). 

SQUATECK LAKE, GRAND, Quebec; inlets, several small streams; 
outlet through Squateck lakes, Touladi and Temiscouata lakes, 
Madawaska River, St. John River; area water surface, 5.65 square 
miles; (Int. Com. R. St. J.) ; possible storage at height 8.0 ft., 
1,260,000,000 cubic feet. 

SQUAWPAN LAKE, Ts 10 and 11, R 4, W. E. L. S., Aroostook 
County; inlets, several small streams; outlet into St. Croix Stream, 
Aroostook River, St. John River; area water surface, 5.00 square 
miles, (S. A. map). 

SQUAWiPAN STREAM, Aroostook County; source, Squawpan Lake, 
T 10, R 4, W. E. L. S. ; direction, northwest, west; mouth, Aroos- 
took River in Ashland; tributaries, Squawpan Lake and small 
streams; tributary to Aroostook River, St. John River. 

SUMMIT POND, T 4, R 17, W. E. L. S., east of Upper St. John 
Ponds, Somerset County; outlet, Baker Branch, Upper St. John 
River; area water surface, 0.17 square mile, (G. N. P. Co. map). 
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SWEENEY BROOK, Somerset County; source, T 6, R 17, northwest 
part ; direction, east ; mouth, Baker Bog, T 6, R 17, W. E. L. S. ; 
tributary to Baken Bog, Baker Brook, Baker Lake, Baker Branch, 
South Branch St. John River. 

SWEENEY BROOK BOG, T 6, R 17, W. E. L. S., Somerset County: 
inlet, Sweeney Brook; outlet. Baker Lake, Baker Branch, Upper 
St. John River; area water surface, 0.15 square mile, (S. A. mapV 

TEMISCOUATA LAKE, Quebec; inlets, Ashberish River, River Ca- 
bano and several streams; outlet, Madawaska River, St. John River: 
area water surface, 24.90 square miles, (Int. Com. R. St. J.) ; possi- 
ble storage at height ii.i ft., 7,700,000,000 cubic feet; elev. low 
water, 476.6 ft. ; elev. high water 487.7 ft. ; drainage area 920 sq. m. 

THOROUGHFARE BROOK, Piscataquis County; source, T 9, R I4, 
north part; direction, southeast; mouth, Churchill Lake, T 9, R 12, 
W. E. L. S. ; tributaries, several small streams; tributary to Chur- 
chill Lake, Allagash River, St. John River. 

THREE BROOKS, Aroostook County; source, T E, W. E. L. S., cen- 
tral part; direction, east; mouth, Presque Isle River, Blaine; tribu- 
taries, small streams; tributary to Presque Isle River, St. John 
River. 

TIMONEY LAKE, Oakfield, Aroostook County; inlets, several short 
streams; outlet, into Meduxnekeag River, St. John River; area 
water surface, 0.12 square mile, (G. N. P. Co.). 

TOBIQUE RIVER, New Brunswick; source, New Brunswick; direc- 
tion, south, southeast, east; mouth, St. John River near Aroostook 
Jet.; tributaries, many small streams in New Brunswick; tributary 
to St. John River; drainage area at mouth 1,700 sq. m. 

TOGUE POND, T 15, R 9, W. E. L. S., Aroostook County; inlets, 
outlets of small streams; outlet. Big Brook, Allagash River, St. 
John River; area water surface, 0.17 square mile, (S. A. map). 

TOULADI LAKE, Quebec; inlets, several streams; outlet, Temiscouata 
Lake, Madawaska River, St. John River; area water surface, 3.85 
square miles, (Int. Com. R. St. J.) ; possible storage at height 8.6 
ft., 920,000,000 cubic feet; elev. low water, 519.6 ft., elev. high water 
528.2 ft. 

TOUSSANT BROOK, Aroostook County; source, Cyr, central part, 
direction, northeast; mouth, St. John River, Hamlin; tributaries, 
several small streams; tributary to St. John River. 

Tracy brook, Aroostook County; source. Amity, north part; 
direction, northwest; mouth, Davis Brook, Cary; tributary to 
Davis Brook, South Branch Meduxnekeag River, St. John River. 

TRACY BROOK, Anoostook County; source, T 7, R 5, north part, 
W. E. L. S. ; direction, northeast; mouth, St. Croix Lake, T 8, R 4, 
W\. E. L. S. ; tributaries, several small streams on north; tributary 
to St. Croix Lake, St. Croix Stream, Aroostook River, St. John 
River. 

TRACYS BROOK, Aroostook County; source, T C, R 2, west pan, 
W. E. L. S. ; direction, east, south; mouth, North Branch Medux- 
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nekeag River in T C, R 2; tributary to North Branch Meduxnekeag 
River, St. John River. 

TROUT BROOK, Aroostook County; source, T 9, R 5, W. E. L. S., 
south part; direction, northwest; mouth, Aroostook River in Oxbow; 
tributaries, small streams on south; tributary to Aroostook River, 
St. John River. 

TULANDIC STREAM, Aroostook County; source, T 18, R 13, west 
part; direction, south, southeast; mouth, St. John River, T 16, R 12, 
W. E. L. S. ; tributaries. East Branch and small streams; tributary 
to St. John River ; drainage area at mouth, 74 sq. m. 

TULANDIC STREAM, EAST BRANCH, Aroostook County; source, 
T 17, R 13, W. E. L. S., north part; direction, south; mouth, Tu- 
landic Stream, T 16, R 13, W. E. L. S. ; tributaries, several small 
streams; tributary to Tulandic Stream, St. John River. 

TURNER BROOK, Somerset County ; source, Turner Pond, T 7, R 16. 
W. E. L. S. ; direction, west, northwest; mouth. Baker Branch, 
T 8, R 17, W. E. L. S. ; tributaries. Turner Pond, Francis Brook, 
and small streams; tributary to Baker Branch, South Branch St. 
John River. 

TURNER POND, T 7, R 16, W. E. L. S., Somerset County; inlet, 
short stream on east; outlet. Turner Brook, Baker Branch, Upper 
St. John River; area water surface, 0.31 square mile, (S. A. map). 

TWENTY-FIVE MILE BROOK, Aroostook County; source, T 12, 
R 10, W. E. L. S. ; direction, east, southeast ; mouth, West Branch 
Big Machias River, T 11, R 9, W. E. L. S. ; tributaries, small 
streams; tributary to Big Machias River, Aroostook River, St. John 
River. 

TWIN BROOK, EAST, Aroostook County; source, T. 15, R 10, 
central part, W. E. L. S. ; direction, northwest; mouth, Allagash 
River, T 16, R 10, W. E. L. S. ; tributary to Allagash River, St. 
John River. 

TWIN BROOK, WEST, Aroostook County; source, T 16, R 11, 
southwest part; direction, east; mouth, Allagash River, T 16, R 11, 
W. E. L. S. ; tributaries, several small streams ; tributary to Alla- 
gash River, St. John River. 

TWIN LAKE, T 9, R 12, W. E. L. S., Piscataquis County ; inlets, outlet 
of Qiff Lake and small streams; outlet, Churchill Lake, Allagash 
River, St. John River; area water surface, 0.05 square mile, (S. A. 
map). 

TWO MILE BROOK, Aroostook County; source, T 16, R 14, central 
part; direction, south; mouth, T 15, R 14, W. E. L. S., Big Black 
River; tributaries^ several small streams; tributary to Big Black 
River, St. John River. 

UMCOLCUS LAKE, T 7 and 8, R 5, T 7 and 8, R 6, W. E. L. S., 
Aroostook and Penobscot counties; inlets, several small streams; 
outlet, Umcolcus Stream, Aroostook River, St. John River; ar^.a 
water surface, 1.65 square miles, (S. A. map). 
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UMCOLCUS STREAM, Penobscot and Aroostook counties; source, 
Umcolcus Lake, T 8, R 5, W. E. L. S. ; direction, north, northwest; 
mouth, Aroostook River, Oxbow; tributaries, Umcolcus Lake and 
small streams; tributary to Aroostook River, St. John River; drain- 
age area at mouth, 69 sq. m. 

UMSASKIS LAKE, Ts 10 and n, R 13, W. E. L. S., Piscataquis and 
Aroostook counties; inlets, Allagash River and small streams; outlet, 
Allagash River, St. John River; see hong Lake. 

UPPER LAKE, T 10, R 10 and 11, Piscataquis County; inlets, short 
streams; outlet. Elbow Lake, Mule Brook, Hudson Brook, Moose- 
!euk Stream, Aroostook River, St. John River; area water sur- 
face, 0.21 square mile, (S. A. map). 

VIOLET POND, T 17, R 3, W. E. L. S., Aroostook County; outlet, 
Violette Stream, St. John River; area water surface, 0.08 square 
mile, (S. A. map). 

VIOLETTE BROOK, Aroostook County; source, Cyr, west part; 
direction, northeast; mouth, Violette Stream, Van Buren; tributary, 
small stream; tributary to Violette Stream, St. John River. 

VIOLETTE STREAM, Aroostook County; source, Violette Pond, 
T 17, R 3, W. E. L. S. ; direction, east; mouth, St. John River at 
Van Buren; tributaries, Violette Pond, Violette Brook, and small 
streams; tributary to St. John River. 

WALKER BROOK, Aroostook County; source, T 17, R 12, east part, 
W. E. L. S. ; direction, east; mouth, St. John River, T 17, R 11, 
W. E. L. S. ; tributary to St. John River. 

WALLAGRASS LAKE, Eagle Lake PI., Aroostook County; inlets, 
several small streams; outlet, Wallagrass Stream, Fish River, St. 
John River; area water surface, 0.17 square mile, (R & C atlas). 

WALLAGRASS STREAM, Aroostook County; source, pond in St. 
John ; direction, east, northeast ; mouth. Fish River in Wallagrass ; 
tributaries, several streams and small ponds ; tributary to Fish 
River, St. John River; drainage area at mouth, 69 sq. m. 

WEBSTER BROOK, Aroostook County; source, T 12, R 7, east part; 
direction, east; mouth, Little Machias Stream, Nashville; tribu- 
taries, several small streams on south; tributary to Little Machias 
Stream, Aroostook River, St. John River. 

WEBSTER BROOK, Aroostook County; source, T B, R 2, northwest 
part: direction, south; mouth, T B, R 2, W. E. L. S., Letter B 
Branch; tributaries, several small streams; tributary to Letter 3 
Branch, Meduxnekeag River, St. John River. 

WEEKS BROOK, Aroostook County ; source, T 10, R 8, W. E. L. S., 
north part; direction, northeast; mouth. Big Machias River, T 11, 
R 8, W. E. L. S. ; tril>utaries, small streams at source ; tributary to 
Big Machias River, Aroostook River, St. John River. 

WELLS BROOK, Aroostook County; source, Castle Hill, north part: 
direction, north; mouth, Aroostook River, Castle Hill; tributary to 
Aroostook River, St. John River. 
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WEST BRANCH STREAM, Aroostook County; source, T 8, R 5, 
W. E. L. S., central part; direction, east; mouth, St. Croix Stream, 
T 8, R 4, W. E. L. S. ; tributaries, small streams on south; tribu- 
tary to St. Croix Stream, Aroostook River, St. John River. 

WESTFIELD LAKE, Westfield, Aroostook County ; inlet, short stream 
on north ; outlet into Youngs Brook, Presque Isle River, St. John 
River; area water surface, 0.02 square mile, (G. N. P. Co.). 

WHEELOCK STREAM, Aroostook County; source, St. John, north 
part; direction, northwest; mouth, St. John River in St. John; 
tributary, small stream on south; tributary to St. John River. 

WHITE BROOK, Aroostook County; source, T 13, R 15, north part; 
direction, east; mouth, T 13, R 14, west part, St. John River; tribu- 
taries, several small streams; tributary to St. John River. 

WHITES BROOK, Aroostook County; source, T 14, R 15, south 
part; direction, west; mouth. Depot Stream, T 14, R 15, W. E. L. S. ; 
tributary to Depot Stream, Big Black River, St. John River. 

WHITES POND, T 13, R 15, W. E. L. S., Aroostook County; inlets, 
several small streams; outlet, into St. John River; area water sur- 
face, 0.51 square mile, (S. A. map). 

WHITNEY BROOK, Aroostook County; source, Bridgewater, sou*h 
part; direction, north; mouth, Presque "Isle River in Bridgewater; 
tributaries, few small streams; tributary to Presque Isle River, 
St. John River. 

WHITTAKER BROOK, Aroostook County; source, T 13, R 13, north 
part; direction, south; mouth, Allagash River, T 12, R 13, W. E. 
L. S. ; tributaries, several small streams ; tributary to Allagash 
River, St. John River. 

WOLVERTAN BROOK, Aroostook County; source, Limestone, north- 
west part; direction, southwest; mouth. Little Madawaska River, 
Caribou; tributaries, small streams on north; tributary to Little 
Madawaska River, Aroostook River, St. John River. 

WOODMAN BROOK, Piscataquis County; source, T 7, R 12, east 
part; direction, west; mouth, Eagle Lake, T 7, R 12, W. E. L. S. ; 
tributary to Eagle Lake, Allagash River, St. John River. 

YOUNG BROOK, Aroostook County; source, Blaine, east part; direc- 
tion, south; mouth, Presque Isle River, Bridgewater; tributaries, 
small streams; tributary to Presque Isle River, St. John River. 

YOUNGS POND, Westfield, south part, Aroostook County; outlet. 
Young Brook, Presque Isle River, St. John River ; area water surface, 
0.06 square mile, (G. N. P. Co.). 



54 STATE WATER STORAGE COMMISSION. 



ST. CROIX RIVER BASIN. 



AMAZON BROOK, Washington County; source, Talmadge, south- 
west part; direction, southeast, east; mouth. West Branch Mus- 
quash Stream, T 3, R i, T. S. ; tributaries, West Branch Amazon 
Brook; tributary to West Branch Musquash Stream, Big Lake, Long 
Lake, Leweys Lake, West Branch St. Croix River. 

BEAVER BROOK, Washington County; source, Codyville, northern 
part; direction, south, southeast; mouth, Tomah Stream. Codjrville; 
tributary to Tomah Stream, West Branch St. Croix River. 

BEAVER LAKE, Calais, Washington County; outlet by short stpeam 
through Flowed Land Pond to St. Croix River; area water surface, 
0.21 square mile, (C. Atlas). 

BERRY BROOK, Washington County; source, Indian Town, north 
part; direction, south, east; mouth, Tomah Stream, T i, R i, T. S. ; 
tributary to Tomah Stream, West Branch St. Croix River. 

BIG LAKE, Ts 21 an-d 27 E. D., T 3, R i, T. S. and Indian Town, 
Washington County; inlets, Bonney Brook, Grand Lake Stream, 
Musquash Stream, Clifford Stream, Little River, Scott Brook and 
unnamed streams; outlet. Long Lake, Leweys Lake, West Branch 
St. Croix River; area water surface, 16.28 square miles, (S. A. 
map) ; elevation 204 ft. ; present storage 5 ft., 2,269,300,000 cu. ft. 

BONNEY BROOK, Washington County; source, central part T 3, R i, 
T. S. ; direction, southeast ; mouth, Big Lake, T 3, R i, T. S. ; tribu- 
tary. Grand Lake ; tributary to Big Lake, Long Lake, Leweys Lake, 
West Branch St. Croix River. 

BOTTLE LAKE, T 4, R i, N. B. P. P., Penobscot County; inlet, 
stream from north; outlet by short stream through Keg Lake to 
Junior Lake, Pocumcus Lake, Grand Lake, Grand Lake Stream, Big 
Lake, Long Lake, Leweys Lake, West Branch St. Croix River; 
area water surface, 0.40 square mile, (S. A. map). 

BOYCE STREAM, Penobscot County; source, Carroll, central part; 
direction, southwest, south; mouth, unnamed lake north of Junior 
Lake, Whitney; tributary to unnamed lake. Junior Lake, Pocumcus 
Lake, Grand Lake, Grand Lake Stream, Big Lake, Long Lake, 
Leweys Lake, West Branch St. Croix River. 

BRACKETT LAKE, Weston, Aroostook County; inlet, outlet Long- 
fellow Lake; outlet, Grand Lake, Spednic Lake, St. Croix River; 
area water surface, 1.05 square miles, (R & C atlas.) 
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CHAIN LAKE, FIRST, T 5, N. D., Washington County; inlet, out- 
let of Second Chain Lake; outlet, short stream to Sysladobsis Lak<', 
Pocumcus Lake, Grand Lake, Grand Lake Stream, Big Lake, Long 
Lake, Leweys Lake, West Branch St. CtxDix River; area water sur- 
face, 0.28 square mile, (S. A. map) ; present storage 4 ft., 31,224,000 
cubic feet. 

CHAIN LAKE, SECOND, T 4, N. D., Hancock County; inlets, out- 
let of Third Chain Lake and short unnamed streams; outlet, by 
short stream through First Chain Lake, Sysladobsis Lake, Pocum- 
cus Lake, Grand Lake, Grand Lake Stream, Big Lake, Long Lako> 
Leweys Lake, West Branch St. Croix River; area water surface^ 
0.53 square mile, (S. A. map) ; present storage, 4 ft, 39,030,000 
cu. ft. ; elev. 329 ft. 

CHAIN LAKE, THIRD, T 4, N. D., Hancock County; inlets, five 
unnamed streams, east, south, and west; outlet, by short stream 
through Second and First Chain lakes, Sysladobsis Lake, Pocumcus 
Lake, Grand Lake, Grand Lake Stream; Big Lake, Long Lake, 
Leweys Lake, West Branch St. Croix River; area water surface, 
1.06 square miles, (S. A. map) ; present storage 4 ft., 118,205,000 
cubic feet; elev. 343 ft. 

CHASE MEADOW BROOK, Washington County; source, Baileyvillc, 
western part; direction, southwest, south; mouth, Wapskahegan 
Brook, Baileyville; tributaries, several unnamed streams from west; 
tributary to Wapskahegan Brook, St. Croix River. 

CLARK BROOK, Aroostook County; source. Amity, eastern part: 
direction, southeast; mouth. Monument Stream in Amity; tributary, 
Springhill Brook; tributary to Monimient Stream, North Pond, 
Grand and Spednic lakes, St. Croix River. 

CLIFFORD LAKE, T 26 and 27 E. D., Washington County; inlets, 
two streams from south; outlet, Clifford Stream, Big Lake, Long 
Lake, Leweys Lake, St. Croix River, West Branch; area water 
surface 2.24 square miles, (S. A. map) ; present storage 5 ft., 312,- 
238,000 cubic feet. 

CLIFFORD STREAM, Washington County; source, Clifford Lake, T 
26, E. D. ; direction, northeast; mouth, Big Lake, T 21, E. D. ; 
tributary, Clifford Lake; tributary to Big Lake, Long Lake, Leweys 
Lake, West Branch St. Croix River. 

CONIC LAKE, Baring, Washington County; outlet, Conic Stream, St. 
Croix River; area water surface, 0.06 square mile, (C. atlas). 

CONIC STREAM, Washington County; source. Conic Lake, Baring; 
direction, north; mouth, St. Croix River, Baring; tributary. Conic 
Lake; tributary to St. Croix River. 

DAGGETT BROOK, Aroostook County; source. Amity, southeast 
part; direction, southeast, south; mouth, Greenleaf Brook in Amity; 
■ tributary to Greenleaf Brook, Monument Stream, North Pond, 
Grand and Spednic lakes, St. Croix River. 
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DUCK POND, T 4, R I, N. B. P. P., Penobscot County; inlets, Get- 
chell Brook, Lowell Brook; outlet, by short stream to Junior Lake, 
Pocumcus Lake, Grand Lake, Big Lake, Long Lake, Leweys Lake, 
West Branch St. Croix River; area water surface, 0.34 square 
mile, (S. A, map) ; present storage 4 ft., 37,915,000 cu. ft. 
EASTERN LAKE, Robbinston, Washington County ; inlet, short stream 
from north; outlet, by two short streams into St. Croix River; 
area water surface, 0.07 square mile, (C atlas). 
ENOCH BROOK, Washington County; source, T i, R 2, T. S., south- 
west part; direction, southeast; mouth, St. Croix River, T i, R i, 
T. S. ; tributary, short unnamed stream from north ; tributary to St. 
Croix River. 
FARROW LAKE, Topsfield, Washington County; inlets, two streams 
from north and west; outlet, " stream on south flowing into East 
Branch Musquash Stream, Big Lake, Long Lake, Leweys Lake, 
West Branch St. Croix River, area water surface, 0.50 square mile, 
(C. atlas) ; present storage, 4 ft., 55,757,ooo cu. ft. 
FLIPPER CREEK POND, Talmadge and Waite, Washington County; 
outlet, by Flipper Creek to East Branch Musquash Stream, Big 
Lake, Long Lake, Leweys Lake, West Branch St. Croix River; 
area water surface, 0.15 square mile, (C. atlas). 
FLOWED LAND POND, Calais, Washington County; inlet, outlet of 
Beaver Lake; outlet, by unnamed stream to St. Croix River; area 
water surface, 0.23 square mile, (C. atlas). 
GEORGE BROOK, Washington County; source, Indian ToVvn, northern 
part; direction, south, southeast; mouth. West Branch, St. Croix 
River, Indian Town ; tributary to West Branch St. Croix River. 
GETCHELL BROOK, Penobscot County; source, Carroll, central 
part; direction, south, southeast; mouth. Duck Lake, T 4, R i, N. 
B. P. P. ; tributaries, short unnamed streams ; tributary to Duck Lake, 
Junior Lake, Pocumcus Lake, Grand Lake, Grand Lake Stream, 
Big Lake, Long Lake, Leweys Lake, West Branch St. Croix River. 
GLENDINNING BROOK, Aroostook County; source. Amity, north- 
east part; direction, southeast; mouth, Monument Stream in New 
Brunswick; tributary, Jabe Brook; tributary to Monument Stream, 
North Pond, Grand and Spednic lakes, St. Croix River. 
GOULDING LAKE, Robbinston, Washington County; inlet, short 
stream from north; outlet, short stream on southeast through West- 
ern Lake and unnamed stream to St. Croix River; area water sur- 
face, 0.06 square mile, (C. atlas). 
GRAND LAKE, Forest City, Dan forth and Weston, Aroostook and 
Washington counties and New Brunswick; inlets, outlets Longfellow 
Pond, North Pond, Greenland Pond, Sucker Brook Lake, several 
streams from New Brunswick; outlet, short stream to Spednic 
Lake, St. Croix River; area water surface, 23.68 square miles, 
(S. W. S. map) ; present storage 6 ft., 3,960,964,000 cu. ft.; drainaga 
area 146 sq. m. 
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GRAND LAKE, T 5 and 6, N. D., T 5 and 6, R i, N. B. P. P., T 3, 
R I, T. S., Washington County; inlets, outlet of Pocumcus Lake 
and several small streams; outlet, Grand Lake Stream, Big Lake, 
Long Lake, Leweys Lake, West Branch St. Croix River; area water 
surface, 23.49 square miles, (S. A. map) ; present storage 7 ft, 4,584,- 
043,000 cu. ft. ; drainage area 240 sq. m. 

GRAND LAKE STREAM, Washington County; source. Grand Lake, 
T 3, R I, T. S. ; direction, southeast; mouth Big Lake, T 27, E. D. ; 
tributary. Grand Lake; tributary to Big Lake, Long Lake, Leweys 
Lake, West Branch St. Croix River. 

GREENLEAF BROOK, Aroostook County; source. Amity, south part; 
direction, southeast; mouth. Mountain Stream, Amity; tributary, 
Daggett Brook; tributary to Mountain Stream, Long Pond, Grand 
and Spednic lakes, St. Croix River. 

HORSESHOE LAKE, T 5, N. D. and T 5, R i, N. B. P. P., Penob- 
scot County; outlet by short stream to Junior Lake, Pocumcus Lak-, 
Grand Lake, Big Lake, Long Lake, Leweys Lake, West Branch St. 
Croix River; area water surface, 0.36 square mile, (S. A. map); 
present storage, 6 ft., 60,217,000 cu. ft. 

HOUND BROOK, Washington County; source. Hound Brook Lake, 
T I, R 2, T. S. ; direction, southeast; mouth, St. Croix River, T t, 
R 2, T. S., tributary, Hound Brook Lake; tributary to St. Croix 
River. 

HOUND BROOK POND, T i, R 2, T. S., Washington County; outlet. 
Hound Brook to St. Croix River ; area water surface, 0.22 square 
mile, (S. A. map). 

HUNTLY BRANCH, Washington County; source, Waite, southwest 
part ; direction, southeast ; mouth. Long Lake, Princeton ; tributary 
to Long Lake, West Branch St. Croix River. 

JABE BROOK, Aroostook County; source. Amity, northeast part; di- 
rection, east; mouth, Glendinning Brook in Amity; tributary to 
Glendinning Brook, Monument Stream, North Pond, Grand and 
Spednic lakes, St. Croix River. 

JIM BROWN BROOK, Washington County; source, Mathson Lake, 
Topsfield, east part; direction, south, southeast; mouth, Tomah 
Stream, Waite; tributaries, several unnamed streams from east; 
tributary to Tomah Stream, West Branch St. Croix River. 

JUNIOR LAKE, T 5, N. D., T 4 and 5, R i, N. B. P. P., Penobscot 
County; inlets, outlet of Bottle Lake, Duck Lake, Scraggly Lake, 
Horseshoe Lake; outlet by short stream to Pocumcus Lake, Grand 
Lake, Big Lake, Long Lake, Leweys Lake, West Branch St. Croix 
River; area water surface 5.68 square miles, (S. A. map); present 
storage 6 ft, 950,096,000 cubic feet; drainage area 85 square miles. 

KEG LAKE, T 4, R i, N. B. P. P., Penobscot County; inlets, short 
streams on south and northwest and outlet of Bottle Lake; outlet 
by short stream to Junior Lake, Pocumcus Lake, Grand Lake, Big 
Lake, Long Lake, Leweys Lake, West Branch St. Croix River; 
area water surface, 0.34 square mile, (S. A. map). 
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KENNEBEC BROOK, Washington County; source, Waite, southvast 
part; direction, southeast, south, southwest; mouth, Tomah Stream, 
Indian Town; tributary to Tomah Stream, West Branch St. Croix 
River. 

LAMBERT LAKE, T i, R 3, T. S. and T 11, R 3, N. B. P. P., Wash- 
ington County; inlet, short stream from north; outlet by Scotts 
Brook to St. Croix River; area water surface, 0.54 square mile, (S. A. 
map). 

LEWEYS LAKE, Indiati Township and Princeton, Washington Coun- 
ty; inlets, outlet of Long Lake, HJadley Brook; outlet, St. Croix 
River, West Branch; area water surface, 0.66 square mile, (S. A.. 
map) ; present storage 5 ft., 9i,999,ooo cu. ft. ; elev. 204 ft. 

LITTLE RIVER, Washington County; source, pond in T 6, N. D. 
and T 43 M. D. on town line; direction, southeast; mouth. Big 
Lake, T 27, E. D. ; tributaries, small pond and stream ; tributary 
to Big Lake, Long Lake, Leweys Lake, W"est Branch St. Croix 
River. 

LITTLE RIVER LAKE, T 43, M. D., northeastern part, Washington 
County ; inlet, short stream on north ; outlet into Little River, Big 
Lake. Long Lake, Leweys Lake, West Branch St. Croix River; area 
water surface, 0.30 square mile, (S. A. map). 

LOMBARD LAKE, T 4, R i, N. B. P. P., Penobscot County; inlets, 
outlet of small lake on east and short stream on north; outlet, 
through Sysladobsissis, Grand, Big lakes, West Branch St. Croix 
River; area water surface, 0.16 square mile, (S. A. map) ; elev, 4(39 
ft. 

LONG LAKE, Indian Township and Princeton, Washington County; 
inlet, outlet of Big Lake; outlet, Leweys Lake, St. Croix River, 
West Branch; area water surface, 0.93 square mile, (S. A. map); 
present storage, 5 ft., 129,635,000 cu. ft. ; elev. 204 ft. 

LONGFELLOW LAKE, Weston, Aroostook County; inlet, unnamed 
stream from northwest; outlet by short stream into Brackett Lake, 
Grand Lake, Spednic Lake, St. Croix River; area water surface 
0.38 square mile, (R & C atlas). 

LOWELL BROOK, Penobscot County; source lake in Carroll and 
Springfield; direction, south, southeast; mouth. Duck Lake, T 4, R 
I, N. B. P. P. ; tributaries, several short streams ; tributary to Duck 
Lake, Junior Lake, Pocumcus Lake, Grand Lake, Big Lake, West 
Branch St. Croix River. 

MAGURREWOCK LAKE, EAST, Calais, Washington County; inlets, 
two unnamed streams on south; outlet, small stream to Vose Lake, 
St. Croix River; area water surface, 1.35 square miles, (C. atlas). 

MAGURREWOCK LAKE, WEST, Calais and Robbinston, Washing- 
ton County; inlets, several small streams on east, south and west; 
outlet small stream north to St. Croix River; area water surface, 
1. 13 square mile, (C. atlas). 
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MATHSON LAKE, Topsfield, Washington County; outlet, short 
stream to Jim Brown Brook, Tomah Stream, West Branch St. 
Croix River; area water surface, o.io square mile, (C. atlas). 

MILL PRIVILEGE LAKE, T 5, R i, N. B. P. P, north of Junior 
Lake, Penobscot County; outlet, Junior, Pocumcus, Grand, Big, 
Long, Leweys lakes, West Branch St. Croix River; area water sur- 
face, 0.05 square mile, (S. A. map). 

MILLBERRY BROOK, Washington County; source, T i, R 2, T. S., 
northwest part; direction, south, southeast; mouth, St. Croix River, 
T I, R I, T. S. ; tributary, short stream from west; tributary to St. 
Croix River. 

MONEYMAKERS LAKE, Robbinston, Washington County; outlet, 
short stream into East Magurrewock Lake and unnamed stream to 
St. Croix River; area water surface, 0.07 square mile, (C. atlas). 

MONUMENT STREAM, Aroostook County; source, Cary'and Amity, 
eastern part; direction, southeast, southwest, southeast; mouth, 
north pond in Orient; tributaries, Glendinning Brook, Moose Brook, 
Clark Brook, Williams Brook, Greenleaf Brook; tributary to North 
Pond, Grand and Spednic lakes, St. Croix River; drainage area at 
mouth, 37 sq. m. 

MOOSE BROOK, Aroostook County; source. Amity, eastern pare; 
direction, east, southeast ; mouth. Monument Stream ; tributary to 
Monument Stream, North Pond, Grand and Spednic lakes, St. 
Croix River. 

MUNROE LAKE, T 43, M. D., Washington County; inlet, short 
stream on south ; outlet, Munroe Brook, Little River, West Branch 
St. Croix River; area water surface, 0.08 square mile, (S. A. map). 

MUSQUASH LAKE, T Z7, M. D., Washington County; inlet, short 
stream from west; outlet. Musquash Stream, St. Croix River; area 
water surface, 0.12 square mile, (S. A. map). 

MUSQUASH LAKE, Topsfield, Washington County; inlets, unnamed 
streams on north, south and west; outlet by unnamed stream on 
southeast. East Branch Musquash Stream, Big Lake, Long Lake, 
Leweys Lake, West Branch St. Croix River; area water surface, 
1.32 square miles, (C. atlas) ; present storage 7 ft., 257,596,000 cu. ft. 

MUSQUASH LAKE, WEST, Talmadge, T 6, R i, N. B. P. P., Wash- 
ington County; inlet, short stream from north; outlet, West Branch 
Musquash Stream, Big Lake, Long Lake, Leweys Lake, West 
Branch St. Croix River; area water surface, 3.35 square miles, 
(C. atlas) ; present storage, 4 ft., 373,57i,ooo cu. ft. 

MUSQUASH STREAM, Washington County; source, Hinkley, cen- 
tral part; direction, southeast; mouth. Big Lake, T 3, R i, T. S.; 
tributaries, Flipper Creek, East and West branches Musquash 
Stream; tributary to Big Lake, Long Lake, Leweys Lake, West 
Branch St. Croix River. 

MUSQUASH STREAM, Washington County; source, central part, 
T 27, E. D. ; direction, northeast; mouth, Big Lake, T 27 E. D. ; 
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tributaries. Smith Brook, Big and Little Walamontage streams; 
tributary to Big, Long, Leweys lakes. West Branch St. Croix River. 

MUSQUASH STREAM, East Branch, Washington County; source, 
Musquash Lake, Topsfield; direction, south, southeast; mouth. 
Musquash Stream, T 3, T i, T. S. ; tributaries, Musquash Lake and 
several unnamed streams on east and west; tributary to Musquash 
Stream, Big, Long, Leweys lakes, West Branch St. Croix River. 

MUSQUASH STREAM, West Branch, Washington County; source, 
West Musquash Lake, Talmadge; direction, southeast; mouth. 
Musquash Stream, T 3, R i, T. S. ; tributaries, Amazon Brook on 
west and unnamed stream on east; tributary to Musquash Stream, 
Big, Long, Leweys lakes, West Branch St. Croix River. 

NORWAY LAKE, T 5, R i, N. B. P. P., Penobscot County; outlet, 
short stream into Pocumcus Lake, Grand Lake, Big Lake, Long 
Lake, Leweys Lake, West Branch St. Croix River; area water sur- 
face, 0.04 square mile, (S. A. map). 

OXBRCMDK LAKES, T 6, N. D., T 6, R i, N. B. P. P. and Talmadge. 
Washington County; outlet into Grand, Big, Long, Leweys lakes. 
West Branch St. Croix River; area water surface, 1.09 square mile; 
(S. A. map and C. atlas) ; present storage, 3 ft., 91,162,000 cu. ft. 

PLEASANT LAKE, T 6, R i, T 7, R 2, N. B. P. P., Washington 
County; inlets, several small streams on north; outlet, Scraggly 
Lake, Junior Lake, Pocumcus Lake, Grand Lake, Big Lake, Long 
Lake, Leweys Lake, West Branch St. Croix River; area water sur- 
face, 2.20 square miles, (S. A. map) ; present storage 4 ft., 245,330,- 
000 cu. ft. 

POCUMCUS LAKE, T 5 and 6 N. D., Washington County; inlets, 
Sysladobsis and Wabasses lakes; outlet, Grand, Big, Long, Leweys 
lakes. West Branch St. Croix River; area water surface, 3.44 
square miles; present storage, 7 ft, 671,312,000 cu. ft; drainage 
area 182 sq. m. 

POND, Calais, near Red Beach Village, Washington County; inlet, 
outlet of Flowed Land Pond on northwest; outlet, stream on south- 
east to St Croix River; area water surface, 0.05 square mile, (C 
atlas). 

POND, Eaton, south part, Washington County; inlet, short stream 
from south; outlet, by short stream into Grand Lake, Spednic 
Lake, St Croix River; area water surface, 0.13 square mile, (C. 
atlas). 

POND, Springifield and Carrol, Penobscot County; outlet, Lowell 
Brook, Duck, Junior, Pocumcus, Grand, Big, Long, Leweys lakes, 
West Branch St. Croix River; area water surface, 0.16 square 
mile, (C & C atlas). 
POND, Talmadge, northwestern corner (lower), Washington County; 
inlet, outlet of pond on east; outlet, short stream to Musquash 
Lake, East Branch Musquash Stream, Big, Long, Leweys lakes, 
West Branch, St Croix River; area water surface, 0.05 square mile 
C. atlas). 
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POND, Talmadge, northwestern corner (upper), Washington County; 
outlet, short stream through unnamed pond to Musquash Lake, 
East Branch Musquash Stream, Big, Long, Leweys lakes, West 
Branch St. Croix River; area water surface, 0.08 square mile, (C. 
atlas). 

POND, Weston, west of Grand Lake, Aroostook County; inlet, short 
stream from west; outlet, by unnamed stream on east to Longfellow 
Lake, Brackett Lake, Grand Lake, Spednic Lake, St. Croix River; 
area water surface, 0.09 square mile, (R & C atlas). 

POND, T 3, R I, T. S., Washington County; outlet, West Branch 
Amazon Brook, West Branch Musquash Stream, Big, Long, Leweys 
lakes. West Branch St. Croix River; area water surface, 0.02 
square mile, (S. A. map). 

POND, T 3, R I, T. S., Washington County; inlets, east and we^^t 
branches Musquash Stream; outlet, Musquash Stream, Big, Long, 
Leweys lakes. West Branch St. Croix River ; area water surface, 0.22 
square mile, (S. A. map). 

POND, T 3, R I, T. S., Washington County; inlet, unnamed stream 
from northwest; outlet by short stream into Big Lake, Long Lake, 
Leweys Lake, West Branch St. Croix River; area water surface, 
0.04 square mile, (S. A. map). 

POND, T 3, R I, T. S., Washington County; inlet, Bonney Brook; 
outlet, Bonney Brook, Big, Long, Leweys lakes, West Branch St. 
Croix River; area water surface, 0.05 square mile, (S. A. map). 

POND, T 6, R I, N. B. P. P., i mile north of Grand Lake, Washing- 
ton County; inlet, short stream from northeast; outlet, unnamed 
stream to Grand, Big, Long, Leweys lakes, West Branch St. Croix 
River; area water surface, 0.08 square mile, (S. A. map). 

POND, T 6, R I, N. B. P. P., i mile north of Grand Lake, Washing- 
ton County; outlet by short stream through unnamed lake to Grand 
Lake, Big Lake, Long Lake, Leweys Lake, West Branch St. Croix 
River; area water surface, 0.005 square mile, (S. A. map). 

POND, T II, R 3, N. B. P. P., Washington County; outlet by un- 
named stream into Tomah Stream, West Branch St. Croix River; 
area water surface, 0.02 square mile, (S. A. map). 

POND, T 37, M. D., north of Musquash Lake, Washington County; 
outlet. Little Musquash Stream, Big, Long, Leweys lakes. West 
Branch St. Croix River; area water surface, o.oi square mile, (S. A. 
map). 

POND, 26, E. D., Washington County; outlet into Clifford Lake, 
Clifford Stream, Big, Long, Leweys lakes. West Branch St. Croix 
River; area water surface, 0.05 square mile, (S. A. map). 

PUG LAKE, T 5, R I, N. B. P. P., Penobscot County; outlet, short 
stream to Sysladoibsis Lake, Grand, Big, Long, Leweys lakes. West 
Branch St. Croix River; area water surface, 0.06 square mile, 
(S. A. map) ; elev. 400 ft. 
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RAND LAKE, Robbinston, Washington County; inlet, short stream 
from southwest; outlet, short stream to East Magurrewock Lake 
and unnamed stream through Vose Lake, St. Croix River; area 
water surface, 0.06 square mile, (C. atlas). 

ROUND POND, Calais and Robbinston, Washington County; outlet, 
short stream to St. Croix River; area water surface, ao5 square 
mile, (C. atlas). 

ST. CROIX RIVER, Washington County; source. Grand and Spednic 
lakes. Forest City, Ts 10 and 11, R 3 and New Brunswick; direc- 
tion, south and southeast; mouth, Passamaquoddy Bay, Atlantic 
Ocean; tributaries, several small streams from west and several 
from New Brunswick on the east, West Branch St. Croix River: 
Drainage area at Forest City, 146 sq. m. ; at Vanceboro, 448 sq. m. ; 
at Little Falls, 468 sq. m. ; above Canoose Rips, 512 sq. m. ; above 
mouth West Branch, 644 sq. m. ; below mouth West Br. Grand 
Falls, 1,320 sq. m. ; at Woodland, 1,380 sq. m. ; at Baring, 1,390 sq. 
m. ; at Calais 1,470 sq. m. 

ST. CROIX RIVER, WEST BRANCH, Washington County; source, 
Big Lake, Long Lake, Leweys Lake; direction, east and northeast; 
mouth, St. Croix River, T i, R i, T. S. ; tributaries, Tomah Stream, 
George Brook, Huntley Branch, Musquash Stream, Grand Lake 
Stream, Little River, Musquash Stream, Clifford Stream, Scott 
Brook; tributary to St. Croix River: Drainage area at outlet 
Junior Lake, 85 sq. m. ; at outlet Pocumcus Lake, 182 sq. m. ; at 
outlet Grand Lake, 240 sq. m. ; at Princeton, 496 sq. m. ; at Bailey- 
ville gaging station, 506 sq. m. ; below mouth Tomah Stream, 667 
sq. m. ; at mouth, 674 sq. m. 

SCOTT BROOK, Washington County; source, T 21, E. D., south- 
west part; direction, west, northeast; mouth. Big Lake, T 21, E. D. : 
tributary, short unnamed stream from south; tributary to Big, 
Long, Leweys lakes, West Branch St. Croix River. 

SCOTT BROOK, Washington County; source, T 11, R 3, N. B. P. P., 
central part; direction, south, southeast; mouth, St. Croix River, 
T I, R 3, T. S. ; tributary, Lambert Lake; tributary to St. Croix 
River. 

SCRAGGLEY LAKE, T 5, and 6, R i, N. B. P. P., Penobscot and 
Washington counties; inlets, outlet of Pleasant Lake and unnamed 
stream from south; outlet. Junior Lake, Pocumcus, Grand, Big, 
Long, Leweys lakes, West Branch St. Croix River; area water 
surface, 2.08 square miles, (S. A. map) ; present storage 6 ft., 
347,923,000 cu. ft. 

SHATTUCK LAKE, Calais, Washington County; outlet by unnamed 
stream to St. Croix River; area water surface, 0.18 square mile, 
(C. atlas). 

SHAW LAKE, Ts 5 and 6, R i, N. B. P. P., Washington County; 
inlet, small stream from north; outlet, Scraggly, Junior, Pocumcus. 
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Grand, Big, Long, Leweys lakes, West Branch St. Croix River; 
area water surface, 0.33 square mile, (S. A. map). 

SIMSQUASH BROOK, Washington County; source, Simsquash Lake, 
T. I, R 3, T. S. ; direction, southeast; mouth, St. Croix River, T i, 
R 2, T. S. ; tributary, Simsquash Lake ; tributary to St. Croix River. 

SIMSQUASH LAKE, T i, R 3, T. S., Washington County; outlet, 
Simsquash Stream to St. Croix River; area water surface, 0.18 
square mile, (S. A. map). 

SMITH BROOK, Washington County; source, small lake in north 
part T yj, M. D. ; direction, southeast, northeast, east; mouth, Mus- 
quash Stream, T 27, E. D.; tributary, small lake; tributary to 
Musquash Stream, Big, Long, Leweys lakes. West Branch St. Croix 
River. 

SPEDNIC LAKE, Forest, Forest City, T 11, R 3, N. B. P. P., and 
Vanceboro, Washington County and New Brunswick; inlets. Grand 
Lake on northwest and several large streams from New Brunswick; 
outlet, St. Croix River; area water surface, 22.84 square miles, 
(S. W. S. map); present storage 13.5 ft, 8,596,023,000 cubic feet; 
drainage area 448 sq. m. 

SPRINGKILL BROOK, Aroostook County; source. Amity, east part; 
direction, southeast; mouth, Clark Brook in Amity; tributary to 
Clark Brook, Monument Stream, North Pond, Grand and Spednic 
lakes, St. Croix River. 

SUCKER BROOK LAKE, Weston and Eaton, Aroostook and Wash- 
ington counties ; inlet, shx>rt stream from south ; outlet, short 
stream from north into Grand Lake, Spednic lake, St. Croix River; 
area water surface, 0.40 square mile, (R & C atlas). 

SYSLADOBSIS LAKE, T 5, N. D., T 4, R i, N. B. P. P., Penobscot 
and Washington counties; inlets, outlet of Sysladobsis Lake and 
outlet of First Chain Lake; outlet, Pocumcus Lake, Grand Lake, 
Grand Lake Stream, Big Lake, Long Lake, Leweys Lake, West 
Branch St, Croix River; area water surface, 9.86 square miles, 
(S. A. map); present storage 8 ft, 2,199,049,000 cu. ft.; elev. 301 
ft. ; drainage area 59 sq. m. 

SYSLADOBSISSIS LAKE, T 4, R i, N. B. P. P., Penobscot County; 
inlet, outlet of Lambert Lake; outlet, short stream to Sysladobsis, 
Pocumcus, Grand, Big, Long, Leweys lakes. West Branch St. Croix 
River; area water surface, 1.90 square miles, (S. A. map); present 
storage 3 ft, 158,907,000 cu. ft. ; elev. 341 ft. ; drainage area 17 sq. m. 

TOMAH POND, upper, T 10, R 3, N. B. P. P., two miles north of 
Forest Station, Washington County; outlet, short stream, through 
Lower Tomah Pond, West Branch Tomah Stream, West Branch 
St. Croix River; area water surface, 0.04 square mile, (S. A. map). 

TOMAH POND, lower, T 10, R 3, N. B. P. P., near Forest Station, 
Washington County; inlet, outlet of Upper Tomah Pond; outlet, 
West Branch Tomah Stream, West Branch St Croix River; area 
water surface, 0.03 square mile, (S. A. map). 
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TOM AH LAKE, LITTLE, Topsfield, and T 9, R 2, (Codyville), 
Washington County; outlet short stream into Tomah Stream, West 
Branch St. Croix River; area water surface, 0.30 square mile, (C. 
atlas). 

TOMAH STREAM, Washington County; source, T 10, R 3, N. B. P. 
P., northwest part; direction, south, southeast; mouth, West 
Branch St. Croix River, T i, R i, T. S. ; tributaries, Beaver Brook, 
Little Tomah Stream, Brooms Brook, Kennebec Brook, Berry- 
Brook; tributary tx) West Branch St. Croix River; drainage area 
at mouth 161 sq. m. 

TOMAH STREAM, LITTLE, Washington County; source, Littl:^ 
Tomah Lake, Topsfield and Codyville; direction, east, southeast; 
mouth, Tomah Stream, Codyville; tributaries, Little Tomah Lake, 
short stream from north; tributary to Tomah Stream, West Branch 
St. Croix River. 

VOSE LAKE, Calais, Washington County; inlet, outlet of Magurre- 
wock Lake on east; outlet, short stream to St. Croix River; area 
water surface, 0.14 square mile, (C. atlas). 

WABASSES LAKE, T 43, M. D., Ts 5 and 6 N. D., Washington 
County; outlet into Pocumcus, Grand, Big, Long, Leweys lakes, St. 
Croix River, West Branch; area water surface, 1.94 square miles> 
(S. A. map). 

WALAMONTAGE STREAM, BIG, Washington County; source, 
small lake in northwest part T 26, E. D. ; direction, north, north- 
east; mouth, Musquash Stream, T 27, E. D. ; tributary, small lake; 
tributary to Musquash Stream, Big, Long, Leweys lakes. West 
Branch St. Croix River. 

WALAMONTAGE STREAM, LITTLE, Washington County; source, 
T 27, E. D., south part; direction, north northwest; mouth, Mus- 
quash Stream, T 27 E. D. ; tributary to Misquash Stream, Big, 
Long, Leweys lakes. West Branch St. s^^roix River. 

WAPSKAHEGAN BROOK, Washington County; source. Chase 
Meadow Brook, Baileyville; direction, east, south, east; mouth, St 
Croix River, Baileyville; tributaries. Chase Meadow Brook and 
short unnamed streams; tributary to St. Croix River. 

WESTERN LAKE, Robbinston, Washington County; inlets, three 
short streams from north; outlet, short stream on south to St. 
Croix River; area water surface, 0.13 square mile, (C. atlas). 

WILLIAMS BROOK, Aroostook County; source, Amity, southeast 
part; direction, southeast; mouth. Monument Stream, Amity; tribu- 
tary to Monument Stream, North Pond, Grand and Spednic lakes, 
St. Croix River. 
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COASTAL BASIN NO. i. 

BOYDEN LAKE, Perry, Washington County; inlets, unnamed 
sreams on east and west; outlet, Little River; area water surface^ 
3.15 square miles, (C. atlas) ; present storage 4 ft., 351,268,000 cu. ft. 

CATHANCE LAKE, Cooper and T 14, E. D., Washington County; 
inlet, short stream from north; outlet, Cathance River on south; 
area water surface, 5.37 square miles, (C. atlas) ; present storage 
6 ft., 898,242,000 cu. ft. ; drainage area 24 sq. m. 

CATHANCE LAKE, LITTLE, T 14, E. D., Washington County ; outlet, 
short stream to Cathance River; area water surface, 0.29 square 
mile, (S. A. map). 

CATHANCE RIVER, Washington County; source, Cathance Lake, 
Cooper and T 14 E. D. ; direction, southeast and east; mouth, Cobs- 
cook Bay, Dennysville; tributaries, Cathance Lake and outlet Little 
Cathance Lake; tributary to Cobscook Bay, Atlantic Ocean; drain- 
age area at outlet Cathance Lake, 24 sq. m. ; at mouth, 39 sq. m. 

COALBLACK LAKE, Charlotte, Washington County; outlet, short 
stream to Pemaquam Lake, Pemaquam River; area water surface, 
0.03 square mile, (C. atlas). 

DENNYS RIVER, Washington County; source, Meddybemps Lake, 
Meddybemps and Baileyville; direction, southwest; mouth. Cobs- 
cook Bay, Dennysville; tributaries, Meddybemps Lake and unnamed 
streams; tributary to Cobscook Bay, Atlantic Ocean; drainage area 
at outlet Meddybemps Lake, 55 sq. m. ; at mouth, 94 sq. m. 

EDMUNDS POND, Edmunds, Washington County; outlet, Little 
Falls River; area water surface, 0.18 square mile, (C. atlas). 

HARWOOD LAKE, Alexander, see Pleascmt Lake. 

HOLMES POND, Whiting, Washington County; inlet, outlet of Indian 
Lake; outlet, unnamed stream into Holmes Bay, Atlantic Ocean; 
area water surface, 0.03 square mile, (C. atlas). 

INDIAN LAKE, Whiting, Washington County; outlet, short stream 
through Holmes Pond to Holmes Bay, Atlantic Ocean; area water 
surface, 0.24 square mile, (C. atlas). 

LITTLE LAKE, Whiting, Washington County; outlet, short stream 
to Orange River; area water surface, 0.06 square mile, (C. atlas). 

LITTLE LAKE, Meddybemps and Baring, Washington County; inlet, 
short stream from north; outlet, short stream to Meddybemps Lake, 
Dennys River; area water surface, 0.61 square mile, (C. atlas); 
present storage, 5 ft., 85,029,000 cu. ft. 

LITTLE RIVER, Washington County; source, Boyden Lake, Perry 
and Robbinston ; direction, southeast ; mouth, Passamaquoddy Bay, 
Perry; tributaries, Boyden L^ke apd unnamed streams; tributary 
to Passamaquoddy Bay and Atlantic Ocean; drainage area at 
mouth 15 sq. m. 

LITTLE FALLS RIVER, Washington County ; source, Edmunds Pond, 
Edmunds; direction, northeast, southeast, northeast; mouth, Cobs- 
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cook Bay, Edmunds; tributaries, Edmunds Lake and unnamed 
stream; tributary to Cobscook Bay, Atlantic Ocean; drainage area 
at mouth, i8 sq. m. 

MEADOW BROOK, Washington County; source, Alexander, central 
part; direction, south, southeast; mouth Stevens Stream, Alexander; 
tributary, unnamed stream; tributary to Stevens Stream, Meddy- 
bemps Lake, Dennys River. 

MEDDYBEMPS LAKE, Meddybemps, Baring, Baileyville, Alexander, 
Washington County; inlets, several small streams; outlet, Dennys 
River; area water surface, 12.40 square miles, (C. atlas); present 
storage 7 ft., 2,419,850,000 cu. ft.; drainage area 55 sq. m. 

MOOSEHORN STREAM, Washington County; source, Baring, 
southeast part; direction, southeast; mouth, Pemaquam Lake, Char- 
lotte; tributaries, several unnamed streams on west; tributary to 
Pemaquam Lake, Pemaquam River, Cobscook Bay, Atlantic Ocean. 

ORANGE LAKE, Whiting, Washington County; inlet, outlet of 
Rocky Lake on north and unnamed stream on south; outlet, Orange 
River; area water surface, 0.47 square mile, (C. atlas) ; drainage 
area 28 sq. m. 

ORANGE RIVER, Washington County; source, Marion, east part; 
direction, southeast and east; mouth, Cobscook Bay, Whiting; 
tributaries, small lakes and streams; tributary to Cobscook Bay, 
Atlantic Ocean: drainage area at outlet Rocky Lake, 19 sq. m. ; 
at outlet Orange Lake, 28 sq. m. ; at mouth, 43 sq. m. 

PEMAQUAM LAKE, Charlotte, Washington County; inlets, outlet of 
Round Pond, Moosehorn Stream and unnamed streams; outlet, 
Pemaquam River; area water surface, 1.76 sq. m., (C. atlas) ; present 
storage 4 ft., 196,264,000 cu. ft.; drainage area 30 sq. m. 

PEMAQUAM RIVER, Washington County; source, Pemaquam Lake, 
Charlotte; direction, southeast; mouth, Cobscook Bay, Pembroke; 
tributaries, Pemaquam Lake and unnamed streams; tributary to 
Cobscook Bay, Atlantic Ocean: Drainage area at outlet Pemaquam 
Lake, 30 sq. m.; at mouth, 42 sq. m. 

PENNAMAQUAM LAKE, Charlotte, see Pemaquam Lake. 

PLEASANT LAKE, Alexander, Washington County; inlets, several 
streams from west; outlet, Stevens Stream, Meddybemps Lake, 
Dennys River; area water surface, 0.50 square mile, (C. atlas). 

POND, Baring, Washington County; inlets, unnamed streams on east 
and west; outlet, Moosehorn Stream, Pemaquam Lake, Pemaquam 
River; area water surface, 0.04 square mile, (C. atlas). 

POND, Baring, east part, Washington County; inlet, outlet of pond on 
niorth; outlet, Moosehorn Stream, Pemaquam Lake, Pemaquam 
River; area water surface, 0.02 square mile, (C. atlas). 

POND, Charlotte, Washington County; outlet through unnamed 
Stream and lake to Round Pond, Pemaquam Lake, Pemaquam River; 
area water surface, 0.02 square mile, (C. atlas). 
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POND, Charlotte, Washington County; inlet, outlet of unnamed 
stream; outlet, short stream to Round Pond, Pemaquam Lake, 
Pemaquam River; area water surface, 0.04 square mile, (C. .atlas). 

POND, Dennysville, central part, Washington County; inlet, unnamed 
stream from north ; outlet through two unnamed ponds to Cobs- 
cook Bay, Atlantic Ocean; area water surface, o.oi square mile, (C. 
atlas). 

POND, Dennysville, south central part, Washington County; inlet, 
stream from north; outlet, through unnamed lake and stream to 
Cobscook Bay, Atlantic Ocean; area water surface, 0.05 square 
mile, (C. alas). 

POND, Dennysville, south central part, Washington County; inlet, 
unnamed lake on north; outlet, short stream to Cobscook Bay, At- 
lantic Ocean; area water surface, 0.03 square mile, (C. atlas). 

POND, Denneysville, eastern part, Washington County; outlet, short 
stream to Cobscook Bay, Atlantic Ocean; area water surface, 0.03 
square mile, (C. atlas). 

POND, Edmunds, Washington County; inlet, Cathance River; outlet, 
Cathance River; area water surface, o.io square mile, (C. atlas). 

POND, Marion, northeast part, Washington County; inlet, Cathance 
River on north; outlet, Cathance River, Cobscook Bay; area water 
surface, 0.03 square mile, (C. atlas). 

POND, Marion, southeast part, Washington County; inlets, outlets of 
two ponds; outlet by unnamed stream into Rocky Lake, Orange 
River; area water surface, 0.20 square mile, (C. atlas). 

POND, Marion, east part, Washington County; outlet, short stream 
and pond to Rocky Lake, Orange River; area water surface, 0.07 
square mile, (C. atlas). 

POND, Pembroke, west part, Washington County; outlet, unnamed 
stream to Cobscook Bay, Atlantic Ocean ; area water surface, 0.05 
square mile, (C. atlas). 

POND, Pembroke, north part, Washington County; outlet, short stream 
to Pemaquam River; area water surface, o.io square mile, (C. atlas). 

POND, Pembroke, north part, Washington County; outlet, ,shoit 
stream to Pemaquam River; area water surface, 0.19 square mile, 
(C. atlas). 

POND, Pembroke, central part, Washington County; outlet, short 
stream to Pemaquam River; area water surface, 0.06 square mile, (C. 
atlas). 

POND, T 14, E. D., Washington County; outjet, short stream to 
Dennys River; area water surface, 0.04 square mile, (S. A. map). 

ROARING LAKE, Whiting, Washington County; outlet, short stream 
into Orange River; area water surface, 0.09 square mile, (C. atlas). 

ROCfcY LAKE, Marion and Whiting, Washington County; inlet, 
unnamed stream from northwest; outlet. Orange River; area water 
surface 1.31 square mile, (C. atlas) ; drainage area 19 sq. m. 
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ROUND* POND, Charlotte, Washington County; inlets, several un- 
named streams on north and west; outlet into Pemaquam Lake, 
Pemaquam River; area water surface, 0.56 square mile, (C. atlas; 
present storage, 3 ft., 46,836,000 cu. ft. 

STEVENS STREAM, Washington County; source. Pleasant or Har- 
wood Lake, Alexander; direction, east, southeast; mouth, Meddy- 
bemps Lake, Alexander; tributaries, Harwood Lake, Meadow 
Brook and unnamed streams; tributary to Meddybemps Lake, Den- 
nys River. 

SUNKEN LAKE, Whiting, Washington County; inlet, unnamed 
stream from north; outlet by short stream into Orange Lake, 
Orange River; area water surface, 0.04 square mile, {C. atlas). 
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ALBEE BROOK, Washington County; source, T ^ M. D., south part; 
direction, northeast ; mouth, West Branch Machias River, T 36, M. D. ; 
tributary to West Branch Machias River. 

ALLEN STREAM, Washington County; source, Princeton, west part; 
direction, south; mouth, East Branch Machias River, T 21, E. D. ; 
tributary, short stream on west; tributary to East Branch Machias 
River. 

ARNA BROOK, Washington County; source, unnamed lake in Jones- 
boro, northeast part; direction, northeast; mouth, Dan Hill Brook, 
Jonesboro; tributary, unnamed lake; tributary to Dan Hill Brook, 
Machias River. 

BARROWS LAKE, Alexander, Washington County; inlet, short 
stream from west ; outlet into Love Lake, East Machias River ; area 
water surface, 1.13 square miles, (C. atlas) ; present storage 3 ft.,* 
94,508,000 cubic feet. 

BEAVER DAM BROOK, Washington County; source, Beaver Dam 
Lake, T 26, E. D. ; direction, southeast; mouth. East Machias 
River, Wesley; tributary, Beaver Dam Lake; tributary to East Ma- 
chias River. 

BEAVER DAM LAKE, T 26, E. D., Washington County; outlet, 
Beaver Dam Brook, East Branch Machias River; area water sur- 
face, 0.99 square mile, (S. A. map). 

BEECH HILL BROOK, Washington County; source, pond in south 
part, T 24, M. D.; direction, north; mouth, Mopang River, T 24, 
M. D.; tributary, unnamed pond; tributary to Mopang River, Ma- 
chias River. 

BIG BROOK, Washington County; source, Princeton, east part; di- 
rection, southwest, south; mouth, Pocamoonshire Lake; tributary, 
short stream from north; tributary to Pocamoonshire Lake, East 
Branch Machias River. 
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BOG LAKE, Northfield, Washington County; inlet, outlet of small 
pond; outlet. Bog Stream, New Stream, Old Stream, Machias River; 
area water surface, 1.45 square miles, (C. atlas) ; present storage 
5 ft., 242,543,000 cubic feet. 

BOG STREAM, Washington County; source. Bog Lake, Northfield; 
direction, southeast; mouth, New Stream, Northfield; tributary, 
Bog Lake; tributary to New Stream, Old Stream, Machias River. 

BOWLES BROOK LAKE, T 31, M. D., Washington County; outlet, 
Bowles Brook, Old Stream, Machias River; area water surface, 
0.16 square mile, (S. A. map). 

CHAIN LAKE, FIRST, T 26, E. D. and Wesley, Washington County r 
inlet, outlet of 2nd Chain Lake; outlet Old Stream, Machias River: 
area water surface, 0.53 square mile; (S. A. map and C. atlas); 
present storage 5 ft., 73,878,000 cubic feet. 

CHAIN LAKE, SECOND, T 26, E. D., T 31 and zt, M. D., Washing- 
ton County; inlet, outlet of Third Chain Lake; outlet. First Chain 
Lake, Old Stream, Machias River; area water surface 3.16 square 
miles; (S. A. map) ; present storage 5 ft., 440,479,000 cubic feet. 

CHAIN LAKE, THIRD, T 26, E. D., Washington County ; inlet, outlet 
of unnamed pond; outlet. Second and First Chain lakes. Old 
Stream, Machias River; area water surface, 0.26 square mile, (S. A. 
map) ; present storage S ft., 36,242,000 cubic feet. 

CHAIN LAKE STREAM, Washington County; source. Chain Lake, 
Wesley, T 26, E. D., T ZT, M. D., T 31, M. D.; direction, southwest; 
mouth. Old Stream, T 31, M. D. ; tributaries. Chain Lake and un- 
named lake; tributary to Old Stream, Machias River. 

CLIFFORD BROOK, Washington County; source, T 14, E. D.; di- 
rection, south, southwest; mouth, Gardners Lake, Marion; tributa- 
ries. Rocky Brook and outlet of Patrick Lake; tributary to Gard- 
ners Lake, East Machias River. 

CRANBERRY LAKE, T 30, and T 36, M. D., Washington County: 
outlet. West Branch, Machias River; area water surface, 0.63 
square mile, (S. A. map). 

CRANBERRY POND, lower, T 43, M. D., Washington County; inlet, 
outlet of Upper Cranberry Pond; outlet into Machias Third Lake, 
Machias River; area water surface, 0.05 square mile, (S. A. map). 

CRANBERRY POND, upper, T 43, M. D., Washington County; out- 
let through Lower Cranberry Pond to Machias Third Lake, Machias 
River; area water surface, 0.06 square mile, (S. A. map). 

CRAWFORD LAKE, Crawford and T 21, E. D., Washington County; 
inlets, Huntley Brook and outlet of Mud Lake; outlet. East Machias 
River; area water surface 2.68 square miles, (C. atlas); present 
storage 9 ft., 672,427,000 cubic feet; drainage area, 60 sq. m. 

CROOKED RIVER, Washington County; source, T 30, M. D., north 
part; direction, south, east, north, east; mouth, Machias River, T 30, 
M. D. ; tributaries, outlets of three lakes; tributary to Machias 
River. 
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DAN HILL BROOK, Washington County; source*, Centerville, south- 
east part; direction, east; mouth, Machias River, Whitneyville ; 
tributary, Arna Brook; tributary to Machias River. 

DEAD STREAM, Washington County ; source, T yj, M. D., northwest 
part; direction, southeast; mouth. First Lake, T z'Jy M. D. ; tribu- 
tary to First Lake, Old Stream, Machias River. 

DEAD STREAM, Washington County ; source, T 42, M. D., north part \ 
direction, north; mouth, Machias 4th Lake, T 5, M. D.; tributaries, 
few small streams; tributary to Machias 4th Lake, Machias River. 

EAST BROOK, Washington County; source, Wesley, north part; di- 
rection, south; mouth, New Stream, Wesley; tributary to New 
Stream, Old Stream, Machias River. 

FIRST LAKE, T zy, M. D., Washington County; inlets. Old Stream, 
and Dead Stream; outlet. Old Stream, Machias River; area water 
surface, 0.34 square mile, (S. A. map). . 

FLETCHER BROOK, Washington County; source, T 42, M. D., 
central part; direction, southeast; mouth, Machias River, T yj, 
M. D. ; tribuitaries, Hadrey Brook and outlet of Knox Lake, 
tributary to Machias River. 

FLETCHER BROOK FLOWAGE, T 42, M. D., Washington- County : 
inlet, short stream from north; outlet, Fletcher Brook, Machias 
River; area water surface, o.io square mile, (S. A. map). 

FOURTH LAKE, T 37, M. D., Washington County; inlet, short 
stream on northwest; outlet, Old Stream through 3rd, 2nd and ist 
lakes, Machias River; area water surface, 0.08 square mile, (S. A. 
map). 

GARDNER LAKE, Marion, Washington County; inlets, Clifford 
Brook and unnamed streams; outlet, East Machias River; area 
water surface, 8.4 square miles, (M. I. T.) ; present storage 5 ft., 
1,170,893,000 cubic feet; drainage area 57 sq. m. 

GOOSE POND, T 24, M. D., Washington County; outlet, Mopang 
River, Machias River; area water surface, 0.04 square mile, (S. A. 
map). 

GRASS POND, Washington County; outlet, Mopang River, Machias 
River; area water surface, 0.03 square mile, (S. A. map). 

GREAT BROOK, Washington County; source. Great Brook Lakes in 
Marshfield; direction, northwest, southwest; mouth, Machias River, 
Centerville; tributaries, Great Brook lakes; tributary to Machias 
River. 

GREAT BROOK LAKE, Marshfield, Washington County; inlets, out- 
let of 2nd Great Brook Lake and outlet of Lilly Pond; outlet Great 
Brook, Machias River; area water surface, 0.11 square mile, (C. 
atlas). 

GREAT BROOK LAKE, SECOND, Marshfield, Washington County; 
outlet into Great Brook Lake, Great Brook, Machias River; area 
water surface, 0.17 square mile, (C. atlas). 
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GREEN LAKE, T 35, M. D., Hancock County ; outlet, Sabao Lake, West 
Branch Machias River; area water surface o.ii square mile (S. A. 
map). 

HADLEY BROOK, Washington County; source, T 36, M. D.,^ north 
part; direction, southeast; mouth, Fletcher Brook^ T 36, M. D. ; 
tributary to Fletcher Brook, Machias River. 

HADLEY LAKE, East Machias, Washington County; inlets, East Ma- 
chias River and unnamed stream on east; outlet. East Machias 
River, Machias River; area water surface, 2.80 square miles; (C. 
atlas) ; present storage 5 ft., 390,256,000 cubic feet ; drainage area 
223 square miles. • 

HOLMES BROOK, Washington County; source, T 25, M. D., south- 
east part; direction, southeast; mouth, Machias River, Northfield; 
tributary to Machias River. 

HORSE LAKE, T 37, M. D., Washington County; outlet, Second 
Lake, First Lake, Old Stream, Machias River; area water sur- 
face, 0.04 square mile, (S. A. map). 

HUNTLEY BROOK, Washington County; source, T 21, E. D., south 
part; direction, south; mouth, Crawford Lake, Crawford; tributary 
to Crawford Lake, East Branch Machias River. 

TNGLEY BROOK, Washington County; source, T z^, M. D., central 
part; direction, south; mouth, T z'^y M. D. West Branch Machias 
River; tributary to West Branch Machias River. 

JOE HILL MEADOW BROOK, Washington County; source, Wesley, 
south part; direction, southwest; mouth. New Stream, Northfield; 
tributary to New Stream, Old Stream, Machias River. 

JOSH LAKE, Whiting, Washington County; outlet into Gardners 
Lake, East Machias River; area water surface, 0.06 square mile, 
C. atlas). 

KERWIN BROOK, Washington County; source, T z^* M. D., central 
part ; direction, southeast ; mouth, Machias River, T 36, M. D. ; tribu- 
tary to Machias River. 

KNOX LAKE, T 36, M. D., Washington County ; inlet, short stream 
from northwest; outlet, into Fletcher Brook, Machias River; area 
water surface, 0.12 square mile, (S. A. map). 

LAKE OF THE GREEN ISLE, T 35, M. D., Hancock County; outlet, 
into Sabao Lake, West Branch, Machias River; area water surface, 
0.14 square mile, (S. A. map). 

LEWEY BROOK, Washington Cotmty; source, Princeton, central 
part; direction, south; mouitth, Pocamoonshine Lake, Princeton; 
tributary to Pocamoonshine Lake, East Machias River. 

LIBBY BROOK, Washington County; source. Peaked Mountain Pond; 
direction, north; mouth, Machias River, T 19, M. D. ; tributary. 
Peaked Mountain Pond; tributary to Machias River. 

LILY LAKES, T 30, M. D., Washington County; outlet, Crooked 
River, Machias River; area water surface, 0.12 square mile, (S. A. 
•map). 
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LILY LAKE, Marshfield, Washington County; outlet. Great Brook 
Lake, Great Brook, Machias River; area water surface, 0.04 square 
mile, (C. atlas). 

LONG LAKE, Wesley, Northfield, Ts 18 and 19, E. D., Washington 
County; outlet into Seavey Brook, East Machias River; area water 
surface, 0.90 square mile, (C. atlas) ; present storage, 6 ft., 150,543,- 
000 cubic feet. 

LOVE LAKE, Crawford and T 19, E. D., Washington County; inlet, 
outlet of Barrows Lake; outlet, unnamed stream to East Machias 
River. 

MACHIAS LAKE, T 41, M. D., Hancock County; inlet, unnamed 
stream on east; outlet, through Little Machias Lake, West Branch 
Machias River; area water surface, 0.48 square mile, (S. A. map). 

MACHIAS FIRST LAKE, T 37, M. D., Washington County; inlet, 
Machias River; outlet, Machias River; area water surface, 0.47 
square mile, (S. A. map) ; present storage 5 ft., 76,666,000 cubic 
feet. 

MACHIAS SECOND LAKE, T 37, M. D., Washington County ; inlet, 
Machias River; outlet, Machias River; area water surface, 0.50 
square mile; (S. A. map); present storage 5 ft, 64,120,000 cubic 
feet. 

MACHIAS THIRD LAKE, Ts 42 and 43, M. D. and T 5, N. D., 
Washington County; inlet, Machias River; outlet, Machias River; 
area water surface, 4.45 square miles, (S. A. map) ; present storage 
10 ft., 1,000,835,000 cubic feet; drainage area 71 square miles. 

MACHIAS FOURTH LAKE, Ts 41 and 42, M. D. and T 5 N. D., 
Hancock and Washington counties; inlets, outlet of Machias fifth 
Lake and unnamed stream; outlet, Machias River; area water sur- 
face, 3.41 square miles, (S. A. map) ; present storage 7 ft, 667,409,000 
cubic feet; drainage area 47 sq. m. 

MACHIAS FIFTH LAKE, T 3f>. M. D., Washington County; inlets, 
several unnamed streams; outlet, through Machias Lakes to Ma- 
chias River; area water surface, 1.44 square miles, (S. A. map); 
present storage 7 ft., 519,096,000 cubic feet. 

MACHIAS LAKE, LITTLE, T. 41, M. D., Hancock County; inlet, 
outlet of Machias Lake; outlet. West Branch Machias River; area 
water surface, 0.04 square mile, (S. A. map). 

MACHIAS RIVER, Hancock and Washington counties; source, Ma- 
chias Lakes in T 5, N. D. and Ts ^6 and 42, M. D. ; direction, general 
south and southeast; mouth, Machias Bay, Atlantic Ocean; tribu- 
taries, West Branch, Fletcher Branch, Crooked River, Mopang 
"Stream, Old Stream, East Branch Machias River and several short 
streams on east and west: Drainage area, outlet Machias 4th Lake, 
47 sq. m. ; outlet, Machias 3rd Lake, 71 sq. m. ; above West Branch, 
102 sq. m. ; below West Branch, 152 sq. m. ; above Mopang Stream, 
198 sq. m. ; below Mopang Stream, 256 sq. m. ; above Old Stream, 300 
«q. m. ; below Old Stream, 421 sq. m.; at Whitneyville, 450 sq. m. 
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MACHIAS RIVER, EAST, Washington County; source, Pocamoon-. 
shine Lake, Princeton; direction, south and southeast; mouth, Ma- 
chias River, Machiasport; tributaries, several short streams and 
outlets of several lakes; tributary to Machias River: Drainaj?e 
area, outlet Pocamoonshine Lake, 23 sq. m. ; outlet Crawford Lake, 
60 sq. m. ; above Seavey Brook, 93^ sq. m. ; below Seavey Brook, 114 
sq. m. ; above Love Lake Stream, 119 sq. m. ; below Love Lake 
Stream, 184 sq. m. ; outlet Hadley Lake, 223 sq. m. ; above Gardner 
Lake Stream, 226 sq. m. ; below Gardner Lake Stream, 283 sq. m ; 
at mouth, 286 sq. m. 

MACHIAS RIVER, WEST BRANCH, Washington County; source, 
T 41, M. D., south part ; direction, south,, east, southeast ; mouth, 
Machias River, T 30, M. D. ; tributaries. Otter Brook, Rulliford 
Brook, Sedgley Brook, Albee Brook and several unnamed streams; 
tributary to Machias River; drainage area at mouth, 50 sq. m. 

MARK LONGFELLOW LAKE, Marshfield, Washington County; 
inlets, stream from east and outlet of Six Mile Lake; outlet, by 
unnamed stream to Machias River; area water surface, 0.33 square 
mile, (C. atlas). 

MOPANG LAKES, T 30, M. D., Washington County; inlets, outlet 
of 2nd and 3rd Mopang lakes; outlet, Mopang River, Machias 
River; area water surface, 0.44 square mile, (S. A. map); present 
storage 7 ft., 85,866,000 cubic feet. 

MOPANG LAKE, SECOND, T 29 and 30, M. D., Washington County ; 
inlet, outlet of Third Mopang Lake; outlet, Mopang River, Ma- 
chias River; area water surface, 0.38 square mile, (S. A. map). 

MOPANG LAKE, THIRD, T 29, M. D., Washington County; inlets, 
several unnamed streams from north ; outlet, through Second Mo- 
pang Lake to Mopang River, Machias River ; area water surface, 0.81 
square mile, (S. A. map). 

MOPANG RIVER, Washington County; source, Mopang Lakes, T 
29 and 30, M. D. ; direction, southeast, east, southeast, northeast; 
mouth, Machias River, T 25, M. D. ; tributaries, Mopang Lakes, Beech 
Hill Brook, Little Mopang River and several short streams; tribu- 
tary to Machias River; drainage area at mouth 58 sq. m. 

MOPANG RIVER, LITTLE, Washington County ; source, T 24, M. D., 
north part ; direction, southeast ; mouth, Mopang River, T 25, M. D. ; 
tributaries, outlets of three small lakes; tributary to Mopang River, 
Machias River. 

MUD LAKE, Alexander, Washington County; inlet, outlet of Poca- 
moonshine Lake; outlet, East Machias River; area water surface 
0.24 square mile, (C. atlas). 

MUNSON LAKE, T 18 and 19, E. D., Washington County; outlet. 
Northern Inlet, Rocky Lake, East Machias River; area water sur- 
face, 0.14 square mile, (S. A. map). 

NEW STREAM, Washington County; source, Wesley, north part; 
direction, south, southeast; mouth. Old Stream, Northfield; tributa- 
ries, outlet of Bog Lake and several short streams; tributary to 
Old Stream, Machias River; drainage area at mouth, 41 sq. m. 
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NORTHERN INLET, Washington County; source, Munson Lake, T 
19, £. D.; direction, southeast, northwest; mouth. Rocky Lake, T 
18, £. D. ; tributaries, short stream from east and Munson Lake; 
tributary to Rocky Lake, East Machias River. 

OLD STREAM, Washington County; source. Chain of three lakes, T 
^^ M. D. ; direction, scuthf southeast; mouth, Machias River, 
Northfield; tributaries, three lakes at source. Dead Stream, Trout 
Brook, New Stream and outlets of several lakes: Drainage area 
above New Stream, 80 sq. m. ; at mouth, 121 sq. m. 

OTTER BROOK, Hancock County; source, T 35, M. D., southeast 
part; directicMi, northeast; mouth. West Branch Machias River, T 
35, M. D. ; tributary to West Branch Machias River. 

PATRICK LAKE, Marion and T 14, E. D., Washington County; outlet, 
unnamed stream into Clifford Stream, Gardners Lake, East Ma- 
chias River; area water surface. 0.61 square mile, (C. atlas). 

PEAKED MOUNTAIN POND, Northfield and Centerville, Washing- 
ton County; outlet, Libby Brook, Machias River; area water sur- 
face, 0.50 square mile, (C. atlas). 

PEEP LAKE, T 30, M. D., Washingtcwi County; outlet. Crooked 
River, Mopang River; area water surface, 0.02 square mile, (S. A 
map). 

PEMBROKE BROOK, Washington County; source, T 31, M. D., 
southwest part; direction, south; mouth, Machias River, T 25, 
M. D. ; tributaries. Rocky Brook and unnamed stream; tributary 
to Machias River. 

PENNIMAN BROOK, Washington County; source, T 42, M. D., 
central part; direction, west; mouth, Machias 4th Lake, T 42, M. 
D. ; tributary to Machias lakes, Machias River. 

PINEO BROOK, Washngton County; source, Wesley, south part; 
direction, south; mouth, New Stream, Wesley; tributary to New 
Stream, Old Stream, Machias River. 

POCAMOONSHINE Lake, Princeton, Washington County; inlets, 
Lewey Brook, Rocky Brook, Big Brook; outlet. East Machias 
River, Machias River; area water surface, 4.17 square miles, (C. 
atlas) ; drainage area 23 sq. m. 

POND, Marion, north central part, Washington County; inlet, Clifford 
Stream; outlet, Clifford Stream, Gardners Lake, East Machias 
River; area water surface, 0.09 square mile, (C. atlas). 

POND, T 19, E. D., north of Round Lake, Washington County; outlet. 
East Machias River; area water surface, 0.09 square mile, (S. A 

map). 

POND, T 26, E. D,, Washington County; inlet, short stream from 
north; outlet, into Chain Lakes, Old Stream, Machias River; area 
water surface, 0.12 square mile, (S. A. map). 

POND, T 19, M. D., Washington County: outlet, Libby Brook, Ma- 
chias River; area water surface, 0.07 square mile, (S. A map). 
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POND, T 24, M. D., Washington County; outlet into Little Mopang 
River, Mopang River, Machias River; area water surface, 0.04 
square mile, (S. A. map). 

POND, T 24, M. D., Washington County; inlet, short stream from 
north; outlet. Little Mopang River, Machias River; area water 
surface, 0.03 square mile, (S. A. map), 

POND, T 24, M. D., Washington County; outlet, Beech Hill Brook, 
Mopang River, Machias River; area water surface, 0.04 square 
mile, (S. A. map). 

POND, T 30, M. D., Washington County; inlet. Crooked River; outlet. 
Crooked River, Machias River; area water surface, 0.04 square 
mile, (S. A. map). 

POND, T 30, M. D., Washington County; outlet, Mopang Lakes, 
Mdpang River, Machias River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, T 35, M. D., Hancock County; inlet, outlet of Green Lake; 
outlet into Sabao Lake, West Branch Machias River; area water 
surface, o.oi square mile, (S. A. map). 

POND, T 35, M. D., Hancock County; inlet, short stream from south; 
outlet into West Branch Machias River; area water surface, 0.04 
square mile, (S. A. map). 

POND, T 35, M. D., Hancock County; inlet, outlet of Sabao Lake; 
outlet. West Branch Machias River; area water surface, 0.03 
square mile, (S. A. map). 

POND, T 4, N. D., northwest of Unknown Pond, Hancock County; 
outlet, Machias 4th Lake, West Branch Machias River; area water 
surface, 0.08 square mile, (S. A. map). 

PRETTY POND, T 24, M. D., Washington County; outlet into Mo- 
pang River, Machias River; area water surface, 0.08 square mile, 
(S. A. map). 

ROCKY BROOK, Washington County; source, T 31, M. D., south 
part; direction, west; mouth, Pembroke Brook, T 31, M. D. ; tribu- 
tary to Pembroke Brook, Machias River. 

ROCKY BROOK, Washington County; source, T 14, E. D., central 
part; direction, southeast; mouth, Clifford Brook in Marion; tribu- 
tary td^ Clifford Brook, Gardners Lake, East Machias River. 

ROCKY BROOK, Washington County; source, Princeton, central 
part; direction, south; mouth, Pocamoonshine Lake, Princeton; 
tributary to Pocamoonshine Lake, East Machias River. 

ROCKY LAKE, T 18, E. D., Washington County; inlet, outlet of 
Munson Lake and unnamed streams; outlet. East Machias River; 
area water surface, 2.69 square miles, (S. A. map) ; present stor- 
age, 5 ft., 374,964,000 cubic feet. 

ROUND LAKE, T 18 and 19, E. D., Washington County; inlet, East 
Machias River; outlet, East Machias River; area water surface, 0.51 
square mile, (S. A. map) ; present storage 5 ft., 71,090,000 cu. ft. 
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RULUFORD BROOK, Washington County; source, T 36, M. D., 
west part; direction, south; mouth, West Branch Machias River, 
T 36, M. D. ; tributary to West Branch Machias River. 

SABAO LAKE, T 35, M. D., Hancock County; inlets,, several un- 
named streams; outlet, West Branch Machias River; area water 
surface, 0.74 square mile, (S. A. map) ; present storage 7 ft., 
144,410,000 cubic feet. 

SABAO LAKE, NORTH, T 35, M. D., Hancock County; inlet, un- 
named stream on northwest; outlet into Sabao Lake, West Branch 
Machias River; area waer surface, 0.18 square mile, (S. A. map). 

SAM HILL LAKE, T 31, M. D., Washington County; outlet, Old 
Sream, Machias River; area water surface, 0.13 square mile, (S. A. 
map). 

SEAVEY BROOK, Washington County; source, Seavey lakes,* Wes- 
ley; direction, southeast, east; mouth, East Machias River, T ig, 
E. D. ; tributaries, Seavey lakes aifid short stream ; tributary to 
East Machias River; drainage area 21 sq. m. 

SEAVY LAKE, Wesley, Washington County; inlet, outlet of Little 
Seavy Lake; outlet, Seavey Brook, East Machias River; area water 
surface, 0.27 square mile, (C. Atlas). 

SEAVY LAKE, Marshfield, Washington County; outlet into Second 
Lake, Mark Longfellow Lake, unnamed stream to Machias River; 
area water surface, 0.04 square mile, (C. atlas). 

SEAVY LAKE, LITTLE, Wesley, Washington County; outlet into 
Seavy Lake, Seavey Brook, East Machias River; area water sur- 
face, 0.13 square mile, (C. atlas). 

SECOND LAKE, Marshfield, Washington County; inlet, outlet of 
Seavy Lake; outlet, into Mark Longfellow Lake, unnamed stream 
to Machias River; area water surface, 0.14 square mile, (C. atlas). 

SECOND LAKE, T 37, M. D., Washington County ; inlets, outlet of 3rd 
Lake and outlet of Horseshoe Lake; outlet. Old Stream, Machias 
River; area water surface, 0.40 square mile, (S. A. map). 

SECOND LAKE, T 18, E. D., Washington County; inlet. East Ma- 
chias River; outlet. East Machias River; area water surface, 0.56 
square mile, (S. A. map). . 

SEDGLEY BROOK, Washington County; source, T 36, M. D., cen- 
tral part; direction, southeast; mouth, West Branch Machias River, 
T 36, M. D. ; tributary to West Branch, Machias River. 

SIX MILE LAKE, Marshfield, Washington County; outlet into Mark 
Longfellow Lake, unnamed stream to Machias River; area water 
surface, 0.19 square mile, (C atlas). 

SPECTACLE LAKES, T 19, E. D., Washington County; outlet into 
East Machias River; area water surface, 0.53 square mile, (S. A. 
map). 

THIRD LAKE, T 37, M. D., Washington County; inlet, outlet of 4th 
Lake; outlet Old Stream, Machias River; area water surface, 0.22 
mile, (S. A. map). 
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TROUT BROOK, Washington County; source, Trout Brook Lake, T 
31, M. D. ; direction, west; mouth, Old Stream, T 31, M. D. ; tribu- 
tary. Trout Brook Lake; tributary to Old Stream, Machias River. 

TROUT BROOK LAKE, T 31, M. D., Washington County; outlet. 
Trout Brook, Old Stream, Machias River; area water surface, 0.05 
square mile, (S. A. map). 

UNKNOWN LAKE, T 4, N. D., Hancock County; inlet, outlet of 
small lake; outlet, Machias Fourth Lake, Machias River; area 
water surface, 0.49 square mile, (S. A. map). 

WEST BROOK, Washington County; source, Wesley, northwest part; 
direction, south; mouth. New Stream, Wesley; tributary to New 
Stream, Old Stream, Machias River. 

WEST BROOK, Washington County; source, Black Pond, T 19, M. 
D. ; direction, east; mouth, Libby Brook, T 19, M. D. ; tributary. 
Black Pond; tributary to Libby Brook, Machias River. 
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ABBOT BROOK, Hancock County; source, Waltham, south part; 
direction, south; mouth. Old Meadow Brook; tributary to Old 
Meadow Brook, Great Pond, Sullivan Harbor, Atlantic Ocean. 

ANDERSON POND, T 10, S. D., Hancock County ; outlet into Down- 
ings Lake, Tunk Stream; area water surface, 0.06 square mile, (S. 
A. map). 

AUNT BETTY POND, Mt. Desert, Hancock County; inlets, several 
unnamed streams; outlet, Richardson Brook, Somes Sound, Atlantic 
Ocean; area water surface, 0.04 square mile, (U. S. G. S. Mount 
Desert) ; elev. 210 ft. 

BAGADUCE RIVER, Hancock County ; source, Walkers Pond, Sedge- 
wick and Brooksville; direction, north, northwest, southeast; mouth, 
Penobscot Bay, Brooksville and Castine; tributaries, outlets of 
several lakes; tributary to Penobscot Bay; drainage area at outlet 
Walker Pond, 5 sq. m. 

BAKER BROOK, Washington County ; source. Baker Brook Flowage, 
T 29, M. D. ; direction, west; mouth, Narraguagus River, T 28, 
M. D.; tributary. Baker Brook Flowage; tributary to Narraguagus 
River. 

BAKER BROOK FLOWAGE, T 29, M. D., Washington County ; out- 
let. Baker Brook, Narraguagus River; area water surface, 0.81 
square mile, (S. A. map). 

BALL POND, Bluehill, Hancock County; inlets,, two streams from 
west ; outlet by unnamed stream to Bluehill Harbor, Atlantic Ocean ; 
area water surface, 0.02 square mile, (U. S. G. S., Bluehill) ; elev. 
145 ft. 
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BILLINGS POND, Bluehill, see First Pond, , 

BLACK POND, Sedgewick,' Hancock County ; inlet, short stream from 

south; outlet, Bagaduce River; area water surface, 0.06 square 

mile, (U. S. G. S. Bluehill) ; elev. 120 ft. 
BLACK ROCK BROOK, Hancock County ; source, north part T 10, S. 

D. ; direction, east; mouth. West Branch Narraguagus River, T 10, 

S. D.; tributary. Little Long Pond; tributary to West Branch 

Narraguagus River. 
BLUFF POND, T 10, S. D., Hancock County; outlet into Little Long 
Pond, Tunk Stream; area water surface, 0.02 square mile, (S. A. 

map). 
BLUNT POND, Lamoine, Hancock County; outlet by short stream to 

Raccoon Cove, Eastern Bay, Atlantic Ocean; area water surface, 

0.05 square mile, (U. S. G. S. Mount Desert) ; elev. 170 ft. 
BOG STREAM, Washington County; source. Spruce Mountain Lake, 

Beddington; direction, southeast, south; mouth, Narraguagus River. 

Beddington; tributaries. Spruce Mountain Lake and Heath Brook; 

tributary to Narraguagus River. 
BRAGDON POND, Franklin, see Great Pond, 
BRANCH STREAM, Washington County; source, Columbia, east part; 

direction, southeast, south; mouth. Pleasant Bay; tributary to 

Pleasant Bay, Atlantic Ocean. 
BUBBLE LAKE, Mount Desert, see Turtle Lake. 
BURNT LAND POND, Stonington, Hancock County; out4et, Inner 

Harbor and Webb Cover, Atlantic Ocean; area water surface, 0.04 

square mile, (U. S. G. S. Deer Isle) ; elev. 50 ft. 
CAMP BROOK, Washington County; source, Deblois, northwest part; 

direction, west; mouth, Narraguagus River, Deblois; tributary to 

Narraguagus River. 
CHALK POND, T 22, M. D. and Beddington, Hancock and Wash- 
ington counties; outlet into Narraguagus River; area water surface, 

0.17 square mile, (S. A. map and C. atlas). 
CHANDLER RIVER, Washington County; source, Centerville, north 

part; direction, south, east; mouth, Mason Bay, Jonesboro; tribu- 
taries. West Branch and unnamed streams; tributary to Mason Bay, 

Atlantic Ocean; drainage area at mouth 42 sq. m. 
CHANDLER STREAM, WEST BRANCH, Washington County; 

source, T 19, M. D., southeast part ; direction, southeast, east ; mouth, 

Chandler River, Centerville; tributary to Chandler River. 
CHICKEN MILL STREAM, Hancock County; source, T 7, S. D., 

south part; direction, south; mouth, Gouldsboro Bay, Gouldsboro; 

tributary to Gouldsboro Bay, Atlantic Ocean. 
COLSON BRANCH, Hancock County ; source, T 16, M. D. west part ; 

direction, east; mouth, Indian Stream, T 16, M. D. ; tributary 13 

Indian Stream, West Branch Narraguagus River. 
CROTCH CAMP BROOK, Washington County; source, T 18, M. D., 

east part; direction, west; mouth, Narraguagus River, Deblois; 

tributary to Narraguagus River. 
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DEER POND, T 34, M. D., Hancock County; inlet, outlet of Eagle 
Lake; outlet, Narraguagus River; area water surface, 0.06 square 
mile, (S. A. map). 

DENNING BROOK, Hancock County ; source, Echo Lake, Mt. Desert ; 
direction, northeast; mouth, Somes Sound; tributary, Echo Lake; 
tributary to Somes Sound, Atlantic Ocean. 

DONNELLS POND, T 9, S. D. and Franklin, Hancock County; in- 
let, outlet of Fox Pond; outlet, Donnells Stream, Tidewater; area 
water surface, 2.03 square miles, (S. A. m^p and C atlas) ; present 
storage 11 ft., 622,525,000 cubic feet; drainage area 25 sq. m. 

DOWNING POND, T 10, S. D., Hancock County; inlets, outlets of 
several lakes; outlet, Tunk Stream; area water surface, 0.16 square 
mile, (S. A. map) ; present storage 9 ft., 40,145,000 cubic feet. 

EAGLE LAKE, Eden, Hancock County; inlet, unnamed streams; out- 
let. Turtle Lake, unnamed stream to tidewater; area water surface, 
0.71 square mile, (U. S. G. S., Mt. Desert & Bar Harbor) ; elev. 
275 ft. 

EAGLE POND, T 34, M. D., Hancock County; inlets, two unnamed 
streams; outlet into Narraguagus River; area water surface, 0.42 
square mile, (S. A. map). 

EAST STREAM, Washingtonu County; source. Cutler, north part; 
direction, northeast, northwest; mouth, Trescott, Cobscook Bay: 
tributary, Saunders Meadow Brook; tributary to Cobscook Bay, 
Atlantic Ocean. 

ECHO LAKE, Mt. Desert, Hancock County; inlets, several unnamed 
streams; outlet. Denning Brook, Somes Sound, Atlantic Ocean; area 
water surface, .0.38 square mile, (U. S. G. S., Mt. Desert) ; elev. 
90 ft. 

EGYPT STREAM, Hancock County; source, Waltham, south part; 
direction, south, southeast; mouth, Sullivan Harbor, Frenchmans 
Bay; tributary, unnamed stream on west; tributary to Sullivan 
Harbor, Frenchmans Bay, Atlantic Ocean. 

ENGLISHMANS RIVER, Washington County; source, Whitneyville, 
south part; direction, southeast; mot^th. Mason Bay, Jonesboro; 
tributary to Mason Bay, Atlantic Ocean. 

FIRST POND, Bluehill, Hancock County; inlets, outlet of Second 
Pond and unnamed stream from north; outlet Salt Pond, Atlantic 
Ocean; area water surface, 0.14 square mile, (U. S. G. S., Bluehill) ; 
elev. 38 ft. 

FLANDERS POND, Sullivan, Hancock County; inlet, unnamed 
stream from east; outlet. Tidewater; area water surface, 0.95 
square mile, (C. atlas). 

FORBES POND, Gouldsboro, Hancock County; inlets, unnamed 
streams from north; outlet, unnamed stream. Prospect Harbor, 
Atlantic Ocean; area water surface, 0.34 square mile, (U. S. G. S., 
Bar Harbor) ; elev. 10 ft. 
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FOURTH POND, Bluehill, Hancock County ; inlets, two short streams ; 
outlet, through Second and First ponds to Salt Pond, Atlantic 
Ocean; area water surface, 0.07 square mile, (U. S. G. S., Blue- 
hill) ; elev. no ft. 

FOX POND, T 10, S. D., Hancock County; outlet, Donnells Stream, 
Tidewater; area water surface, 0.16 square mile, (S. A. map). 

FRESH POND, North Haven, Knox County; inlets, several short 
streams; outlet into North Harbor; area water surface, 0.16 square 
mile, (U. S. G. S., Vinalhaven) ; elev. 10 ft. 

FROST POND, Sedgewick, Hancock County; inlet, unnamed stream 
on west; outlet into Bagaduce River; area water surface, 0.25 square 
mile, (U. S. G. S., Bluehill) ; elev. no ft. 

GOULD BROOK, Hancock County; source, T 34, M. D., west part; 
direction, southeast; mouth, Narraguagus River, T 34, M. D. ; tribu- 
taries, several short streams on north and south ; tributary to Narra- 
guagus River. 

GREAT BROOK, Hancock County; source, Tremont, north part; 
direction, north; mouth. Long Pond; tributary to Long Pond, 
Somes Pond, Somes Sound, Atlantic Ocean. 

GREAT POND, Franklin, Hancock County; inlets, several unnamed 
streams; outlet, Tidewater; area water surface, 0.51 square mile, 
'(C. atlas). 

HADLOCK PONDS, Mt. Desert, Hancock County; inlets, several 
streams from north and east; outlet, into Somes Sound, Atlantic 
Ocean; area water surface, 0.09 square mile, (U. S. G. S., Mt. 
Desert) ; eley. upper pond, 230 ft. ; elev. lower pond, 170 ft. 

HEATH BROOK, Washington County; source, pond in Deblois; direc- 
tion, north; mouth. Bog Stream, Beddington; tributaries, pond at 
source and small stream; tributary to Bog Stream, Narraguagus 
River. 

INDIAN RIVER, Washington County; source, Columbia Falls, south 
part; direction, southeast, south; mouth, Atlantic Ocean at boun- 
dary of Addison and Jonesport; tributaries. Southwest Branch and 
unnamed stream; tributary to Atlantic Ocean. 

INDIAN RIVER, SOUTHWEST BRANCH, Washington County; 
source, Washington County; direction, east; mouth, Indian River, 
Jonesboro and Addison boundary; tributaries, several unnamed 
streams from south; tributary to Indian River. 

INDIAN STREAM, Hancock County; source, T 22, M. D., south 
part; direction, southeast; mouth, West Branch Narraguagus River, 
T 16, M. D. ; tributary, Colson Branch; tributary to West Branch 
Narraguagus River. 

JONES POND, Gouldsboro, Hancock County; inlet, two short streams 
on east; outlet, Jones Cove, Flanders Bay, Frenchmans Bay, At- 
lantic Ocean; area water surface, 0.68 square mile, (U. S. G. S., 
Bar Harbor) ; elev. 50 ft. 
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JORDAIN POND, Mount Desert, Hancock iCounty; inlets, short 
streams from north and west; outlet, through Long Pond to Bracys 
Cove, Atlantic Ocean; area water surface, 0.30 square mile, (U. S. 
G. S., Mt. Desert) ; elev. 195 ft. 

KILKENY STREAM, Hancock County; source, Hancock, northwest 
part; direction, southeast; mouth, Skillings River, Frenchmans Bay; 
tributaries, several small streams; tributary to Frenchmans Bay, At- 
lantic Ocean. 

LAKE OF THE WOODS, T 35, :M. D., Hancock County; inlet, un- 
named stream on east; outlet into Narraguagus River; area water 
surface 0.13 square mile (S. A, map). 

LILY POND, Gouldsboro, Hancock County; outlet, unnamed strealm 
to Winter Harbor, Atlantic Ocean; area water surface, 0.02 square 
mile, (U. S. G. S. Bar Harbor) ; elev. 90 ft. 

LILY POND, Deer Isle, Hancock County; outlet. Northwest Harbor, 
Atlantic Ocean; area water surface, 0.06 square mile, (U. S. G. S. 
Deer Isle) ; elev. 90 ft. 

LONG POND, T 10, S. D., Hancock County; outlet into Downings 
Lake, Tunk Stream; area water surface, 0.42 square mile, (S. A. 
map) ; present storage, 12 ft., 140,507,000 cu. ft. 

LONG POND, Isle au Haut, Hancock County ; inlet short stream on 
west; outlet, Atlantic Ocean; area water surface, o.io square mile, 
(U. iS. G. S. Deer Isle) ; elev. 10 ft. 

LONG POND, Mt. Desert, Hancock County; inlets, several unnamed 
streams and outlets of several ponds; outlet, Somes Pond, Somes 
Sound, Atlantic Ocean; area water surface, 1.34 square miles, 
(U. S. G. S. Mt. Desert) ; drainage area 7 sq. m. ; elev. 50 ft. 

LONG POND, LITTLE T 10, S. D„ Hancock County; inlets, outlets 
of Silver and Bluff ponds; outlet, Tunk Stream; area water surface, 
0.06 square mile, (S. A. map). 

MARSH BROOK, EASTERN, Washington 'County; source. Cutler, 
central part; direction, south; mouth, unnamed lake. Cutler; tribu- 
tary to unnamed lake and Atlantic Ocean. 

MARSH BROOK, WESTERN, Washington County; source. Cutler, 
west part; direction, east; mouth, unnamed lake. Cutler; tributary 
to unnamed lake, Atlantic Ocean. 

MARSH STREAM, GREAT, Washington County; source, Columbia, 
northwest part; direction, southeast; mouth, Narraguagus Bay, 
Harrington; tributaries. Trout Brook and unnamed streams; tribu- 
tary to Narraguagus Bay, Atlantic Ocean. 

MORENCY POND, Sullivan and T 7, S. D., Hancock County; inlet, 
short stream from east; outlet into Tidewater; area water surface, 
0.16 square mile, (C. atlas). 

MfUCKLEBERRY POND, LITTLE, T 7, S. D., Hancock County; 
outlet. West Bay Stream; Tidewater; area waiter surfiace, 0.02 
square mile, S. A. map). 
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NARRAlGUAGUS LAKE, Beddington, Washington County; inlet, 
Shorey Brook; Narraguagus River; outlet, Narraguagus River; area 
water surface, 0.70 square mile, (C. atlas). 

NIARRAGUAjGUS pond, T 9 and 10, S. D. and T 16, M. D., Han- 
cock County; outlet, Narraguagus River; area water surface, 0.86 
square mile, (S. A. map) ; drainage area 53 square miles. 

NARRAGUAGUS RIVER, Hancock and Washington counties; source, 
T 34 M. D. ; direction, south, southeast; mouth, Narraguagus Bay; 
tributaries, Gould Brook, Bog Stream, Camp Brook, Crotch Camp 
Brook, Schoodic Brook; tributary to Narraguagus Bay, Atlantic 
Ocean; drainage area at outlet Narraguagus Lake, 53 sq. m.; at 
Cherryfield, 214 sq. m. 

NARRAGUAGUS RIVER, WEST BRA'NCH, Hancock and Washing- 
ton counties; source, T*22, M. 'D., east part; direction, south, south- 
east; mouth, Narraguagus River, Cherryfield; tributaries, Indian 
Stream, Colson Branch, unnamed streams; tributary to Narragua- 
gus River; drainage area at mouth, 68 sq. m. 

NORRIS POND, Bluehill, Hnncock County; inlet, short stream from 
north; outlet, short stream to Bluehill Harbor, Atlantic Ocean; area 
water surface, 0.06 square mile, (U. S. G. S. Bluehill) ; elev. 270 ft. 

NOYES POND, Bluehill, see Norris Pond. 

OLD MEADOW BROOK, Hancock County; source Waltham, south 
part; direction, south; mouth, Great Pond; tributary. Abbot Brook; 
tributary to Great Pond, Sullivan Harbor, Atlantic Ocean. 

OTTER BOG POND, T 9, S. D., Hancock County ; outlet. Otter Bog 
Brook, Donnells Pond, Donnells Stream, Tidewater; area water sur- 
face, o.oi square mile, (S. A. map). 

PARKER POND, Brooksville, Hancock County; inlet, unnamed 
stream from south; outlet into Bagaduce River; area water surface, 
0.09 square mile, (U. S. G. S. Bluehill) ; elev. 150 ft. 

PARROTT AND WHITTEN STREAM, Washington and Hancock 
counties; source, T 7, S. D., north part; direction, south; mouth, 
Gouldsboro Bay, Gouldsboro; tributary to Gouldsboro Bay, Atlantic 
Ocean. 

PATTEN STREAM, Hancock County; source. Patten Ponds, Surry 
and Orland; direction, southeast; mouth. Patten Bay, Surry; 
tributaries. Patten Ponds, unnamed stream; tributary to Patten Bay, 
Union River Bay, Bluehill Bay, Atlantic Ocean: Drainage area at 
outlet Lower Patten Pond, 15 sq. m. ; at mouth, 23 sq. m. 

PATTEN POND, UPPER, Orland and Surry, Hancock County; in- 
lets, two short streams; outlet through Lower Patten Pond, Patten 
Stream; area water surface, 0.56 square mile, (U. S. G. S. Orland) ; 
elev. 162 ft. 

PATTEN PONID, LOWER, Surry, Hancock County; inlets, outlet of 
Upper Patten Pond and several short streams ; outlet. Patten Stream ; 
area water surface, 1.15 square miles, (U. S. G. S. Orland) ; drain- 
age area 15 sq. m. ; elev. 131 ft. 
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PIERCE POND, Penobscot, Hancock County; inlets,, short streams 

and Senecar Brook; outlet, Bagaduce River; area water surface, 0.17 

square mile, (U. S. G. S. Bluehill) ; elev. 170 ft. 
PLEASANT POND, Beddington and' T 29, M. D., Washington County ; 

inlets, outlet of Southwest Pond, outlet of unnamed pond on north; 

outlet, Pleasant River; area water surface, 1.85 square miles, (C. 

atlas) ; present storage, 5 ft., 257,876,000 cu. ft. 
PLEASANT RIVER, Washington County; source, T 29, M. D. and 

Beddington, pleasant River Lake; direction, southeast, east, south- 
east; mouth. Pleasant Bay; tributaries. Pleasant River Lake, North 

Branch and several unnamed streams ; tributary to Pleasant Bay, 

Atlantic Ck:ean; drainage area at Columbia Falls, 85 sq. m. 
PLEASANT RIVER, NORTHERN BRANCH, Washington County; 

source, T 18, M. D., northeast part; direction, southeast; mouth. 

Pleasant River, Columbia; tributaries, outlet of unnamed pond and 

two unnamed streams ; tributary to Pleasant River. 
POND, Beddington, Washington County; inlet, outlet of South West 

Pond; outlet into Pleasant River Lake, Pleasant River; area water 

surface, 0.04 square mile, (C. atlas). 
POND, T 19, M. D., Washington County; outlet by short stream into 

Northern Branch Pleasant River; area water surface, 0.15 square 

mile, S. A. map). 
POND, T 29, M. D., north of Pleasant River Lake, Washington County ; 

inlet, short stream on north; outlet into Pleasant River Lake, 

Pleasant River; area water surface, 0.12 square mile, (S. A. map). 
POND, Deblois, north central part, Washington County; outlet into 

Heath Brook, Bog Stream, Narraguagus River; area water surface, 

0.06 square mile, (C. atlas). 
POND, Deblois, northeastern part, Washington County; outlet, Heath 

Brook, Bog Stream, Narraguagus River; area water surface, 0.09 

square mile, (C. atlas). 
POND, T 34, M. D., southern part, Hancock County; outlet. West 

Branch Narraguagus River; area water surface, 0.03 square mile, 

(S. A. map). 
POND, T 34, M. D., southeastern part, Hancock County; outlet short 

stream to West Branch Narraguagus River; area water surface, 0.03 

square mile, (S. A. map). 
POND, T 34, M. D., southeastern part, Hancock County; outlet, short 

stream to Narraguagus River; area water surface, 0.01 square mile, 

(S. A. map). 
POND, T 34, M. D., south part, Hancock County; outlet, short stream 

to Narraguagus River; area water surface, 0.02 square mile, (S. A. 

map). 
POND, T 35, M. D., Hancock County ; outlet, East Narraguagus River ; 

area water surface, o.oi square mile, (S. A. map). 
POND, Sullivan, central part, Hancock County; outlet. Tidewater; 

area water surface, 0.24 square mile, (C. atlas). 



84 STATE WATER STORAGE COMMISSION. 

PONiD, Sullivan, Hancock County; outlet into outlet of Flanders Pond, 
Tidewater; area water surface, 0.06 square mile, (C. atlas). 

POND OF WITCH HOLU)W, Eden, Hancock County; inlet, short 
stream from south; outlet Frenchmans Bay, Atlantic Ocean; area 
water surface, 0.03 square mile, (U. S. G. S., Bar Harbor) ; elev. 
170 ft. * 

RICHARDSON BROOK, Hancock County; source, Eden, south part; 
direction, north, southwest; mouth, Somes Sound; tributary unnamed 
stream near mouth; tributary to Somes Sound, Atlantic Ocean. 

ROAN POND, T 10, S. D., Hancock County; outlet. Downing Lake, 
Tunk Stream; area water surface, 0.26 square mile, (S. A. map). 

ROUND POND, T 7, S. D., Hancock and Washington counties; out- 
let into Tunk Stream; area water surface, 0.04 square mile, (S. A. 
map). 

ROUND POND, LITTLE, T 10, S. D., Hancock County; outlet. 
Downing Lake, Tunk Stream; area water surface, o.oi square mile. 
(S. A. map). 

ROUND POND, LITTLE, Mt. Desert, Hancock County ; outlet, Somes 
Pond, Somes Sound, Atlantic Ocean ; area water surface, 0.02 square 
mile, (U. S. G. S., Mt. Desert) ; elev. 90 ft. 

SALT POND, Bluehill, Hancock County; inlets, large number of short 
streams and outlets of several lakes; outlet, Atlantic Ocean; area 
water surface, 0.93 square mile, (U. S. G S. Bluehill) ; elev. 10 ft. 

SAUNDERS MEADOW BROOK, Washington County; source, Tres- 
cott; direction, southwest; mouth. East Stream, Trescott; tributary, 
unnamed stream from south; tributary to East Stream, Cobscook 
Bay, Atlantic Ocean. 

SCHOODIC BROOK, Washington County; source, Schoodic Lake in 
T 18, M. D., and Cherryfield; direction, west, southwest; mouth, 
Narraguagus River, Cherrjrfield ; tributaries. Middle Branch, Great 
Falls Brook, Schoodic Lake, unnamed stream on south; tributary to 
Narmguagus River. 

SCHOODIC POND, Cherryfield, Columbia and T 18, M. D., Washing- 
County; outlet, Schoodic Brook, Narraguagus River; area water 
surface, 0.54 square mile, (U. S. G S. Cherryfield) ; elev. 223 ft. 

SCHOONER BROOK Washington County; source, Cutler, central 
part; direction, south; mouth, Atlantic Ocean. 

SEAL COVE POND, Tremont, Hancock County; inlets, outlet of 
Hodgdon Pond and several unnamed streams ; outlet. Tidewater ; 
area water surface, 0.46 square mile, (U. S. G. S. Mount Desert) ; 
elev. 30 ft. 

SECOND POND, Bluehill, Hancock County; inlet, outlet of Third 
and Fourth ponds; outlet, through First Pond to Salt Pond, At- 
lantic Ocean; area water surface, o.io square mile, (U. S. G S. 
Bluehill) ; elev. 91 ft. 

SENECAR BROOK, Hancock County; source, Penobscot, northwest 
part; direction, south; mouth. Pierce Pon<i, Penobscot; tributaries, 
small streams; tributary to Pierce Pond, Bagaduce River. 
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SHOREY BROOK, Washington County; source, Beddington, north 
part; direction, southwest; mouth, Narraguagrus Lake, Beddington; 
tributary to Narraguagus Lake, Narraguagus River 
SILVER PO'NID, T 10, S. D., Hancock County; outlet into Little 
Long Pond, Tunk Stream; area water surface, o.oi square mile, 
(S. A. map). 

SNAKE PONiD, Brooksviille, Hancock County; inlets, two unnamed 
streams from south; outlet, unnamed stream through Parker Pond 
to Bagaduce River; area water surface, 0.04 square mile, (U. S. G. 
S. Bluehill) ; elev. 70 ft. 

SOMES PONID, Mount Desert, Hancock County; inlets, outlets of 
several lakes and short streams; outlet. Somes Sound, Atlantic 
Ocean; area water surface, 0.16 square mile, (U. S. G. S. Mount 
Desert) ; elev. 30 ft. 

SOUTHWElST POND, Beddington, Washington County ; outlet 
through unnamed pond to Pleasant River Lake, Pleasant River; 
area water surface, 0.26 square mile, (C. atlas). 

SPRING BROOK, Hancock iCounty; source, Hancock, south part; 
direction, southeast; mouth, SkiHings River, Frenchmans Bay; trib- 
utary to Frenchmans Bay, Atlantic Ocean. 

SPRING RIVER LAKE, T 10, S. D., see Long Pond. 

SPRUCE MOUNTAIN POND, Beddington, Washington County; out- 
let. Bog Stream, Narraguagus River; area water surface, 1.09 
square miles, (C. atlas). 

THIRD POND, Bluehill, Hancock County; inlet, short stream from 
north; outlet, through Second and First ponds to Salt Pond, At- 
lantic Ocean; area water surface, 0.36 square mile, (U. S. G. S. 
Bluehill) ; elev. 142 ft. 

THIRD POND, T 28, M. D., Hancock County; inlet, Narraguagus 
River; outlet, Narraguagus River; area water surface, 0.32 square 
mile, (S A. map). 

TORRY POND, Deer Isle, Hancock County; inlets, several short 
streams ; outlet, Jerico Bay, Atlantic Ocean ; area water surface, 
0.06 square mile, (U. S. G. S., Deer Isle) ; elev. 50 ft. 

TROUT BROOK, Washington County; source, Columbia, central 
part; direction, southeast, southwes-t; mouth. Great Marsh Stream, 
Columbia; tributary to Great Marsh Stream, Narraguagus Bay, 
Atlantic Ocean. 

TUNK STREAM, Washington County; source, Tunk Pond, Sullivan 
and T 7 and 10, 'S. D. ; direction, north, east, south, east, south; 
mouth, Gouldsboro Bay; tributaries, Tunk Pond and outlets of 
several lakes; tributary to Gouldsboro Bay, Atlantic Ocean; drain- 
age area at mouth, 40 sq. m. 

TUNK PONiD, GREAT, T 7 and 10, S. D. and Sullivan, Hancock 
'County; outlet, Tunk Stream; area water surface, 2.49 square 
miles, (IS. A. map) ; present storage, 11 ft., 763,590,000 cu. ft. 
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TUNK POND, LITTLE, Sullivan, Hancock County; outlet, Tunk 
Pond, Tunk Stream; area water surface, 0.29 square mile, (C. 
atlas). 

TURTLE LAKE, 'Mt. Desert, Hancock County; inlet, outlet of Eagle 
Lake; outlet by unnamed stream to tidewater; area water surface, 
0.04 square mile, (U. S. G. S., Bar Harbor) ; elev. 325 ft. 

WALKER POND, Sedgwick and Brooksville, Hancock County; in- 
lets, several unnamed streams; outlet, Bagaduce River; area water 
surface, 1.07 square miles, (U. S. G. S., Bluehill) ; drainage area 
5 sq. m. ; elev. 30 ft. 

WEST BAY STREAM, Hancock County; source, Gouldsboro, north 
part; direction, south; mouth, Gouldsboro Bay, Gouldsboro; tribu- 
tary to Gouldsboro Bay, Atlantic Ocean. 

WEST BROOK, Hancock County; source, T 8, S. D., east part; di- 
rection, southeast; mouth. Great Pond, T 8, S. D. ; tributary to 
Great Pond, Sullivan Harbor, Atlantic Ocean. 

WIOGIN BROOK, Washington County; source, Lubec, west part; 
direction, southwest, southeast; mouth, Atlantic Ocean. 

WIGHT POND, Penobscot, Hancock County; inlets, two unnamed 
streams from north; outlet, Bagaduce River; area water surface, 
0.19 square mile, (U. S. G. S., Bluehill) ; elev. 70 ft. 

WITCH HOLLOW, POND OF, see Pond of Witch Hollow. 

WOOD LAKE, Eden, Hancock County; inlets, short streams from 
south and east; outlet. Northeastern Branch, Mt. Desert Narrows, 
Atlantic Ocean; area water surface, 0.C33 square mile, (U. S. G. S., 
Mt. Desert) ; elev. 130 ft. 

UNION RIVER BASIN 

ABRAHAM POND, Eastbrook and Franklin, Hancock County; outlet, 
Scammons Pond, Webb Pond, Webb Brook, Union River; area 
water surface, 0.69 square mile (S. L. S.) ; elev. 164 ft. 

ALDER BROOK, Hancock County; source, T 21, M. D., south part; 
direction, south; mouth. Mill Brook, 'Eastbrook; tributary to Mill 
Brook, Webb Pond, Webb Brook, Union River. 

ALLIGATOR POND, T 28 and 34 M. D., Hancock County; outlet, 
Alligator Stream, Main Stream, Great Pond, West Branch Union 
River; area water surface, 1.73 square miles (S. L. S.) ; elev. 440 ft. 

ALLIGATOR STREAM, Hancock County; source, Alligator Lake, 
T 28 and 34, 'M. D. ; direction, north, west; mouth, T ^z, M. D., 
Main Stream; tributary. Alligator Pond; tributary to Main Stream, 
Great Pond, West Branch Union River; drainage area at mouth, 18 
sq. m. 

BEECH HILL POND, Otis, Hancock County; inlets, several small 
streams; outlet, Beech Hill Stream, Union River; area water sur- 
face 2.09 square miles, (U. S. G. S., Ellsworth) ; present storage 5 
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ft., 322,000,000 cubic feet; possible storage capacity, 21 ft, 1,592,700,- 
000 cubic feet ; drainage area 6.8 square miles ; elev. 199 ft. 

BEECH HILL STREAM, Hancock County; source, Beech Hill Pond, 
Otis; direction, southeast; mouth. Union River in Mariaville; trib- 
utaries, Beech Hill Pond and unnamed stream; tributary to Union 
River. Drainage area at outlet Beech Hill Pond, 6.8 sq. m. ; at 
mouth, 9.5 sq. m. 

BOG POND, Ellsworth, Hancock County; outlet, Gilpatrick Brook, 
Union River; area water surface, 0.02 square mile, (U. S. G. S. 
Ellsworth) ; elev. 310 ft. 

BOG RIVER, Hancock County; source, Eastbrook, north part; direc- 
tion, north ; mouth, east Branch Union River, T 21, M. D. ; tributary 
to East Branch Union River. 

BOG RIVER, LITTLE, Hancock County; source, Eastbrook, north 
part; direction, south; mouth. Mill Brook, Eastbrook; tributary to 
Mill Brook, Webb Pond, Webb Brook, Union River. 

BRANIOH LAKE, Ellsworth,. Hancock County; inlets, several short 
streams; outlet, Branch Lake Stream, Union River; area water 
surface, 4.33 square miles, (U. S. G. S., Orland) ; present storage, 
4 ft., 482,300,000 cubic feet; possible storage capacity 14 ft., 2,242,- 
800,000 cubic feet ; drainage area 31 sq. m. ; elev. 236 ft. 

BRANIOH LAKE iSTREAM, Hancock County; source, Branch Lake, 
Ellsworth; direction, southeast; mouth, Union River, Ellsworth; 
tributaries. Branch Lake and small unnamed streams; tributary to 
Union River. Drainage area at outlet Branch Lake, 31 sq. m. -, at 
mouth, ^ sq. m. 

BRANDY POND, T 39^ M. D., Hancock County; inlet, Brandy 
Stream; outlet into Main Stream, West Branch Union River; area 
water surface, 0.94 square mile, (S. A. map) ; drainage area 25 sq. 
m. ; elev. 336 ft. 

BRANDY STREAM, Hancock County; source, T 40, M. D., central 
part. Big Guagus (Stream; direction, south, west; mouth. Main 
Stream, T 39, M. D. ; tributaries, several small streams on north 
and south. Big Guagus Stream, Little Guagus Stream, Oxford 
Stream, Partridge Stream; tributary to Brandy Pond, Main Stream, 
Great Pond, West Branch Union River. 

BRICKYARD BROOK, Hancock County; source, Waltham, north 
part; direction, southwest; mouth. Union River, Waltham; tribu- 
tary to Union River. 

BUFFALO STREAM, Hancock County; source. Grand Falls, south 
part; direction, southeast, south; mouth. Main Stream, T 39, M. D. ; 
tributary, Little Buffalo Stream; tributary to .Main Stream, Great 
Pond, West Branch Union River. 

BUFFALO STREAM, LITTLE, Hancock County; source. Grand 
Falls, west part; direction, southeast, east; mouth, Buffalo Stream, 
T 39, M. D. ; tributary to Buffalo Stream, Main Stream, Great Pond,. 
West Branch Union River. 
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BURNT POND, iDedhain, Otis, Clifton, Hancock County; inlets, two 
short streams from north; outlet, Floods Pond, Tannery Stream, 
Union River; area water surface, 0.52 square mile, (U. S.i G. S., 
Orono, Orland) ; elev. 430 ft. 

BURNT POND, Otis, Hancock 'County; inlet, short stream from 
east ; outlet into Rocky Pond, Green Lake, Green Lake Stream, Union 
River; area water surface, o.ii square mile, (U. S. G. S., Ells- 
worth) ; elev. 230 ft. 

CARD BROOK, Hancock County; source, Ellsworth southeast part; 
direction, west; mouth. Union River, Ellsworth; tributaries, small 
unnamed sterams ; tributary to Union River. 

COOK BROOK, Hancock County ; source, Waltham, north part ; direc- 
tion, south; mouth. Little Webb Pond, Waltham; tributary to Little 
Webb Pond, Webb Brook, Union River. 

DAY BROOK, Hancock County; source, T 8, S. D., southwest part; 
direction, northwest; mouth, Union River, T 8, S. D. ; tributary to 
Union River. 

DEAD STREAM^ Hancock County; source, T 32, M. D.; direction, 
northeast, southeast; mouth. Great Pond, T 33, M. D. ; tributary, 
Hinkley Brook; tributary to Great Pond, West Branch Union 
River. 

DUCK POND, LITTLE, Dedham, Ellsworth, Hancock County ; outlet. 
Green Lake, Green Lake Stream, Union River; area water surface, 
0.09 square mile, (U. S. G. S., Orland) ; elev. 170 ft. 

FLOODS POND, Otis, Hancock County; inlet, outlet of Burnt Pond; 
outlet. Tannery Stream, Union River; area water surface, i.oi 
square miles, (U. S. G. S., Ellsworth and Orland) ; drainage area 
4.9 sq. m. ; elev. 298 ft. 

GARLAND BROOK, Hancock County; source, Mariaville, west part; 
direction, south; mouth, Tannery Brook, Mariaville; tributary to 
Tannery Brook, Union River. 

GEORGES BROOK, Hancock County; source, Georges Pond, Frank- 
lin; direction, northwest; mouth, Webb Pond, Eastbrook; tributary, 
Georges Pond; tributary to Webb Pond, Webb Brook, Union 
River. 

GEORGES POND, Franklin, Hancock County; inlets, two small 
streams from east; outlet, Georges Brook, Webb Pond, Webb 
Brook, Union River; area water surface, 0.93 square mile, (C. 
atlas). 

GILES POND, Aurora, Hancock County; outlet. Middle Branch 
Union River, East Branch Union River; area water surface, 0.19 
square mile, (C atlas). 

GILPATRICK BROOK, Hancock County; source, Bog Pond, Ells- 
worth; direction, southeast; mouth, Union River, Ellsworth; tribu- 
tary. Bog Pond; tributary to Union River. 
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GOOSE POND, Dedham, Hancock County; outlet, unnamed stream 
to Green Lake, Green Lake Stream; area water surface, 0.31 square 
mile, (U. S. G. S. Orland) ; elev. 307 ft. 

GREAT POND, T 33, M. D., Hancock. County; inlets, Dead Stream, 
Main Stream, outlets of several ponds; outlet. West Branch, Union 
River; area water surface, i.oi square miles, (S. L. S.) ; possible 
storage capacity, 23 ft., 1,591,000,000 cu. ft.; drainage area no sq. 
m. ; elev. 289 ft. 

GREEN LAKE, Dedham and Ellsworth, Hancock County; inlets, 
several short streams and outlets of Phillips Lake and several 
ponds; outlet, Reeds Brook, Union River; area water surface, 4.43 
square miles, (U. S. G. S., Ellsworth and Orland) ; present storage 
capacity, 4 ft., 534,800,000 cubic feet ; possible storage capacity, 24 ft., 
3,796,500,000 cubic feet; drainage area 47 sq. m. ; elev. 156 ft. 

GREEN LAKE STREAM, see Reeds Brook. 

GUAGUS STREAM, BIG, Hancock County; source, T 40, M. D., 
central part; direction, south, west; mouth. Brandy Stream, T 40, 
M. D. ; tributaries, several short streams; tributary to Brandjy 
Stream, Buffalo Stream, West Branch Union River. 

GUAGUS STREAM, LITTLE, Hancock County; source, three small 
lakes, 40 M, D. ; direction, north ; mouth. Brandy Stream, T 40, 
M. D. ; tributaries, three small ponds; tributary to Brandy Stream, 
Buffalo Stream, West Branch Union River. 

HAPWORTH BROOK, Hancock County; source, T 8, S. D., south- 
west part ; direction, northwest ; mouth, Union River, T 8, S. D. ; 
tributary to Union River. 

HARRIMAiN POND, Dedham, Hancock County; outlet into Branch 
Lake, Branch Lake Stream, Union River; area water surface, o.io 
square mile, (U. S. G. S., Orland) ; elev. 536 ft. 

HATCASE POND, Dedham, Hancock County; inlet, unnamed Stream 
from south; outlet. Mountain Pond, Green Lake, Green Lake Stream, 
Union River; area water surface, 0.26 square mile, (U. S. G .S., 
Orland) ; drainage area 2.98 sq. m. ; elev. 440 ft. 

HAT CASE POND, LITTLE, Dedham, Hancock County; inlet, oub 
let of Mountain Pond; outlet. Green Lake, Green Lake Stream, 
Union River; area water surface, o.oi square mile, (U. S. G. S. 
Orland) ; elev. 362 ft. 

HAYNIES BROOK, Hancock County; source, Amherst, west part; 
direction, southeast; mouth. West Branch Union River, 20 M. D.; 
tributaries, several small streams; tributary to Union River, West 
Branch. 

HINKLEY BROOK, Hancock County; source, T 33, M. D., north- 
west par.*; direction, southeast; mouth, Dead Stream, T 33, M. D. ; 
tributary to Dead Stream, Great Pondi, West Branch Union River. 

HOPKINS POND, Clifton and Mariaville, Hancock and Penobscot 
counties' outlet into West Branch Union River; area water sur 
face, I.8., square miles (C. & C. and C. atlases). 
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INDIAN BROOK, Hancock County; source, T 34 M. D., northwest 
"part; direction, northwest; mouth, Brandy Pond, T 39, M. D. ; tribu- 
tary to Brandy Pond, Main Stream, Great Pond, West Branch 
Union River. 

JORDAN BROOK, Hancock County; source, Waltham, north part; 
direction, southwest; mouth, Union River, Waltham; tributary to 
Union River. 

KING POND, T 33, M. D., Hancock County; inlet, outlet of Long 
Pond; outlet. Rift Pond, Great Pond, West Branch Union River: 
area water surface, 0.20 square mile, (S. A. map). 

LEAD MOUNTAIN POND, (east), T «2 and 28, M. D., Hancock 
County; inlet, short stream from north; outlet into middle and 
westerly Lead Mountain ponds. East Branch Union River ; area watet 
surface, 1.38 square miles, (S. A. map). 

LEAD MOUNTAIN POND, (center), T 28, M. D., Hancock County; 
inlet, outlet of easterly Lead Mountain Pond; outlet into Lead 
Mountain Pond, (westerly) area water surface, 0.16 square mile, 
(S. A. map). 

LEAD MOUNTAIN POND, (west), T 28, M. D., Hancock County; 
inlet, outlet of middle Lead Mountain Pond; outlet, East Branch 
Union River; area water surface, 0.35 square mile, (S. A. map); 
drainage area 17 sq. m. 

LEIOHTON BROOK, Hancock County; source, T 21, M. D. north 
part; direction, north, west; mouth, Middle Branch Union River; 
tributary to. Middle Branch Union River, East Branch Union River. 

LITTLE POND, T 33, M. D., Hancock County; outlet into West 
Branch Union River; area water surface, 0.17 square mile, (S. A. 
map). 

LONG POND, Aurora and T 33, M. D., Hancock County; outlet, King 
Pond, Rift Pond, Great Pond, West Branch Union River; area 
water surface, 0.90 square mile, S. A. map and C. atlas). 

MACE BROOK, Hancock County; source, T 40, M. D., north part; 
direction, south; mouth. Big Guagus Stream, T 40, M. D. ; tribu- 
tary to Big Guagus Stream, Brandy Stream, Main Stream, West 
Branch Union River. 

MAIN STREAM, Hancock County; source, T 39, M. D., south part; 
direction, south; mouth. Great Pond, T 33, M. D. ; tributaries. Alli- 
gator Stream, Buffalo Stream, Brandy Pond; tributary to Great 
Pond, West Branch Union River. 

MARM BROOK, Hancock County; source, Phillips Lake, Dedham; 
direction, southeast ; mouth. Green Lake, Dedham ; tributary to 
Green Lake, Reeds Brook, Union River. 

MEADOW BROOK, LITTLE, Hancock County; source, Ellsworth, 
east part; direction, northwest; mouth, Union River, Ellsworth; 
tributary to Union River. 

MIDDLE BRANCH POND, lower, Aurora, Hancock County; inlet, 
outlet of Upper Middle Branch Pond; outlet Middle Branch Union 
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River, East Branch Union River; area water surface, 0.51 square 
mile, (C atlas). 

MirXDLE BRANCH PONiD, upper, Aurora, Hancock County; inlei, 
outlet of small pond; outlet into Lower Middle Branch Pond, 
Middle Branch Union River, East Branch Union River; area water 
surface, 0.90 square mile, (C. atlas). 

MILL BROOK, Hancock County; source, Scammons Pond, Eastbrook; 
direction, west; mouth, Webb Pond, Eastbrook; tributaries, Scam- 
mons Pond, Little Bog River, Alder Brook; tributary to Webb 
Pond, Union River. 

MOLASSES PON'D, Eastbrook, Hancock County; outlet into Scam- 
mons Pond, Webb Pond, Webb Brook, Union River; area Vater 
surface, 1.90 square miles, (S. L. S.) ; present storage 5 ft., 266,000,- 
000 cu. ft.; possible storage capacity, 5 ft. 286,000,000 cu. ft.; drain- 
age area 8 sq. m. ; elev. 211 ft. 

MOORE BROOK, Hancock County; source, Ellsworth, east part; 
direction, west; mouth. Union River, Ellsworth; tributary to Union 
River. 

MORRISON POND, T 33, M. D., Hancock County ; outlet into West 
Branch Union River; area water surface 0.40 square mile, (S. A. 
map). 

MOUNTAIN POND, Dedham, Hancock County; inlets, outlet of 
several ponds and short streams; outlet through several lakes to 
Green Lake, Green Lake Stream, Union River; area water surface, 
1.09 square miles, (U. S. G. S., Orland) ; elev. 264 ft. 

MUDDY POND, Otis, Hancock County; outlet. Green Lake, Green 
Lake Stream; Union River; area water surface, 0.02 square mile, 
(U. S. G. S. Ellsworth) ; elev. 370 ft. 

OXHEAD LAKE, lower, T 40, M. D., Hancock County; inlet, short 
stream from north; outlet, Oxhead Stream, Brandy Stream, Main 
Stream, West Branch Union River; area water surface, 0.17 square 
mile, (S. A. map). 

OXHEAD LAKE, upper, T 40, M. D., Hancock County; inlet, outlet 
of small lake; outlet into Oxhead Lower Lake, Oxhead Stream, 
Brandy Stream, Main Stream, West Branch Union River; area 
water surface, 0.07 square mile, (S. A. map). 

OXHEAD STREAM, Hancock County; source, unnamed lake, T 40, 
M. D., north part; direction, south; mouth, Brandy Stream, T 40, 
>M. D. ; tributary, unnamed lake; tributary to Brandy Stream, Main 
Stream, West Branch Union River. 

PARTRIDGE STREAM, Hancock County ; source, T 34, M. D., north 
part; direction, north; mouth. Brandy Stream, T 40, M. D. ; tribu- 
tary to Brandy Stream, Main Stream, West Branch Union River. 

POND, Amherst, east part, Hancock County; inlet. West Branch 
Union River; outlet, West Branch Union River; area water sur- 
face, 0.03 square mile, (C. atlas). 
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POND, Amherst, south part, Hancock County, inlet. West Branch 
Union River; outlet. West Branch Union River; area water surface, 
o.oi square mile, (C. atlas). 

POND, Amherst, west part, Hancock County; inlet, short stream from 
north; outlet by short stream to West Branch Union -River; area 
water surface, 0.03 square mile, (C. atlas). 

POIND, Aurora, Hancock County; outlet. Middle Branch Ponds, Mid- 
dle Branch Union River, East Branch Union River; area water 
surface, 0.04 square mile, (C. atlas). 

POND, T 40, M. D., Hancock County; inlet, short stream; outlet, 
int?o Brandy Stream, West Branch Union River; area water surface, 
0.01 square mile, (S. A. map). 

POND, T 40, M. D., lower, Hancock County; inlet. Little Guagus 
Stream; outlet. Little Guagus Stream, Brandy Stream, West Branch 
Union River; area water surface, 0.01 square mile, (S. A. map). 

POND, T 40, M. D., upper, Hancock County; inlet. Little Guagus 
Stream; outlet. Little Guagus Stream Brandy Stream, West Branch 
Union River; area water surface, o.oi square mile, (S. A. map). 

REEDS BROOK, Hancock County; source, Green Lake, Dedham and 
Ellsworth; direction, southeast; mouth. Union River, Ellsworth; 
tributaries. Green Lake and small unnamed streams; tributary to 
Union River. Drainage area at outlet Green Lake, 47 sq. m. ; at 
mouth, 49 sq. m. 

RIFT POND, T 33, M. D., Hancock County; inlet, outlet of King 
Pond; outlet. Great Pond, West Branch Union River; area water 
surface, 0.21 square mile, (S. A. map). 

ROCKY POND, Otis, Hancock County; inlet, outlet of Mountain 
Pond; outlet Green Lake, Green Lake Stream, Union River; area 
water surface, 0.19 square mile, (U. S. G. S., Ellsworth) ; elev. 
206 ft. 

ROCKY POND, T 22, M. D., Hancock County; inlet, outlet of 
Lead Mountain Ponds; outlet. East Branch Union River; area 
water surface, 0.96 square mile, (S. L. S.) ; present storage 3 ft., 
80,290,000 cu. ft.; possible storage capacity, 8 ft., 140,000,000 cu. ft.; 
drainage area 31 sq. m. ; elev. 300 ft. 

ROCKY POND, Orland, Hancock County; outlet. Branch Lake, 
Branch Lake Stream, Union River; area water surface, 0.24 square 
mile, (U. S. G. S. Ellsworth) ; elev. 313 ft. 

ROCKY POND, LITTLE, Dedham and Ellsworth, Hancock County; 
inlet, short stream from south; outlet Green Lake, Green Lake 
Stream, Union River; area water surface, 0.09 square mile, (U. S. 
G. S., Orland) ; elev. 229 ft. 

SCAMMON POND, lEastbrook, Hancock County; inlets, outlet of 
Molasses Pond and Abraham Pond; outlelt. Mill Brook, Webb 
Pond, Webb Brook, Union River; area water surface, i.ii square 
miles, (S. L. S.) ; present storage, 5 ft., 100,000,000 cu. ft. ; possi- 
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ble Storage capacity, 5 ft., 100,000,000 cu. ft. ; drainage area 20 sq. m. ; 
elev. 146 ft. 

SHDACKFORD BROOK, Hancock County; source, Ellsworth, east 
part; direction, northwest; mouth, Ellsworth, east part; tributary to 
Union River. 

SPECTACLE POND, T 21, M. D., Hancock County; inlets, East 
Branch Union River and unnamed stream on east; outlet. East 
Branch Union River; area water surface, 2.74 square miles, S. L. 
S.) ; present storage, 5 ft., 414,000,000 cu. ft; possible storage capaci- 
ty, 10 ft., 888,000,000 cu. ft. ; drainage area 64 sq. m. ; elev. 258 ft. 

TANNERY BROOK, Hancock County; source. Floods Pond, Otis; 
direction, north; mouth, Webb Brook, Waltham; tributary to 
Floods Pond, Garland Brook; tributary to Union River. Drainage 
area at outlet Floods Pond, 49 square miles; at mouth, 26 sq. m. 

TIMBER BROOK, Hancock County; source, Eastbrook, northwest 
part; direction, northwest; mouth. East Branch Union River, Wal- 
tham; tributary to East Branch Union River. 

TYNHAM BROOK, Hancock County; source, Waltham, south part; 
direction, north; mouth, Webbs Brook, Waltham; tributary to 
Webb Brook, Union River. 

UNION RIVER, Hancock and Penobscot counties; source, junction of 
East and West branches, Waltham and Mariaville; direction, south; 
mouth. Union River Bay, Trenton and Surry; tributaries. Branch 
Lake Stream, Green Lake Stream, West Branch, East Branch. 
Webb Brook and a number of short streams; tributary to Union 
River Bay, Bluehill Bay, Atlantic Ocean. Drainage area below 
junction East and West branches, 303 sq. m. ; above Webb Brook, 
309 sq. m. ; below Webb Brook, 357 sq. m. ; above Tannery Brook, 
359 sq. m. ; below Tannery Brook, 385 sq. m. ; above Beech Hill 
Stream 387 sq. m. ; below Beech Hill Stream, 396 sq. m. ; above 
Reeds Brook, 403 sq. m.; below Reeds Brook, 452 sq. m. ; above 
Branch Lake Stream, 459 sq. m. ; below Branch Lake Stream, 495 
sq. m. ; at Ellsworth, 496 sq. m. 

UNION RIVER EAST BRANOH, Hancock County; source. Lead 
Mountain Ponds, T 26, M. D. ; direction, south, southwest ; mouth, 
Union River, Mariaville and Waltham; tributaries. Middle Branch 
Bog Rdver, Spectacle Pond, Rocky Pond, Lead Mountain Pond; 
tributary to Union River. Drainage area at outlet Lead Mountain 
Ponds, 17 sq. m. ; at outlet Rocky Pond, 31 sq. m. ; outlet Spectacle 
Pond, 64 isq. m. ; above Middle Branch, 69 sq. m. ; below Middle 
Branch, iio sq. m. ; at mouth, 128 sq. m. 

UNION RIVER, MIDDLE BRANCH, Hancock County; source. Mid- 
dle Branch Ponds, Aurora; direction, west, northwest, southwest, 
south; mouth, East Branch Union River, T 21, M. D. ; tributaries, 
•Middle Branch Ponds, outlet of Gikes Pond, Leighton Brook, un- 
named stream; tributary to East Branch Union River; drainage 
area at mouth, 41 sq. m. 
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UNION RIVER, WEST BRANCH, Hancock and Penobscot counties; 
source, T 33, M. D., Great Pond; direction, southwest and south; 
mouth, Union River, Waltham and Mariaville; tributaries, Great 
Pond, outlets of several lakes and small unnamed streams; tribu- 
tary to Union River. Drainage area at outlet Brandy Pond, 25 sq. 
m. ; above Alligator Stream, 55 sq. m. ; below Alligator Stream, 73 
sq. m. ; outlet Great Pond, no sq. m. ; at Amherst, 140 sq. m. ; above 
mouth East Branch, 175 sq. m. 

WEBB BROOK, Hancock County; source, Webb Pond, Eastbrook 
and Waltham; direction, west; mouth, Union River, Waltham and 
Mariaville; tributaries, Webb Pond, Little Webb Pond and several 
short streams; tributary to Union River; Drainage area at outlet 
Little Webb Pond, 44 sq. m. ; at mouth, 48 sq. m. 

WEBB POND, Waltham and Eastbrook, Hancock County; inlets, 
several streams and outlets of several lakes; outlet Webb Brook, 
Union River; area water surface, 1.43 square mile, (U. S. G. S., 
Ellsworth) ; present storage, 3 ft., 147,800,000 cu. ft. ; possible stor- 
age capacity, 7 ft, 431,000,000 cu. ft, i elev. 133 ft. 

WEBB POND, LITTLE, Waltham, Hancock County; inlet, outlet of 
Webb Pond; outlet, Webb Brook, Union River; area water surface 
0.12 square mile, (U. S. G. S. Ellsworth) ; drainage area 44 sq. m. ; 
elev. 133 ft. 

WORMiWOOD POND, Ellsworth, Hancock County; inlets, several 
short streams; outlet Green Lake, Green Lake Stream, Union River; 
area water surface, o.oi square mile, (U .'S. G. S. Ellsworth) ; elev. 
230 ft. 

YOUNGS POND, Otis, Hancock County; outlet, Tannery Brook; area 
water surface, 0.03 square mile, (U. S. G. S. Ellsworth) ; elev. 
250 fit. 
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ABACOTNETIC BOG, T 6, R 17, W. E. L. S., Somerset County; 

inlets. North Branch Penobscot River, short stream on east; outlet, 

'North Branch Penobscot River, West Branch Penobscot River; area 

water surface, 0.08 square mile, (G. N. P. Co.). 
ADOL POND, T 2, R 9, W. E. L. S., Piscataquis County; inlets, two 

unnamed streams from north; outlet, Abol stream to West Branch 

Penobscot River; area water surface, 0.19 square mile, (S. A. map). 
ABOL STREAM Piscataquis County; source, Abol Pond, T 2, R 9» 

W. E. L. S. ; direction, southwest; mouth. West Branch Penobscot 

River, T 2, R 10; tributary, Abol Pond; tributary to West Branch 

Penobscot River. 
ADAMS FARM POND, Howland, Penobscot County; outlet, short 

stream to Piscataquis River, Penobscot River; area water surface, 

0.85 square mile, (C & C atlas). 
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ALAMOOSOOK LAKE, Orland, Hancock County; inlets, Meadow 
Brook, Cukh Brook, outlets of Toddy and Craig ponds. Dead River, 
unnamed streams; outlet, Orland River, Penobscot River: area 
water surface, 1.51 square miles, (U. S. G. S. Orland) ; elev. 20 ft.; 
drainage area 94 sq. m. 

A'LDER BROOK, Aroostook KlJoun'ty; source, Herseyl, west part;, 
direction, southeast; mouth. West Branch Mattawamkeag River, 
Island Falls; tributaries, Bryant Brook, Hale Brook and small 
streams; tributary to West Branch Mattawamkeag River, Penobcsot 
River. 

ALDER BROOK, Piscataquis County; source, Harriman Pond, Sebec; 
direction, southeas»t; mouth, Piscataquis River, Milo; tributary, 
Harriman Pond; tributary to Piscataquis River, Penobscot River; 
approximate length 7 miles. 

ALDER BROOK, Somerset County ; source, Fish Pond, T 3, R 3, 
N. B. K. P.; direction, northeast; mouth, South Branch Penobscot 
River, T 3, R 3, N. B. K. P.; tributaries, Fish Pond and outlets 
of small ponds; tributary to South Branch and West Branch Penob- 
scot River; approximate length 6 miles. 

ALDER BROOK, Washington and Penobscot counties; source, pond, 
T 8, R 3, N. B. P. P.; direction south, east, northeast; mouth, 
Baskahegan Lake, Brookton; tributaries, many small streams; tribu- 
tary to Baskahegan Lake, Baskahegan Stream, Mattawamkeag River, 
Penobscot River; approximate length 21 miles. 

ALDER STREAM, Piscataquis County; source, Dover, Central part; 
direction, east northeast; mouth, Piscataquis River, Milo; tributa- 
ries, several small streams ; tributary to Piscataquis River, Penob- 
scot River; approximate length 16 miles. 

ALLAGASH LAKE, T 7 and 8, R 14, W. E. L. S., Piscataquis County; 
inlets, Allagash Stream and unnamed streams; outlet, Allagash 
Stream, ChamberKain Lake^ Round Pond, Telos Lake, Webster 
Brook, Grand Lake, East Branch Penobscot River; area water sur- 
face, 7.05 square miles (S. L. S.) ; present storage 7 ft., 1,320,000,000 
cu. ft.; possible storage 35 ft., 7,325,400,000 cu. ft.; elev. low water 
1037.0 ; elev. high water, 1044.0 ft. ; drainage area 96 sq. m. 

ALLAGASIH STREAM, Piscataquis County; source, pond in T 9, 
R 16, W. E. L. S. ; direction, east, southeast; mouth. Chamberlain 
Lake, T 8, R 13; tributaries, outlets of Crescent, Mud, Narrow and 
Mile ponds and several small streams; tributary to Chamberlain 
Lake, East Branch Penobscot River; approximate length 18 miles; 
Drainage area above inlet Allagash Lake, 75 sq. m. ; outlet, Allagash 
Lake, 96 sq. m. ; entrance to Chamberlain Lake 114 sq. m. 

ALLEN BROOK, Hancock County; source. Second Pond, Dedham; 
direction, southwest; mouth, Phillips Lake, Dedham; tributary. Sec- 
ond Pond; tributary to Phillips Lake, Orland River, Penobscot 
River. 

ALLEN POND, Dedham, see Hurd Pond. 
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AMBEJEJUS LAKE, T i, R 9, W. E. L. S., Piscataquis County; in- 
lets, Millinocket Lake overflow and West Branch Penobscot River; 
outlet, West Branch Penobscot River. See Twin Lake System, 

AVERY PONiD, T 7, R 15, Piscataquis County; inlets, several un- 
named streams ; outlet, through short stream to Caucomgomuc 
Lake, Chesuncook Lake, West Branch Penobscot River; area water 
surface, 0.06 square mile, (S. A. map). 

B. POND, T B, R jij, Piscataquis County; inlets, short streams, 
Guernsey Brook; outlet, Guernsey Brook, East Branch Pleasant 
River, Piscataquis River, Penobscot River; area water surface, 0.97 
square mile, (S. A. map). 

BABCOCK BROOK, Aroostook County; source, T 3, R 4 W. E. L. 
S. ; direction, southeast; mouth. West Branch Mattawamkeag River, 
T 3, R 3; tributaries, few small streams; tributary to West Branch 
Mattawamkeag River, Penobscot River; approximate length, 8 miles. 

BAILEY BROOK, Piscataquis County; source, T 6, R 11, W. E. L. S., 
northeast part; direction, east; mouth. Second Grand Lake, T 6, 
R. 9; tributaries, several small streams; tributary to Second Grand 
Lake, East Branch Penobscot River; approximate length 7 miles. 

BAKER BROOK, Penobscot County; source, Bradley, central part; 
elev. 200 ft; direction, north; mouth, Sunkhaze Stream, Milford; 
tributaries, small streams at source; tributary to Sunkhaze Stream, 
Penobscot River; approximate length 6 1-2 miles; total fall 80 
ft. 

BAKER BROOK, Penobscot County; source, Cornish, southeast part; 
elev. 180 ft.; direction, east, south; mouth, Kenduiskeag Stream, 
south part Kenduskeag; tributaries, short streams; tributary to 
Kenduskeag River, Penobscot River; approximate length 6 1-2 miles; 
total fall 60 ft. 

BALD BROOK, Somerset County; source, T 5, R 3, N. B. K. P.; di- 
rection, east; mouth, South Branch Penobscot River, T 3, R 4, N. 
B. K. P.; tributaries, outlets of Duncan Pond, Jones Pond and 
small streams; tributary to South Branch Penobscot River, West 
Branch Penobscot River; approximate length 14 miles. 

BALD MOUNTAIN POND, Bald Mountain, Somerset County; inlet, 
unnamed streams; outlet, Marble Pond, Marble Brook, Piscataquis 
River, Penobscot River; area water surface, 1.81 square miles, 
(Mayo & Sons special map) ; present storage, 5 ft., 283,662,000 cu. 
ft. 

BANK BROOK, Penobscot County ; source, T 2, R 7, W. E. L. S. ; 
direction, east; mouth. East Branch Penobscot, T 2, R 7; tributary 
to East Branch Penobscot River; approximate length, 2 1-2 miles. 

BASKAHEGAN LAKE, Brookton and Topsfield, Washington County ; 
inlets, outlets of Jackson Brook Lake, Pickerel Lake, Alder, Jen- 
kins, Dead brooks and small streams; outlet, Baskahegan Stream, 
Mattawamkeag River, Penobscot River; area water surface, 16.4 
square miles, (S L. S.) ; present storage, 7 ft, 2,468,000,000 cu. ft.-, 
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possible storage capacity, 27 ft., 15,070,000,000 cu. ft.; drainage 
area 154 sq. m. ; elev. 450 ft. 

BASKAHEGAN STREAM, Washington and Aroostook counties; 
source, Baskahegan Lake, Brookton; direction, north, northwest; 
mouth, Mattawamkeag River, Bancroft; tributaries. Hot Brook, 
Trout Brook, Baskahegan Lake and small streams; tributary 10 
Mattawamkeag River, Penobscot River; approximate length, 18 
miles; drainage area at outlet Baskahegan Lake, 154 sq. m. ; at 
mouth, 270 sq. m. 

BATTLE BROOK, BIG, Aroostook County; source, Greenwood, cen- 
tral part; direction, southeast; mouth, Mattawamkeag River, Ban- 
croft; tributaries, several short streams; tributary to Mattawam- 
keag River, Penobscot River; approximate length 9 miles. 

BATTLE BROOK, LITTLE, Aroostook County; source, Haynesville, 
southwest part; direction, southeast; mouth, Mattawamkeag River, 
Bancroft ; tributary to Mattawamkeag River, Penobscot River. 

BEAN BROOK, Piscataquis County; source, T 2, R 11, northwest 
part; direction, south; mouth, Nahmakanta Lake, T 2, R 11, W. E. 
L. S. ; tributary. Bear Brook; tributary to Nahmakanta Lake, Nah- 
makanta Stream, Pemadumcook Lake, West Branch Penobscot 
River; approximate length 6 miles. 

BEAR BROOK, Piscataquis County; source, pond in T i, R 13, W. 
E. L. S. ; direction, north ; mouth. Ragged Stream, T 2, R. 13 ; tribu- 
tary, pond at source; tributary to Ragged Stream, Caribou Lake, 
Chesuncook Lake, West Branch Penobscot River; approximattc 
length 3 miles. 

BEAR BROOK, Piscataquis County; source, T 2, R 12, east part; 
direction, south, west; mouth, Nahmakanta Lake, T 2, R 11, W. E. 
L. S. ; tributaries, small streams on west; tributary to Nahmakanta 
Lake, Pemadumcook Lake, West Branch Penobscot River; approxi- 
mate length, 4 1-2 miles. 

BEAR BROOK, Aroostook County; source. Dyer Brook, north part; 
direction, south; mouth. West Branch Mattawamkeag River, Dyer 
Brook PL; tributary to West Branch Mattawamkeag River, Penob- 
scot River. 

BEAR BROOK, Penobscot County; source, Greenfield, central part; 
direction, north; mouth, Olamon Stream, Greenfield; tributary to 
Olamon Stream, Penobscot River. 

BEAR POND, Piscataquis County, T 7, R 8; inl^t, short stream on 
east; outlet, Sebec Lake, Sebec River, Piscataquis River, Pdhobscot 
River; area water surface, 0.04 square mile, (S. A. map). 

BEAVER BOG, T S, R 20, Somerset County; inlet, Roberts Brook; 
outlet, Roberts Brook, North Branch Penobscot River, West 
Branch Penobscot River; area water surface 0.03 square mile, (G. 
N. P. Co.). 

BEAVER BROOK, Aroostook County; source, Linneus, west part; 
direction, south; mouth, Mattawamkeag River, East Branch, T 3, 
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R 3, W. E. L. S.; tributaries, small streams; tributary to East 
Branch Mattawamkeag River, Penobscot River; approximate length 
12 miles. 

BEAVER BROOK LAKE, Unneus, Aroostook County; inlets, several 
small streams; outlet, Beaver Brook, Mattawamkeag River, Penob- 
scot River; area water surface, 0.08 square mile, (R and C atlas). 

BEAVER POND, T 7, Rs 6 and 7, W". E. L. S., Penobscot County: 
outlet, short stream to Grand Lake, Snowshoe Lake, Whitehorse 
Lake, Seboeis Streahi, East Branch Penobscot River; area water 
surface, 0.22 square mile, (S. A. map). 

BEAVER POND, Springfield, Penobscot County; outlet, short stream 
to Mattagoudas Stream, Mattawamkeag River, Penobscot River; 
area water surface, 0.06 square mile, (C & C atlas). 

BEAVER POND, T 3, R 11, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, small stream to Sourdnahunk Stream, West 
Branch Penobscot River; area water surface, 0.02 square mile, (G. 
N. P. Co. map). 

BEAVER POND, T 3, R 13, W. E. L. S., Piscataquis County; outlet, 
small stream to Pine Stream, West Branch Penobscot River; arta 
water surface, 0.06 square mile, (S. A. map). 

BEN ANNIS POND, Hermon, Penobscot County; inlet, outlet of 
Patten Pond; outlet, Hermon Pond, Sourdabscook River, Penobscot 
River; area water surface, 0.08 square mile, (U. S. G. S. Bangor) ; 
elev. 122 ft. 

BENNETT POND, Parkman, Piscataquis County; outlet, short stream 
to Piscataquis River, Penobscot River; area water surface, 0.04 
square mile, (C. atlas) ; present storage 5 ft., 5,576,000 cu. ft. 

BENSON POND, Willimantic, Piscataquis County; outlet, short 
stream to Onawa Stream, Sebec Lake, Sebec Stream, Piscataquis 
River, Penobscot River; area water r surface, 0.24 square mile, (C. 
atlas). 

BENSON POND, LITTLE, T 7, R 8, N. W. P., Piscataquis County ; 
outlet, Benson Pond, Onawa Stream, Ship Pond, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, o.io 
square mile, (S. A. map). 

BIG POND, T 4, R 9, W. E. L. S., Piscataquis County ; outlet. Turner 
Brook, Wassataquoik Stream, East Branch Penobscot River; ar«a 
water surface, 0.19 square mile, (S. A. map). 

BILL FISH POND, T 6, R 8 and 9, W. E. L. S., Piscataquis and Pen- 
obscot counties; inlet, short stream; outlet. East Branch Penobscot 
River; area water surface, 0.09 square mile, (S. A. map). 

BIRCH STREAM, Penobscot and Hancock counties; source, T 32, 
M. D., south part; direction, north, west; mouth, Sunkhaze Stream, 
Milford; tributaries, small streams; tributary to Sunkhaze Stream, 
Penobscot River; approximate length, 71-2 miles. 

BIRCH STREAM, Penobscot County; source, Lagrange, west part: 
direction, south; mouth, Penobscot River, Oldtown; tributaries, 
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several small streams and outlets of two ponds; tributary to Penob- 
scot River; approximate length 15 miles. 

BIRCH STREAM, LITTLE, Penobscot County; source, Bradley, 
north part; direction, northwest; mouth, Sunkhaze Stream, Milford; 
tributaries, several smail streams; tributary to Sunkhaze Stream, 
Penobscot River; approximate length 6 miles. 

BLACK POND, T i, R 12, Piscataquis County; inlet, short stream; 
outlet, Black Stream, Ragged Stream, Caribou Lake, Chesuncook 
Lake, West Branch Penobscot River; area water surface, 0.46 
square mile, (S. A. map). 

BLACK POND, T 6, R 13 and 14, W. E. L. S., Piscataquis County; 
inlets, Caucomgomoc Stream and unnamed stream; outlet, Chesun- 
cook Lake, West Branch Penobscot River; area water surface, 0.60 
square mile, (S. A. map). 

BLACK STREAM, Penobscot County; source, Levant, northwest part; 
direction, south, northeast; mouth, Kenduskeag River, Glenburn; 
tributaries, several small streams; tributary to Kenduskeag Stream; 
Penobscot River; approximate length 15 miles; drainage area 35 
square miles. 

BLACK STREAM, Penobscot and Piscataquis counties; source. Gar- 
land, north part; direction, northwest; mouth, Piscataquis River, 
Sangerville; tributaries. Page Brook, outlet Man Pond and short 
streams; tributary to Piscataquis River, Penobscot River; approxi- 
mate length 12 miles. 

BLACK STREAM, Piscataquis County; source. Black Pond, T i, R 
12, W. E. L. S. ; direction, west, north; mouth, Ragged Stream, 
T 2, R 12; tributaries, outlets of Mud and Black ponds and 

, small streams; tributary to Ragged Stream, Caribou Lake, Chesun- 
cook Lake, West Branch Penobscot River; approximate length 4 
miles. 

BLACKBERRY POND, T 2, R 13, W. E. L. S., Piscataquis County; 
outlet, small lake to Ragged Stream, Caribou Lake, Chesuncook 
Lake, West Branch Penobscot River; area water surface, 0.22 
square mile, (S. A. map). 

BLACKMAN BROOK, Penobscot County; source, Eddington, south- 
west part; elevation, 200 ft.; direction, north; mouth, Penobscot 
River, Eddington ; tributary to Penobscot River ; total fall 120 ft. ; 
approximate length 5 miles; drainage area at mouth 6 sq. m. 

BLACKMAN BROOK, Penobscot County; source, T 3, R i, N. B. P. 
P.; direction, north; mouth, Madagascal Pond, T 3, R i, N. B. P. 
P.; tributary to Madagascal Pond, Madagascal Stream, Passaduni- 
keag River, Penobscot River. 

BLACKMAN STREAM, Penobscot County; source, Chemo Pond, 
Bradley; elev. 126 ft.; direction, northwest; mouth, Penobscot River, 
Bradley; tributary, Chemo Pond; tributary to Penobscot River; 
total fall, 80 ft.; approximate length, 6 miles: Drainage area at 
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East Eddington, ii sq. m. ; at outlet Chemo Pond, 36 sq. m. ; at 
mouth, 44 sq. m. 

BLUNDER POND, T 6, R 10, W. E. L. S., Piscataquis County; out- 
let, Wadleigh Brook, Trout Stream, Grand Lake, East Branch 
Penobscot River; area water surface, 0.0^ square mile, (S. A. map). 

BOG BROOK, Hancock County; source, T 3, N. D., west part; direc- 
tion, northeast; mouth, Nicatous Stream, T 3, N. D. ; tributaries, 
small streams on east; tributary to Nicatous Stream, Passadum- 
keag River, Penobscot River. 

BOG BROOK, Piscataquis County; source, T 5, R 9, N. W. P., cen- 
tral part; direction, south; mouth. Middle Brook, T 5, R 9, N. W. 
P.; tributary to Middle Brook, East Branch Pleasant River, Piscat- 
aquis River, Penobscot River. 

BOG BROOK, Piscataquis County; source, T 7, R 9, west part; di- 
rection, south; mouth. East Branch Penobscot River, T 7, R 10, 
W. E. L. S. ; tributary to East Branch Penobscot River. 

BOG BROOK, Aroostook and Washington counties; source, T 8, R 4, 
N. B. P. P., north part; direction, northwest; mouth, Mattawanv 
keag River, Bancroft; tributary to Mattawamkeag River, Penobsc-">t 
River; approximate length, 4 1-2 miles. 

BOG BROOK, Piscataquis County; source, Kingsbury, northwest part; 
direction, east, north; mouth, Thorn Brook, Kingsbury; tributaries, 
small ponds; tributary to Thorn Brook, South Branch Piscataquis 
River, Penobscot River; approximate length, 3 miles. 

BOG BROOK, Piscataquis County; source, T 7, R 10, east part; direc- 
tion, south; mouth. East Branch Penobscot River, T 7, R 10; trib- 
utary to East Branch Penobscot River. 

BOG STREAM, Piscataquis and Somerset counties; source, Little 
Squawtown, southeast part; direction, south; mouth, Marble Brook, 
Blanchard; tributaries, several small streams and unnamed pond; 
tributary to Marble Brook, Piscataquis River, Penobscot River; ap- 
proximate length, 9 miles. 

BOG STREAM, Somerset County; source, T 2, R 3, N. B. K. P., 
northwest part; direction, northeast; mouth. South Branch Penob- 
scot River, T 2, R 4, N. B. K. P. ; tributaries, several short streams ; 
tributary to South Branch Penobscot River, West Branch Penobscot 
River; approximate length 3 miles. 

BOODY BROOK, Penobscot County ; source, T 8, R 8, W. E. L. S. ; 
direction, northeast, southeast; mouth, Seboeis Lake, T 8, R 7; 
tributary to Seboeis Lake, Seboeis River, East Branch Penobscot 
River; approximate length, 3 miles. 

BOODY BROOK, Piscataquis County ; source, T 6, R 10, W. E. L. S., 
. east part ; direction, northeast ; mouth. Second Grand Lake, T 6, 
R 9, W. E. L. S. ; tributary to Second Grand and Grand lakes. East 
Branch Penobscot River; approximate length, 4 miles. 

BOTTLE POND, T 2, R 9, W. E. L. S., Piscataquis County; outlet, 
short stream to Millinocket Lake, West Branch Penobscot River; 
area water surface, 0.04 square mile, (S. A. map). 
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BOWLIN POND, T 5, R 8, W. E. L. S., Penobscot County; inlets, sev- 
eral small streams; outlet, East Branch Penobscot River; area 
water surface, 0.52 square mile, (S. A. map) ; present storage, 4 
ft., 57,987,000 cu. ft. 

BOYD LAKE, Omeville, Piscataquis County; outlet. Dead Stream, 
Pushaw Stream, Stillwater River, Penobscot River; area water sur- 
face, 0.14 square mile, (C. atlas). 

BOYNTON BROOK, Penobscot County; source, Bradley, west part; 
elevation, no ft.; direction, north; mouth. Great Works Stream, 
Bradley; tributary to Great Works Stream, Penobscot River; total 
fall, 35 ft.; approximate length 2 3-4 miles. 

BRADLEY BROOK, Piscataquis County; source, T 7, R 10, south- 
west part; direction, east; mouth. East Branch Penobscot Riv»:r, 
T 7, R 10, W. E. L. S. ; tributaries, Brailey Brook and small 
streams; tributary to East Branch Penobscot River. 

BRAILEY BROOK, Piscataquis County; source, T 6, R 11, northeast 
part; direction, northeast; mouth, Bradley Brook, T 7, R 10, W. 
E. L. S. ; tributary to Bradley Brook, East Branch Penobscot River. 

BRANDY STREAM, Piscataquis County; source, T 5, R 14, W. E. L. 
S., east part; direction, east; mouth, Caucomgomoc Stream, T 5, 
R 13, W. E. L. S. ; tributary to Caucomgomoc Stream, Chesuncook 
Lake, West Branch Penobscot River; approximate length, 3 miles. 

BRAYLEY BROOK, Aroostook County; source, Brayley Lake, T 3, 
R 4, W. E. L. S. ; direction, southeast; mouth, Wytopitlock Stream, 
T 2, R 4; tributaries, Brayley Brook and small streams; tributary 
to Wytopitlock Stream, Mattawamkeag River, Penobscot Rive-; 
approximate length, 7 miles. 

BRAYLEY LAKE, Aroostook County, T 3, R 4, W. E. L. S.; inlets, 
several short streams; outlet, Brayley Brook, Wytopitlock Stream, 
Mattawamkeag River, Penobscot River; area water surface, 0.38 
square mile, (S. A. map). 

BREWER POND, Orrington and Holden in Penobscot County and 
Bucksport in Hancock County; inlets, several unnamed streams and 
outlet of Mud Pond; outlet, through Fields Pond to Sedgeunkeunk 
Stream, Penobscot River; area water surface, 1.38 square miles, 
(U. S. G. S., Orland) ; present storage, 5 ft., 192,361,000 cu. ft. ; 
elev. 107 ft.; drainage area 11 sq. m. 

BROWN BROOK, Penobscot County; source, T 3, R i, N. B. P. P.; 
direction, southeast; mouth, Passadumkeag River, T 3, R i, N. B. 
P. P.; tributary, short stream; tributary to Passadumkeag River, 
Penobscot River; approximate length, 3 miles. 

BROWN POND, T 8, R 10, N. W. P., Piscataquis County; inlets, 
several small streams; outlet. Hedgehog Pond, Trout Pond, Long 
Pond, Onawa Stream, Sebec Lake, Sebec River, Piscataquis River, 
Penobscot River; area water surface, 0.06 square mile, (S. A. map). 

BROWN POND, Bucksport, Hancock County; inlets, several short 
streams; outlet, Mud, Brewer and Fields ponds, Sedgeunkeunk 
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River, Penobscot River; area water surface, 0.20 square mile, (U. 
S. G. S., Orland) ; elev. 226 ft. 

BRYANT BROOK, Aroostook County; source, Hersey, north part; 
direction, south; mouth, Alder Brook, Hersey; tributaries, small 
streams; tributary to Alder Brook, West Branch Mattawamkeag 
River; Penobscot River. 

BURBEE BROOK, Washington County; source, Topsveld, north 
part; direction, northwest; mouth, Baskahegan Lake, Topsfield; 
tributary to Baskahegan Lake and Baskahegan Stream, Mattawam- 
keag River, Penobscot River. 

BURDEN POND, T 7, R 8, N. W. P., Piscataquis County; inlets, 
several small streams; outlet. Crooked and Long Ponds, Sebec Lake, 
Sebec River, Piscataquis River, Penobscot River; area water sur- 
face, 0.32 square mile, (S. A. map). 

BURDEN POND, LITTLE, T 7, R 8, N. W. P., see Duck Pond. 

BURNHAM POND, Sebec, Piscataquis County; inlet, short stream; 
outlet, short stream to Piscataquis River, Penobscot River; area 
water surface, 0.04 square mile, (C. atlas). 

BURNT POND, T 2, R 6, W. E. L. S., Penobscot County ; inlets, sev- 
eral small streams; outlet, Salmon Stream Ponds, Salmon Stream, 
Penobscot River; area water surface, 0.36 square mile, (S. A. map). 

BURNT LAND POND, T 2, R 7, W. E. L. S., Penobscot County; 
inlet. Soldier Brook; outlet, Soldier Brooke, East Branch Penobscot 
River; area water surface, 0.14 square mile, (S. A. map). 

BUTTERMILK PONDS, T 7, R 8, N. W. P., see Long, Crooked, 
Burden and Fourth ponds, 

CAMBOLASSE POND, Lincoln, Penobscot County; inlet, outlet of 
Long Pond; outlet, Cambolasse Stream, Penobscot River; area 
water surface, 0.39 square mile, (C. & C. atlas) ; present storage, 5 
ft., 54,363,000 cu. ft. 

CAMBOLASSE STREAM, Penobscot County; source, Cambolasse 
Pond in Lincoln; tributaries, Cambolasse Pond and outlet of Cen- 
ter Pond; tributary to Penobscot River. 

CARIBOU LAKE, T 3, R 4, W. E. L. S. and Island Falls, Aroostook 
County; inlet, outlet of Otter Pond; outlet. Sly Brook, West Branch 
Mattawamkeag River, Penobscot River; area water surface, 0.60 
square mile, (S. A. map and R & C atlas). 

CARIBOU LAKE, T 2 and 3, R 12 and T 3, R 13, W. E. L. S.; 
inlets. Ragged Stream, outlets of Deer, Bear, Fisher and Green 
ponds; outlet, Chesuncook Lake, West Branch Penobscot River; 
area water surface in'cluded in Chesuncook Lake. 

CARIBOU POND, Lincoln, Penobscot County; inlet, outlet of small 
pond; outlet, Long Pond and small ponds to Penobscot River; area 
water surface, 0.39 square mile, (C. & C. atlas). 

CARLTON BROOK, Aroostook County ; source, T i, R 5, south part : 
direction, south; mouth, Mattaseunk Lake, T A, R 5, W. E. L. S. ; 
tributaries, small streams on east; tributary to Mattaseunk Lake, 
Mattaseunk Stream, Penobscot River; approximate length, 4 miles. 
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CARLTON BROOK, Piscataquis County; source, Kingsbury, southeast 
part; direction, southeast, northeast; mouth. South Branch Piscata- 
quis River, Parkman; tributaries, small streams; tributary to South 
Branch Piscataquis River, Penobscot River; approximate length 7 
miles. 

CARLISLE BROOK, Aroostook ' County ; source, Reed, east part; di- 
rection, southeast; mouth, Mattawamkeag River, Reed; tributary to 
Mattawamkeag River, Penobscot River. 

CARLISLE BROOK, Penobscot County; source, Mattawamkeag, north 
part; direction, southeast; mouth, Mattawamkeag River, Mattawam- 
keag; tributary to Mattawamkeag River, Penobscot River. 

CARPENTER POND, T 7, R 11, W. E. L. S., Piscataquis County; 
outlet by short stream to East Branch Penobscot River; area water 
surface, 0.24 square mile, (S. A. map). 

CAUCOMGOMUC LAKE, Ts 6 and 7, R 14, and T 6, R 15, W. E. L. 
S., Piscataquis County; inlets, Ciss and Loon streams and outlet 
of Avery and Rose ponds; outlet, Caucomgomuc Stream, Chesun- 
cook Lake, West Branch Penobscot River; area water surface, 7 
sq. m. (W. S. P. 379); present storage 8 ft., i,357i950,ooo cu. ft; 
possible storage capacity, 15 ft., 2,872,850,000 cu. ft.; drainage area 
171 sq. m. 

CAUCOMGOMUC STREAM, Piscataquis County; source, Caucom- 
gomuc Lake, T 6, R 14, W. E. L. S. ; direction, southeast; mouth, 
Chesuncook Lake, T 5, R 13; tributaries, Brandy Stream, Little 
Scot Brook, Caucomgomuc Lake, Black Pond and small streams; 
tributary to Chesuncook Lake, West Branch Penobscot River; ap- 
proximate length 10 miles. 

CEDAR POND, Piscataquis County, T B, R 10, W. E. L. S. ; outlet by 
short stream into East Branch Pleasant River, Piscataquis River, 
Penobscot River; area water surface, 0.06 square mile, (S. A. map). 

CEDAR POND, T 3, R 9, N. W. P. and T A, R 8 and 9, W. E. L. S., 
Penobscot County; outlet, Seboeis Stream, Piscataquis River, Penob- 
scot River; area water surface, i.i square miles, (S. A. map). 

CENTER POND, Lincoln, Penobscot County; outlet, short stream to 
Penobscot River; area water surface, o.ii square mile, (C&C atlas). 

CENTER LINE BROOK, Aroostook County; source, Oakfield, south 
part; direction, south, east; mouth, Skiticook Lake, T 4, R 3, W. 
E. L. S. ; tributaries, small streams; tributary to Skiticook Lake^ 
Skiticook Stream, East Branch Mattawamkeag River, Penobscot 
River. 

CHAIN POND, Ts 3 and 4, R 4, N. B. K. P., Somerset County; 
inlets, short streams; outlet, Penobscot Brook, South Branch Penob^ 
scot River, West Branch Penobscot River; area water surface,. 
0.35 square mile, (S. A. map). 

CHAIR POND, EAST, T 7, R 9, N. W. P., Piscataquis County ; out- 
let, short stream to Long Pond, Onawa Stream, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.12 
square mile, (S. A. map). 
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CHAIR POND, WEST, T 7, R 9, N. W. P., Piscataquis County ; out- 
let, short stream to Long Pond, Onawa Stream, Sebec Lake, Sebx 
River, Piscataquis River, Penobscot River; area water surface, o.io 
square mile, (S. A. map). 

CHAMBERLAIN LAKE, T 6, R 11, and 12, T 7, R 12 and 13, Penob- 
scot County; inlets, outlets of Mud, Lost, Little and Leadbetter 
ponds, Ellis Stream, Allagash Stream and small streams; outlet, 
Round Pond, Telos Lake, Grand Lake, East Branch Penobscot 
River; area water surface, 17.48 square miles, (S. L. S.) ; present 
storage, 10 ft., 4,728,000,000 cu. ft.; possible storage, 28 ft., 14,742,- 
000,000 cu. ft. ; elev. low water, 936.3 ft. ; elev. high water, 945.0 ft. ; 
drainage area 270 sq. m. 

CHEMO POND, Eddington, Bradley, Clifton, Penobscot County; in- 
lets, outlet of Parkes Pond and Davis Pond; outlet, Blackman 
Stream, Penobscot River; area water surface, 1.80 square miles, 
(U. S. G. S. Orono) ; elev. 126 ft. ; drainage area 36 sq. m. 

CHESUNCOOK LAKE, Ts 3, 4, 5, R 12 and Ts 4 and 5, R 13, W. 
E. L. S., Piscataquis County; inlets, Caucomgomuc and Umbazook- 
sus Streams, Quaker and Red brooks, outlets of Moose and Mud 
ponds and Caribou Lake; outlet, West Branch Penobscot River; 
area water surface, 35.9 square miles, (S. L. S.) ; present storage, 
22 ft., 15,600,000,000 cu. ft.; possible storage capacity, 24 ft., 17,600,- 
000,000 cu. ft.; elev. 937 ft.; drainage area 1332 sq. m. 

CHESUNCOOK POND, T 3; R n, W. E. L. S., Piscataquis County; 
outlet, short stream to Chesuncook Lake, West Branch Penobscot 
River; area water surface, 0.22 square mile, (S. A. map). 

CISS STREAM, Piscataquis County; source, Round Pond, T 7, R 14, 
W. E. L. S. ; direction, south; mouth, Caucomgomuc Lake, T 6, R 
14, W. E. L. S. ; tributary. Round Pond; tributary to Caucomgo- 
muc Lake, Chesuncook Lake, West Branch Penobscot River ; approx- 
imate length, I 1-2 miles. 

CLEAVES BROOK, Penobscot County; source, Prentiss, south part; 
direction, west; mouth, Mattagodas Stream, Prentiss; tributary, 
Prescott Brook; tributary to Mattagodas Stream, Mattawamkeag 
River, Penobscot River. 

COFFEE BROOK, Penobscot County; source, T 3, R i, N. B. P. P.; 
direction, northwest; mouth, Madagascal Pond, Burlington; tribu- 
taries, small streams; tributary to Madagascal Pond and Madagascal 
Stream, Passadumkeag River, Penobscot River; approximate length, 
4 miles. 

COFFEELOS LAKE, T 6, R 11, W. E. L. S., Piscataquis County; 
outlet, Webster Lake, Grand Lake, East Branch Penobscot River; 
area water surface, 0.22 square mile, (S. A. map). 

COLD BROOK, T 3, R 4, W. E. L. S., Aroostook County; direction, 
north, northwest; mouth, Fish Stream, Crystal; tributaries, several 
small streams; tributary to Fish Stream, West Branch Mattawam- 
keag River, Penobscot River; approximate length, 8 miles. 
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COLD BROOK, Aroostook County; source, Weston, west part; direc- 
tion, north; mouth, Mattawamkeag River, Haynesville; tributary 
to Mattawamkeag River, Penobscot River. 

COLD BROOK, Piscataquis County; source, Lagrange, north part; 
direction, north; mouth, Piscataquis River, Medford; tributaries, 
small streams ; tributary 'to Piscataquis River, Penobscot River. 

COLD STREAM, Penobscot County; source. Cold Stream Ponds iii 
Enfield; direction, south; mouth, Passadumkeag River, Passaduni- 
keag; tributary. Little Cold Stream; tributary to Passadumkeag 
River, Penobscot River; approximate length 6 miles: Drainage 
area at outlet Cold Stream Pond, 33 sq. m.; at mouth, 48 sq. m. 

COLD STREAM, LITTLE, Penobscot County; source, Lowell, west 
part; direction, west; mouth. Cold Stream, Passadumkeag; tributa- 
ries, small streams on north; tributary to Cold Stream, Passadum- 
keag River. 

COLD STREAM POND, Enfield, Penobscot County; inlet. Second 
Cold Stream Pond; outlet. Cold Stream, Passadumkeag River, 
Penobscot River; area water surface, 7.38 square miles, (C & C 
atlas) ; present storage, 8 ft., 1,645,941,000 cu. ft. ; drainage area 
33 sq. m. 

COLD STREAM POND, SECOND, Enfield and Lincoln, Penobscot 
County; outlet. Cold Stream Pond, Cold Stream, Passadumkeag 
River, Penobscot River; area water surface, 1.14 square miles, (C. 
& C atlas) ; present storage, 8 ft., 254,251,000 cu. ft. 

COMPASS POND, T 2, R 9, W. E. L. S., Piscataquis County; inlet, 
outlet of Katahdin Pond; outlet into West Branch Penobscot River; 
area water surface, 0.14 square mile, (S. A. map). 

COOMBS BROOK, Hancock County; source, T 35, M. D., northwest 
part ; direction, north ; mouth, Nicatous Lake, T 41, M. D. ; tributary 
to Nicatous Lake, Nicatous Stream, Passadumkeag River, Penob- 
scot River. 

COOPER BROOK, Piscataquis County; source, Crawford Pond, T A, 
R II, W. E. L. S. ; direction, east; mouth. Middle Jo-Mary Lake, 
Indian Township; tributaries, Crawford Pond and small streams; 
tributary to Middle and Lower Jo- Mary Lakes, Pemadumcook 
Lake, West Branch Penobscot River; approximate length, 7 1-2 
miles. 

COOPER POND, T A, R 10, Piscataquis County; inlet, Cooper 
Brook; outlet. Cooper Brook, Jo-Mary lakes, Pemadumcook Lake, 
West Branch Penobscot River; area water surface, 0.49 square 
mile, (S. A. map). 

COPELAND BROOK, Hancock and Penobscot counties; source, 
south part of Holden ; elevation, 450 ft. ; direction, southwest ; mouth. 
Long Pond, Bucksport; tributaries, several small streams; tribu- 
tary to Long Pond, Moosehorn Creek, Dead River, Alamoosook 
Lake, Orland River, Penobscot River. 
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CRAIG POND, Orland, Hancock County; outlet, Alamoosook Lake, 
Orland River, Penobscot River; area water surface, 0.33 square 
mile, (U. S. G. S., Orland) ; elev. 213 ft. 

CRANBERRY POND, Lowell, Penobscot County; outlet. Cold Stream 
Pond, Cold Stream, Passadumkeag River, Penobscot River; area 
water surface, 0.04 square mile, (C. & C. atlas). 

CRANBERRY POND, T 3, R 14, W. E. L. S., Piscataquis County; 
outlet, short stream to Lobster Lake, West Branch Penobscot River; 
area water surface, 0.12 square mile, (G. N. P. Co. map). 

CRAWFORD POND, T A, R 11, W. E. L. S., Piscataquis County; 
inlets, several short streams; outlet. Cooper Brook, Pratt Brook, 
Jo-Mary lakes, Pemadumcook Lake, West Branch Penobscot River: 
area water surface, 0.82 square mile, (S. A. map). 

CRESCENT POND, T 9, R i5, W. E. L. S., Piscataquis County; 
outlet, Allagash Stream, Allagasih Lake, Round Pond, Telos Lake, 
East Branch Penobscot River; area water surface, 0.34 square 
mile, (S. A. map). 

CROCKER POND, T 32, M. D., Hancock County; outlet, short stream 
to Birch Stream, Sunkhaze Stream, Penobscot River; area water 
surface, 0.04 sq. m., (S. A. map). 

CROOKED POND, Lincoln, Penobscot County; inlet, outlet of Fol- 
som Pond; outlet, into Mattanacook Pond, Penobscot River; area 
water surface, 0.26 square mile, (C. & C. atlas). 

CROOKED POND, T 7, R 8, N. W. P., Piscataquis County; inlet, 
outlet of Burden Pond: outlet. Long Pond, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.21 
square mile, (S. A. map) ; present storage, 5 ft., 29,272,000 cu. ft. 

CROSS HONEY BROOK, Aroostook and Penobscot counties; source 
Macwahoc, south part; direction, south; mouth, Mattawamkeag 
River, Kingman; tributary, small stream; tributary to Mattawam- 
keag River, Penobscot River. 

CRYSTAL STREAM, Aroostook and Penobscot counties; source, Mt. 
Chase, east part; direction, southeast; mouth Fish Stream, Crystal; 
tributaries, Houston Brook and small streams ; tributary to Fish 
Stream, West Branch Penobscot River. 

CUNNINGHAM POND, T 2, R 4, N. B. K. P., Somerset County; 
inlets, short streams from west and north; outlet, Cunningham 
Brook, South Branch Penobscot River, West Branch Penobscot 
River; area water surface, 0.03 square mile, (G. N. P. Co. map). 

CUXABEXIS LAKE, Piscataquis County, T 5, R 12, W. E. L. S.; 
inlets, several short streams; outlet, Moose Pond, Chesuncook Lake, 
West Branch Penobscot River; area water surface, 1.54 square 
miles, (S. A. map). 

CUXABEXIS STREAM, Piscataquis County; source, T S, R ", west 
part; direction, northwest; mouth, Cuxabexis Lake, T 5, R 12, W. 
E. L. S. ; tributary to Cuxabexis Lake, Moose Pond, Chesuncook 
Lake, West Branch Penobscot River; drainage area at mouth 28 
sq. m. 
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DAGGETT POND, T 7, R 14, W. E. L. S., Piscataquis County; inlet, 
outlet of Shallow Lake; outlet, short stream to Long Pond, Cau- 
comgomuc Lake, Chesuncook Lake, West Branch Penobscot River; 
area water surface, 0.76 square mile, (S. A. map). 

DAISY POND, T 3, R 10, southern part, Piscataquis County; outlet, 
short stream to Sourdnahunk Stream, West Branch Penobscot 
River; area water surface, o.oi square mile, (S. A. map). 

DAVIDSON POND, T 2, R 6, W. E. L. S., Penobscot County ; outlet, 
Salmon Stream Ponds, Salmon Stream, Penobscot River; area water 
surface, 0.15 square mile, (S. A. map). 

DAVIS POND, T 5, R 7, W. E. L. S., Penobscot County; outlet, 
short stream to Seboeis Stream, East Branch Penobscot River; area 
water surface, 0.08 square mile, (S. A. map). 

DAVIS POND, Guilford and Wilimantic, Piscataquis County; outlet, 
Davis Stream to Wilson Stream, Sebec River, Piscataquis R/ivcr, 
Penobscot River ; area water surface, 0.34 square mile, (C. atlas) ; 
present storage 5 ft., 47,3Q3»ooo cu. ft. 

DAVIS POND, Holden & Eddington, Penobscot County; inlets, Hol- 
brook Pond and several small streams; outlet, Chemo Pond, Black- 
Stream, Penobscot River; area water surface, 0.68 square mile, (U. 
S. G. S., Orono) ; elev. 200 ft. 

DAVIS STREAM, Piscataquis County; source, Davis Pond in Willi- 
mantic; direction, west, northeast; mouth, Wilson Stream, Williman- 
tic; tributaries, outlets of Davis Pond, Hebron Pond, Monson Pond, 
Poverty Pond; tributary to Wilson Stream, Sebec River, Piscata- 
quis River, Penobscot River; approx. length, 8 miles. 

DEAD BROOK, Aroostook County; source, T 3, R 2, W. E. L. S., 
south part; direction, south; mouth, Scraggrock Brook, Orient; 
tributary to Scraggrock Stream, Mattawamkeag River, Penobscot 
River. 

DEAD BROOK, Penobscot County; source, Lowell, central part; di- 
rection, south; mouth, Passadumkeag River, Lowell; tributary to 
Passadumkeag River, Penobscot River. 

DEAD BROOK, Washington County; source, T 8, R 3, N. B. P. P., 
north part; direction, southeast; mouth, Baskahegan Stream in 
Jackson Brook PL; tributary to Baskahegan Stream, Mattawam- 
keag River, Penobscot River; approximate length, 2 miles. 

DEAD RIVER, Hancock County; source, Hothole Pond, Orland; di- 
rection, west, south; mouth, Alamoosook Lake, Orland; tributa- 
ries, Hothole Pond, Moosehorn Creek, and small streams; tribu- 
tary to Alamoosook Lake, Orland River, Penobscot River; length, 
31-2 miles; total fall, 15 ft. 

DEAD STREAM, Penobscot County; source, Lincoln, east part; direc- 
tion, west; mouth, Mattanawcook Pond in Lincoln; tributary to 
Mattanawcook Pond, Mattanawcook Stream, Penobscot River; ap- 
proximate length, 6 miles. 
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DEAD STREAM, Penobscot County; source, Boyd Pond in Oraeville; 
direction, south; mouth, Pushaw Stream, Alton; tributaries, Boyd 
Pond and several small streams; tributary to Pushaw Stream, Still- 
water River, Penobscot River; approximate length, 17 miles. 

DEBSCONEAG, FIRST LAKE, T 2, R 10, W. E. L. S., Piscataquis 
County; inlet, outlet of Debsconeag, Second Lake; outlet, West 
Branch Penobscot River; area water surface, 0.51 square mile, (G. 
N. P. Co. map). 

DEBSCONEAG, SECOND LAKE, T 2, R 10, W. E. L. S., Piscata- 
quis County; inlet, oiitlet of Debsconeag, Third Lake; outlet, Debs- 
coneag First Lake, West Branch Penobscot River; area water sur- 
face, 0.34 square mile, (G. N. P. Co. map). 

DEBSCONEAG, THIRD LAKE, Ts i and 2, R 10, W. E. L. S., Pis- 
cataquis County; inlet, outlet of Debsconeag, Fourth Lake; outlet, 
Debsconeag lakes. West Branch Penobscot River; area water sur- 
face, 1.54 square miles, (G. N. P. Co. map). 

DEBSCONEAG, FOURTH LAKE, T i, R 10 and 11. W. E. L. S., 
Piscataquis County; inlets, short streams; outlet, West Branch Pe- 
nobscot River; area water surface, 0.52 square mile, (S. A. map). 

DEER POND, T 2, R 13, W. E L. S., Piscataquis County ; inlets, few 
small streams; outlet, short stream to Caribou Lake, Chesuncook 
Lake, West Branch Penobscot River ; area water surface, 0.25 
square mile, (S. A. map). 

DEER POND, T 3, R I3, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, short stream to Caribou Lake, Chesuncook 
Lake, West Branch Penobscot River; area water surface, 0.45 square 
mile, (S. A. map). 

DOLE BROOK, Somerset County; source. Dole Pond, T 3, R 5, N. 
B. K. P. ; direction, east ; mouth. North Branch Penobscot River, 
T 4, R 18, W. E. L. S. ; tributaries. Hurricane Brook, Robert Brook, 
Dole Pond and small streams; tributary to North Branch Penobscot 
River, West Branch Penobscot River; approximate length, 6 miles. 

DOLE POND, T 3, R 5, N. B. K. P., Somerset County; inlets, several 
small streams, Roberts Brook and outlet of Long Pond; outlet. Dole 
Brook, North Branch Penobscot River, West Branch Penobscot 
River; area water surface, 0.56 square mile, (G. N. P. Co. map). 

DOW POND, Sebec, Piscataquis County; outlet, short stream to Pis- 
cataquis River, Penobscot River; area water surface, 0.06 square 
mile, (C. atlas). 

DRAPER POND, T 3, R 10, W. E. L. S., Piscataquis County; outlet, 
short stream to Sourdnahunk Stream, West Branch Penobscot River ; 
area water surface, o.oi square mile, (S. A. mav). 

DUCK BROOK, Hancock County; source. Duck Pond, T 4, N, D.; 
direction, west; mouth, Nicatous Lake, T 3, N. D. ; tributaries. Duck 
Pond, Spencer Brook and small streams; tributary to Nicatous Lake, 
Passadumkeag River, Penobscot River; approximate length, 2 1-2 
miles. 
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DUCK POND, T 4, N. D., Penobscot County; inlets, several small 
streams; outlet, Duck Brook, Nicatous Lake, Passadumkeag River, 
Penobscot River; area water surface, 2.24 square miles, (S. A. 
map) ; present storage 9 ft., 534,429,000 cu. ft. 

DUCK POND, Smyrna, Aroostook County; inlet, short stream; outlet. 
Duck Pond Brook, East Branch Mattawamkeag River, Penobscot 
River; area water surface, o.io square mile, (R & C atlas). 

DUCK POND, Ts 4 and 5, R 12, W. E. L. S., Piscataquis County; 
outlet, short stream to Moose Pond, Chesuncook Lake, West Branch 
Penobscot River; area water surface, 0.99 square mile, (S. A. map). 

DUCK POND, T 2, R 13, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, short stream to Lobster Lake, West Branch 
Penobscot River; area water surface, 0.10 square mile, (S. A. map). 

DUCK POND, T 7, R 8, N. W. P., Piscataquis County; inlet, short 
stream; outlet, short stream to Burden Pond, Crooked Pond, Long 
Pond, Sebec Lake, Sebec River, Piscataquis River, Penobscot River; 
area water surface, o.io square mile, (S. A. map). 

DUCK POND BROOK, Aroostook County; source. Duck Pond, 
Smyrna; direction, southwest; mouth. East Branch Mattawamkeag 
River, Smyrna; tributary. Duck Pond; tributary to East Branch 
Mattawamkeag River, Penobscot River. 

DUDLEY BROOK, Aroostook Counity ; source, T 7, R 4, W. E. L. S. ; 
direction, sov^heast; mouth, East Branch Mattawamkeag River, 
Smyrna; tributary, short stream; tributary to Mattawamkeag River, 
Penobscot River; approximate length, 6 miles. 

DUDLEY MEADOW BROOK, Penobscot County; source, Milford, 
northwest part; direction, west, south; mouth, Sunkhaze Stream, 
Milford; tributary to Sunkhaze Stream, Penobscot River. 

DUNCAN POND, T 4, R 4, N. B. K. P., Somerset County; inlet, 
short stream; outlet, short stream to Bald Brook, South Branch 
Penobscot River, West Branch Penobscot River; area water surface, 
0.38 square mile, (G. N. P. Co. map). 

DYER BROOK, Aroostook County; source, Merrill, south part; di- 
rection, south; mouth. West Branch Mattawamkeag River, Island 
Falls; tributaries, several small streams; tributary to West Branch 
Mattawamkeag River, Penobscot River; approximate length, 6 1-2 
Miles. 

EAST BRANCH LAKE, T 3, R 9, N. W. P., Penobscot County ; out- 
let. East Branch Seboeis Stream, Piscataquis River, Penobscot 
River^' area water surface, 1.08 square miles, (S. A. map). 

EATON BROOK, Penobscot County; source, Holden, south part; elev. 
180 ft.; direction, northwest; mouth, Penobscot River, Brewer; trib- 
utaries, several small streams; tributary to Penobscot River; ap- 
proximate length 4 1-2 miles; total fall 160 ft. 

EBEEMEE LAKE, T 5, R 9, N. W. P. and Brownville, Piscataquis 
County; inlet, East Branch Pleasant River; outlet. East Branch 
Pleasant River, Piscataquis River, Penobscot River; area water 
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surface, 2.04 square miles, (S. A. map) ; present storage, 8 ft., 
454,975,000 cu. ft.; drainage area 87 sq. m. 

EBEEMEE POND, UPPER, T 4, R 9, N. W. P., T B, R 10, W. E. 
L. S. ; inlet, East Branch Pleasant River; outlet, East Branch Pleas- 
ant River, Piscataquis River, Penobscot River; area water surface, 
0.36 square mile, (S. A. map). 

EBHORS STREAM, Penobscot County; source, Chester, north part; 
direction, southwest; mouth, Medunkeunk Stream, Chester; tribu- 
tary to Medunkeunk Stream, Penobscot River. 

EGG POND, Lincoln, Penobscot County; outlet. Caribou Pond, Long 
Pond, Cambolasse Pond, Cambolasse Stream, Penobscot River; area 
water surface, 0.13 square mile, (C & C atlas). 

ELBOW LAKE, Millinocket, Penobscot County. See Twin Lake Sys- 
tem. 

ELBOW LAKE, T 3, R 10, W. E. L. S., Piscataquis County; inlets, 
outlet of Tracy Pond and small stream; outlet, Katahdin Stream, 
West Branch Penobscot River; area water surface, 0.04 square mile, 
(G. N. P. Co. map). 

ELLIS BROOK, Piscataquis County; source, two ponds in T 7, R 14, 
W. E. L. S. ; direction, east; mouth. Chamberlain Lake, T 7, R 13, 
W. E. L. S. ; tributaries, small ponds at source; tributary to Cham- 
berlain Lake, East Branch Penobscot River; approximate length 10 
miles. 

ELM POND, T 4, R 16, W. E. L. S., Somerset County; inlet, Elm 
Stream; outlet Elm Stream, Seboomook Lake, West Branch Penob- 
scot River; area water surface, 0.90 square mile, (W. S. P. 279). 

ELM STREAM, Somerset and Piscataquis counties; source, T 5, R 16, 
W. E. L. S., west part; direction, southeast; mouth. West Branch 
Penobscot River, Seboomook; tributailies. Elm Pond and small 
streams at source; tributary to West Branch Penobscot River; ap- 
proximate length, 16 1-2 miles. 

ENDLESS LAKE, T 3, R 9, N. W. P.; inlet, Seboeis Lake; outlet, 
Seboeis Stream, Piscataquis River, Penobscot River; area water 
surface, 2.57 square miles, (W. S. P. 279) ; present storage, 8 ft., 
499,100,000 cu. ft. ; possible storage capacity, 13 ft, 881,000,000 cu. 
ft.; elev. 400 ft; drainage area 78 sq. m. 

ESKUTASSIS POND, Lowell and Burlington, Penobscot County; 
inlets, short streams; outlet, Passadumkeag River, Penobscot River: 
area water surface, 1.36 square mile, (C & C atlas) ; present storage, 
8 ft, 303,317,000 cu. ft 

ESKUTASSIS POND, LITTLE, Burlington, Penobscot County; inlet, 
short stream; outlet, Eskutassis Pond, Passadumkeag River, Pen- 
' obscot River; area water surface, 0.13 square mile, (C & C atlas). 

ESKUTASSIS STREAM, Penobscot County; source, Eskutassis Pond, 
Lowell; direction, south; miouth, Passadumkeag River, Lowell: 
tributaries, Eskutassis Pond and small ponds; tributary to Passa- 
dumkeag River, Penobscot River. 
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ETNA POND, Stetson, Etna and Carmel, Penobscot County; inlets, 
short streams; outlet, Sourdabscook Stream, Penobscot River; area 
water surface, 0.91 square mile, (C. & C. atlas). 

FARRAR BROOK, Piscataquis County; source, T i, R 12, southwest 
part, W. E. L. S.; direction, northeast; mouth, Wadleigh Pond in 
T 2, R II, W. E. L. S. ; tributaries, several small streams; tribu- 
tary to Wadleigh' Pond, Polly wog Pond, Nahmakanta Lake, Nah- 
makanta Stream, Pemadumcook Lake, West Branch Penobscot. 
River; approximate length, 6 miles. 

FELTS BROOK, Penobscot County; source. Brewer, east part; eleva- 
tion 130 ft.; direction, north; mouth, Penobscot River, Brewer; 
tributaries, several short streams; tributary to Penobscot River; 
approximate length, 41-2 miles. 

FEMALE POND, T i, R 12, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, Farrar Brook, Wadleigh Pond, Nahmakanta 
Stream, Pemadumcook Lake, West Branch Penobscot River; area 
water surface 0.22 square mile, (S. A. map). 

FERGUSON LAKE, Millinocket, Penobscot County; outlet, Millinocket 
Stream, West Branch Penobscot River; area water surface, 0.42 
square mile, (S. L. S.) 

FIELDS POND, Orrington, Penobscot County; inlet, outlet of Brewer 
Pond; outlet, Sedgeunkeunk Stream, Penobscot River; area water 
surface, 0.29 square mile, (U. S. G. S. Orland) ; elev. 105 ft. 

FIFTH POND, T 7, R II, W. E. L. S., Piscataquis County, northeast 
of Stink Pond; outlet, short stream through Stink Pond to East 
Branch Penobscot River; area water surface, 0.04 square mile, (S. A. 
map).- 

FIRST POND, T 7, R 14, W. E. L. S., Piscataquis County; inlet, Ellis 
Stream; outlet, Ellis Stream, Chamberlain Lake, Telos Lake, Grand 
Lake, East Branch Penobscot River; area water surface, 0.27 square 
mile, (S. A. map). 

FISH POND, T 3, R 3, N. B. K. P., Somerset County; inlet, short 
stream; outlet, Alder Brook, South Branch Penobscot River, West 
Branch Penobscot River; area water surface, 0.09 square mile, 
(S. A. map). 

FISH POND, T 4, R 3, N. B. K. P., Somerset County; outlet. Hale 
Brook, South Branch Penobscot River, West Branch Penobscot 
River; area water surface, 0.48 square mile, (S. A. map). 

FISH POND, T 5, R 20, W. E. L. S., Somerset County ; inlets, several 
small streams; outlet, Foss Pond, Dole Brook, North Branch Penob- 
scot River, West Branch Penobscot River; area water surface, 0.04 
square mile, (G. N. P. Co. map). 

FISH STREAM, Penobscot and Aroostook counties ; source, Mt. Chase, 
south part; direction, south, east; mouth. West Branch Mattawam- 
keag River, Island Falls; tributaries, Crystal Stream, Cold Brook; 
tributary to West Branch Mattawamkeag River, Penobscot River; 
approximate length, 15 miles. 
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FISHER POND, T 2, R 12, W. E. L. S., Piscataquis County; outlet 
by short stream to Caribou Lake, Chesuncook Lake, West Branch 
Penobscot River; area water surface, 0.05 square mile, (S. A. map). 

FITTS POND, Clifton, Penobscot County; inlets, several short 
streams; outlet, Chemo Pond, Blackman Stream, Penobscot River; 
area water surface, 0.17 square mile; drainage area 1.62 sq. m. ; elev. 
320 ft. • 

FLINN BROOK, Aroostook County; source, Reed, north part; direc- 
tion, southeast; mouth, Mattawamkeag River, Reed; tributary to 
Mattawamkeag River, Penobscot River. 

FLINN POND, Benedicta and T i, R 5, W. E. L. S., Aroostook 
County; outlet, Hersey Brook, Molunkus Stream, Mattawamkeag 
River, Penobscot River; area water surface, 0.27 square mile, (S. A. 
map). 

FOGG BROOK, Penobscot County; source, Lowell, south part; di- 
rection, east; mouth, Passadumkeag River, Lowell; tributary to 
Passadumkeag River, Penobscot River. 

FOLEY POND, T 4, R 18, W. E. L. S., Somerset County ; inlet, outlet 
of small pond; outlet, short stream to Lane Brook, North Branch 
Penobscot River, West Branch Penobscot River; area water surface, 
0.38 square mile, (G. N. P. Co. map). 

FOLSOM POND, Lincoln, Penobscot County; inlet, outlet of small 
pond; outlet. Crooked Pond ,Mattanawcook Pond, Penobscot River; 
area water surface, 0.26 square mile, (C. & C. atlas) ; present stor- 
age 5 ft., 36,242,000 cu. ft. 

FORBES BROOK, Penobscot County; source, Bradford, northwest 
part; direction, southeast; mouth, Mohawk Brook, Hudson; tribu- 
taries, Fletcher Brook and small streams; tributary to Mohawk 
Brook, Push aw Stream, Penobscot River. 

FOSS POND, Kingsbury, Penobscot County; outlet. Thorn Brook, 
South Branch Piscataquis River, Penobscot River; area water sur- 
face, 0.14 square mile, (S. A. map) ; present storage, 4 ft, 15,612,000 
cu. ft. 

FOURTH LAKE, T 7, R 11, W. E. L. S., Piscataquis County; outlet, 
Third Lake, Grand Lake, East Branch Penobscot River; area water 
surface, 0.32 square mile, (S. A. map) ; present storage, 12 ft., 107,- 
053,000 cu. ft. 

FOURTH POND, T 7, R 8, N. W. P., Piscataquis County ; inlet, short 
stream; outlet. Burden Pond, Long Pond, Sebec River, Piscataquis 
River, Penobscot River; area water surface, 0.33 square mile, (S. A. 
map). 

FOWLER POND, T 6, R 9, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, Trout Stream, Grand Lake, East Branch Pen- 
obscot River; area water surface, o.io square mile, (S. A. map). 

FROST POND, T 6, R 9, W. E. L. S., Piscataquis County; outlet, 
Second Grand Lake, East Branch Penobscot River; area water 
surface, 0.05 square mile, (S. A. map). 
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FROST POND, T 3, R ii, W. E. L. S., Piscataquis County; inlet, 
short stream ; outlet, short stream to Ripogenous Lake, West Branch 
Penobscot River; area water surface, 0.34 square mile, (S. A. map). 

GARLAND POND, Sebec, Piscataquis County; outlet, short stream 
to Piscataquis River, Penobscot River; area water surface, 0.04 
square mile, (W. J. M. special map). 

GASSABIAS LAKE, T 41, M. D., Penobscot County; outlet, Nica- 
tous Lake, Passadumkeag River, Penobscot River; area water sur- 
face, 1.25 square mile, (S. A. map) ; present storage 6 ft., 224,143,- 
000 cu. ft. 

GASSABIAS STREAM, Hancock County; source, Gassabias Lake, 
T 41, M. D. ; direction, west; mouth, Nicatous Lake, T 41, M. D. ; 
tributary, Gassabias Lake; tributary to Nicatous Lake, Nicatous 
Stream, Passadumkeag River, Penobscot River. 

GAUNTLET POND, T B, R 10, W. E. L. S., Piscataquis County; 
outlet, East Branch Pleasant River, Piscataquis River, Penobscot 
River; area water surface, o.ii square mile, (S. A. map). 

GEORGE POND, Hermon, Penobscot County; inlet, Wheeler Stream; 
outlet, Wheeler Stream, Sourdabscook Stream, Penobscot River; 
area water surface, 0.08 square mile, (U. S. G. S. Bangor) ; elev. 
125 ft. 

GEORGE POND, Holden, Penobscot County; inlet, short stream; 
outlet, Phillips Lake, Long Pond, Moosehom Creek, Dead River, 
Orland River, Penobscot River; area water surface, 0.03 square mile, 
(U. S. G. S. Orland) ; elev. 170 ft. 

GORDON BROOK, Penobscot County; source, Webster, central part; 
direction, northwest; mouth, Mattawamkeag River, Mattawamkeag ; 
tributary to Mattawamkeag River, Penobscot River; approx. length, 
6 1-2 miles. 

GORDON BROOK, LITTLE, Penobscot County ; source, Winn, north- 
east part; direction, north; mouth, Mattawamkeag River in Winn; 
tributary to Mattawamkeag River, Penobscot River. 

GOULD BROOK, Penobscot County; source, Mattamiscontis, south 
part; direction, south; mouth, Penobscot River, Rowland; tributary 
to Penobscot River ; approximate length, 4 miles. 

GRAND LAKE, T 7, R 7, W. E. L. S., Penobscot County; inlets, 
Seboeis Lake, and outlet of small pond; outlet, Whitehorse and 
Snowshoe lakes, Seboeis River, East Branch Penobscot River; area 
water surface, 2.44 square miles, (G. N. P. Co. map). 

GRAND LAKE and SECOND LAKE, T 6, R 8 and T 6, R 9, W. R 
L. S., Penobscot County; inlets, Trout Brook and several streams; 
outlet. East Branch Penobscot River; area water surface, 6.6$ 
square miles, (S. L. S.) ; present storage, 14 ft., 1,959,000,000 cu. 
ft.; possible storage capacity, 29 ft., 5,277,800,000 cu. ft.; drainage 
area 470 sq. m. ; elev. 645 ft. 

GRANT BROOK, Piscataquis County; source. Rat Pond in T 2, R 9. 
W. E. L. S. ; direction, east, south; mouth, Millinocket Lake, T 2, 
R 9 ; tributary, Rat Pond ; tributary to Millinocket Lake, Millinocket 

8 
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Stream, Shad Pond, West Branch Penobscot River; approximate 
length 3 miles. 

GRAPEVINE POND, T 7, R 8, N. W. P., Piscataquis County; inlet. 
Upper Grapevine Pond; outlet, Sebec Lake, Sebec River, Piscataquis 
River, Penobscot River; area water surface, 0.14 square mile, (S. A. 
map). 

GRAPEVINE POND, UPPER, T 7, R 8, N. W. P., Piscataquis Coun- 
ty; inlet, short stream; outlet. Grapevine Pond, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.13 
square mile, (S. A. map). 

GRASS POND, Moro PL, Aroostook County; inlet, outlet Picked 
Mountain Pond; outlet. West Branch Mattawamkeag River, Penob- 
scot River; area water surface, o.io square mile, (R & C atlas). 

GREAT WORKS STREAM, Penobscot and Hancock counties ; source, 
Amherst; direction, west, northwest; mouth, Penobscot River, Brad- 
ley; tributaries, Boynton Brook and small streams; tributary to 
Penobscot River; approximate length, 12 miles; drainage area at 
mouth, 44 sq. m. 

GREEN POND, Moro PL, Aroostook County; inlet, small stream; 
outlet. Alder Brook, Hale Lake, West Branch Mattawamkeag River, 
Penobscot River; area water surface, 0.04 square mile, (R & C 
atlas). 

GREEN POND, T 2, R 12, W. E, L. S., Piscataquis County; outlet, 
short stream to Caribou Lake, Chesuncoon Lake, West Branch Pen- 
obscot River; area water surface, 0.03 square mile, (S. A. map). 

GREEN POND, T 7, R 10, N. W. P., Piscataquis County; outlet, 
short stream to White Brook, West Branch Pleasant River, Piscata- 
quis River, Penobscot River; area water surface, 0.06 square mile, 
(S. A. map). 

GREENLEAF POND, Abbot, Piscataquis County; inlets, several 
streams; outlet, Piscataquis River, Penobscot River; area water sur- 
face, 0.12 square mile, (C. atlas). 

GREENWOOD POND, Elliottsville and Willimantic, Piscataquis 
'County; inlet. Upper Greenwood Pond; outlet, Onawa Stream, Long 
Pond, Sebec Lake, Sebec River, Piscataquis River, Penobscot River; 
area water surface, 0.64 square mile, (C. atlas). 

GREENWOOD POND, UPPER, T 8, R 9, N. W. P., Piscataquis 
County ; inlet, short stream ; outlet. Greenwood Pond, Onawa Lake, 
Onawa Stream, Sebec Lake, Sebec River, Piscataquis River, Penob- 
scot River; area water surface, 0.14 square mile, (S. A. map). 

GRINDSTONE POND, Willimantic, Piscataquis County; outlet, Wil- 
son Stream, Sebec Lake, Sebec River, Piscataquis River, Penobscot 
River; area water surface, 0.04 square mile, (C. atlas). 

GULCH BROOK, Hancock County; source, Orland, south part; direc- 
tion, north; mouth, Alamoosook Lake, Orland; tributaries, several 
small streams; tributary to Alamoosook Lake, Orland River, Penob- 
scot River. 
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GULLIVER BROOK, Somerset County ; source, T 4, R 17, W. E. L. S., 
central part; direction, southeast; mouth, West Branch Penobscot 
River, T i, R 4, N. B. K. P.; tributaries, several streams on east; 
tributary to West Branch Penobscot River; approximate length 7 
miles. 

GURNSEY BROOK, Piscataquis County; source, T B, R 11, W, E. L. 
S. ; direction, east; mouth, Pleasant River, T 3, R 11; tributaries, B 
Pond and small streams; tributary to Pleasant River, East Branch 
Piscataquis River, Penobscot River; approximate length, 7 1-2 miles. 

HADLEY STREAM, Waldo County; source, Jackson, north part; 
direction, south; mouth, Marsh Stream, Jackson; tributary to Marsh 
Stream, Penobscot River. 

HALE BROOK, Aroostook County; source, Hale Lake, Moro; direc- 
tion, south; mouth, Alder Brook, Hersey; tributaries. Hale Lake and 
outlet of small lake; tributary to Alder Brook, West Branch Matta- 
wamkeag River, Penobscot River. 

HALE BROOK, Somerset County; source. Hale Pond, T 3, R 3, N. 
B. K. P.; direction, east; mouth. South Branch Penobscot River, 
T 3, R 3, N. B. K. P.; tributaries, outlets of Fish Pond and other 
small ponds; tributary to South Branch Penobscot River, West 
Branch Penobscot River; approximate length 9 miles. 

HALE LAKE, Moro PI., Aroostook County; inlets, several short 
streams; outlet. Alder Brook, West Branch Mattawamkeag River, 
Penobscot River; area water surface, o.ii square mile, (R & C atlas). 

HALE POND, T 2, R 10, W. E. L. S., Piscataquis County; inlets, 
small streams; outlet, short stream into West Branch Penobscot 
River; area water surface, 0.19 square mile, (G. N. P. Co. map). 

HALE POND, T 3, R 3, N. B. K. P., Somerset County; outlet. Hale 
Brook, South Branch Penobscot River, West Branch Penobscot 
River; area water surface, 0.07 square mile, (S. A. map). 

HALF MOON POND, Searsport, Waldo County; inlet, short stream; 
outlet, short stream to Marsh River, Penobscot River; area water 
surface, 0.26 square mile, (U. S. G. S. Bucksport) ; elev. 328 ft. 

HAMMOND POND, Hampden, Penobscot County; inlet, Sourdabs- 
cook River; outlet, Sourdabscook River, Penobscot River; area 
water surface, 0.16 square mile, (U. S. G. S. Bangor) ; elev. 121 ft 

HANCOCK POND, Bucksport, Hancock County; inlets, several small 
streams; outlet, Moosehorn Creek, Dead River, Orland River, Pen- 
obscot River; area water surface, 0.09 square mile, (U. S. G. S. 
Orland) ; elev. 99 ft. 

HANSON POND, Dedham, Hancock County; inlet, outlet of Saulter 
Pond; outlet Phillips Lake, Long Pond, Moosehorn Creek, Dead 
River, Orland River, Penobscot River; area water surface, o.ot 
square mile, (U. S. G. S., Orland) ; elev. 240 ft. 

HARDY BROOK. Penobscot County; source, T 3, R 8, N. W. P.. 
south part; direction, south; mouth, Piscataquis River, Maxfield; 
tributary, small stream; tributary to Piscataquis River, Penobscot 
River. 
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HARDY POND, T 4, R 8, N. W. P., Piscataquis County; inlets, 
several short streams; outlet, Schoodic Stream, Piscataquis River, 
Penobscot River; area water surface, 0.28 square mile, (S. A. map). 

HARLOW POND, Parkman, Piscataquis County; inlet. Mill Stream; 
outlet, North West Pond, Piscataquis River, Penobscot River; area 
water surface 0.16 square mile, (C. atlas) ; present storage 6 ft., 
26,763,000 cu. ft. 

HARRIMAN POND, Sebec, Piscataquis County; outlet. Alder Brook, 
Piscataquis River, Penobscot River; area water surface, o.ii square 
mile, (C. atlas). 

HARRINGTON LAKE, T 3 and 4, R ", W. E. L. S., Piscataquis 
County; inlets, Soper and Sandy brooks, and outlet of small pond; 
outlet, Ripogenous Stream, Ripogenous Lake, West Branch Penob- 
scot River; area water surface, 1.84 square miles, (S. A. map). 

HASTINGS BROOK, LOWER, Aroostook County; source, T 7, R 4, 
W. E. L. S. ; direction, south; mouth. West Branch Mattawamkeag 
River, Moro; tributary, Sutherland Brook; tributary to West Branch 
Mattawamkeag River, Penobscot River; approximate length, 7 miles. 

HASTINGS BROOK, UPPER, Aroostook County; source, T 7, R 5, 
W. E. L. S. ; direction, southeast; mouth, West Branch Mattawam- 
keag River, Moro; tributaries, short streams; tributary to West 
Branch Mattawamkeag River, Penobscot River; approximate length, 
6 miles. 

HASTINGS POND, LITTLE, T 6, R 9, N. W. P., Piscataquis Coun- 
ty; outlet, short brook to Hastings Brook, West Branch Penobscot 
River; area water surface, 0.04 square mile, (S. A. map). 

HATHORN POND, T 4, R 8, W. S. L. S., Penobscot County ; outlet. 
Little Spring Brook, East Branch Penobscot River; area water 
surface, 0.06 square mile, (S. A. map). 

HAWKINS BROOK, Washington and Aroostook counties; source, 
T 8, R 4, N. B. P. P., west part; direction, north; mouth, Matta- 
wamkeag River in Reed; tributary to Mattawamkeag River, Penob- 
scot River ; approximate length 6 1-2 miles. 

HAY BROOK, Penobscot County; source, T i, R 6, W. E. L. S., west 
part; direction, northwest; mouth. Mud Brook, T i, R 7, W. E. L. 
S.; tributary to Mud Brook, East Branch Penobscot River; approx- 
imate length 41-2 miles. 

HAY BROOK, Piscataquis County; source, T 7, R 10, N. W. P.; 
direction, south; mouth, West Branch Pleasant River, T 7, R 10, 
N. W. P.; tributary to West Branch Pleasant River, Piscataquis 
River, Penobscot River; approximate length, 2 1-2 miles. 

HAV RROOK. Piscataauts Countv^ source. T 7. R Q, W. E. L. S.. 
central part ; direction, south ; mouth. Grand Lake, T 6, R 9, W. E. 
L. S. ; tributaries, small pond and stream; tributary to Grand Lake, 
East Branch Penobscot River; approximate length, 2 1-2 miles. 

HAY BROOK, Penobscot County ; source. Hay Lake, T 6, R 8, W. E. 
L. S. ; direction, north, east; mouth, Sawtelle Brook, T 6, R 7; 
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tributaries, Hay Lake, Hay Pond, outlet small pond; tributary to 
Sawtelle Brook, Seboeis River, East Branch, Penobscot River. 

HAY LAKE, T 6, R 8, W. E. L. S., Penobscot County ; inlets, several 
small streams; outlet, Sawtelle Brook, Seboeis River, East Branch 
Penobscot River; area water surface, o.Qi square mile, (S. A. map). 

HAY POND, T 6, R 8, W. E. L. S., Penobscot County; outlet, Saw- 
telle Brook, Seboeis River, East Branch Penobscot River; area 
water surface, 0.22 square mile, (S. A. map). 

HAYDEN POND, Mayfield, Somerset County; outlet, Kingsbury 
Pond, South Branch Piscataquis River, Penobscot River. 

HEART POND, Orland, Hancock County ; inlet, short stream ; outlet. 
Toddy Pond, Orland River, Penobscot River; area water surface, 
0.12 square mile, (U. S. G. S., Orland) ; elev. 174 ft. 

HEBRON POND, Monson, Piscataquis County; outlet, Davis Stream, 
Wilson Stream, Sebec Lake, Sebec River, Piscataquis River, Penob- 
scot River; area water surface, 1.13 square miles, (C.*atlas) ; present 
storage, 5 ft., iS7,5i3»ooo cu. ft. 

HEDGEHOG POND, T 8, R 10, N. W. P., Piscataquis. County; inlet, 
outlet of Trout Pond; outlet. Long Pond, Onawa Stream, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.08 
square mile, (S. A. map). 

HEMLOCK STREAM, Penobscot County; source, Lagrange, north 
part; direction, southeast; mouth, Penobscot River, Argyle; tribu- 
tary to Penobscot River; approximate length, 12 miles. 

HENDERSON POND, T A, R 11, W. E. L. S., northeast pal-t; outlet, 
Pratt Brook, Jo-Mary lakes, Pemadumcook Lake, West Branch 
Penobscot River; area water surface, 0.37 square mile, (S. A. map). 

HERMON POND, Hermon, Penobscot County; inlets, outlets of 
Tracy, Patten, Ben Annis Ponds; outlet, Sourdabscook Stream, 
Penobscot River ; area water surface, 0.72 square mile, (U. S. G. S. 
Bangorj) ; elev. 122 ft. 

HERSEY BROOK, Aroostook and Penobscot counties; source, T i. 
R 5, W. E. L. S., northwest part; direction, southeast; mouth. 
Molunkus Lake, T i, R 5; tributaries, several small streams; tribu- 
tary to Molunkus Lake, Molunkus Stream, Mattawamkeag River, 
Penobscot River; approximate length. 6 1-2 miles. 

HILTON PONDS, Kingsbury, Piscataquis County; inlet, short stream: 
outlet. Bog Brook, Thorn Brook, South Branch Piscataquis River; 
area water surface, 0.08 square mile, (C. atlas). 

HOLBROOK POND, T 2, R 11, W. E. L. S., Piscataquis County; 
inlets, several small streams; outlet, short stream to West Branch 
Penobscot River; area water surface, 0.25 square mile, (S. A. map). 

HOLBROOK POND, Holden, Penobscot County; inlets, several un- 
named streams; outlet, Davis Pond, Chemo Pond, Blackman Stream, 
Penobscot River; area water surface, 0.46 square mile, (U. S. G. S. 
Orono) ; elev. 200 ft. 
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HOLLAND POND, Alton, Penobscot County; outlet, McKechnie 
Brook, Birch Stream, Penobscot River; area water surface, 0.12 
square mile, (C. atlas). 

HORSESHOE BROOK, Piscataquis County; source. Horseshoe Pond, 
T 8, R 10, N. W. P.; direction, west; mouth. Upper Wilson Pond, 
T 8, R 10, N. W. P. ; tributary, Horseshoe Pond ; tributary to Upper 
Wilson Pond, Wilson Stream, Sebec River, Piscataquis River, 
Penobscot River. 

HORSESHOE LAKE, T 35, M. D., Hancock County; inlet, short 
stream; outlet, Nicatous Stream, Passadumkeag River, Penobscot 
River; area water surface, 0.39 square mile, (S. A. map). 

HORSESHOE POND, Willimantic, Piscataquis County; outlet, short 
stream to Wilson Stream, Sebec Lake, Sebec River, Piscataquis 
River, Penobscot River; area water surface, 0.03 square mile, (C. 
atlas). 

HORSESHOE POND, T 8, R 10, W. E. L. S., Piscataquis County; 
outlet. Little Wilson Pond, Wilson Pond, Wilson Stream, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.31 
square mile, (S. A. map). 

HOT BROOK, Aroostook County; source, Hot Brook Lake, Bancroft; 
direction, south; mouth, Baskahegan Stream, Bancroft; tributary, 
Hot Brook Lake; tributary to Baskahegan Stream, Mattawamkeag 
River, Penobscot River. 

HOT POND, T 6, R 6 and 7, W. E. L. S., Penobscot and Piscataquis 
counties; outlet, Seboeis River, East Branch Penobscot River; area 
water surface, 0.30 square mile, (S. A. map). 

HOT BROOK LAKE, T 8, R 4, N. B. P. P., Danforth and Bancroft, 
Washington and Aroostook counties; inlets, several short streams; 
outlet. Hot Brook Stream, Baskahegan Stream, MattaWamkeag 
River, Penobscot River; area water surface, 2.53 square miles, 
(S. A. map). • 

HOT BROOK STREAM, Aroostook County; source, Hot Brook Lake, 
Bancroft; direction, north; mouth, Baskahegan Stream, Bancroft; 
tributary, Hot Brook Lake; tributary to Baskahegan Stream, Pen- 
obscot River. 

HOTHOLE BROOK, Hancock County; source, Orland, east part; 
direction, northwest; mouth, Dead River, Orland; tributaries. Hot- 
hole Pond and small streams; tributary to Dead River, Alamoosook 
Lake, Orland River, Penobscot River; approximate length, 3 miles. 

HOTHOLE POND, Orland, Hancock County; inlets, several small 
streams; outlet. Dead River, Orland River, Penobscot River; area 
water surface, 0.09 square mile, (U. S. G. S., Orland) ; elev. 35 ft. 

HOUSTON BROOK, Piscataquis County; source, Houston Pond, 
T 7, R 9, N. W. P.; direction, east; mouth. West Branch Pleasant 
River, T 6, R 9; tributaries, Houston Pond and small streams; 
tributary to Pleasant River, West Branch Piscataquis River, Pen- 
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obscot River ; approximate length 6 miles. Drainage area, outlet of 
Houston Pond, 21 sq. m. ; at mouth, 37 sq. m. 

HOUSTON POND, T 6 and 7, R 9, N. W. P., inlet, outlet of Benson 
Pond and short streams; outlet, Houston Brook, West Branch 
Pleasant River, Piscataquis River, Penobscot River; area water 
surface, 1.19 square miles, (S. L. S.) ; present storage, 11 ft, 396,- 
208,000 cu. ft. ; elev. 830 ft. ; drainage area 21 sq. m. 

HOUSTON POND, SECOND, T 7, R 9, N. W. P., Piscataquis Coun- 
ty; inlets, several short streams; outlet, Houston Pond, Houston 
Stream, Pleasant River, Piscataquis River, Penobscot River; area 
water surface, O.28 square mile, (S. A. map). 

HOYT BROOK, Penobscot County; source, Lagrange, northeast part; 
direction, southeast; mouth, Penobscot River, Argyle; tributary to 
Penobscot River; approximate length, 12 miles. 

HUDSON POND, T 6, R 10, W. E. L. S., Piscataquis County ; inlets, 
short streams; outlet, short stream to Webster Brook, East Branch 
Penobscot River; area water surface, 0.16 square mile, (S. A. map). 

HURD POND, Dedham, Hancock County; inlets, short stream and 
outlet of Moulton Pond; outlet, Phillips Lake, Long Pond, Moose- 
horn Creek, Dead River, Orland River, Penobscot River; area water 
surface, 0.06 square mik, (U. S. G. S., Orland) ; elev 274 ft 

HURD POND, T 2, R 10, W. E. L. S., Piscataquis County; inlets, 
several small streams; outlet, short stream to West Branch Penob- 
scot River; area water surface, 1.05 square miles, (G. N. P. Co. 
map) ; present storage, 5 ft., 146,362,000 cu. ft 

HURD POND T 6, R 15, W. E. L. S., Piscataquis County; inlets, 
several small streams; outlet. Loon Lake, Caucomgomuc Lake Che- 
suncook Lake, West Branch Penobscot River; area water surface 
0.76 square mile, (S. A. map). 

HURRICANE BROOK, Somerset County; source, T 5, R 20, south- 
east part; direction, south; mouth. Dole Brook, T 3, R 5 N B K 
P.; tributary to Dole Brook, North Branch Penobscot River* Wesi 
xtttJ^?^ Penobscot River; approximate length, 3 miles 
HURRICANE POND, T 5, R 20, Somerset County i„,ets several 

Penl^^^^^^^ ^^^^^' ^^^^ ^-i North Tanch 

orstZ.^':^^, W^t^Br^ch^^^^^^^^ 3rea water surface. 

^?^t7 ^T^' Blanchard, Piscataquis County; outlet short stream 

Chase, direction., southeast; mouth, Crystal Brook. Hersey; ribu- 

west Branch Mattawamkeag River, Penobscot River 
INDIAN BROOK, Hancock County; source. T 32. M. D.. north part; 
direction south; mouth. Sunkhaze Stream. T 32. M. D.; tributary 
to Sunkhaze Stream, Penobscot River. 



I20 STATE WATER STORAGE COMMISSION. 

JACKSON BROOK, Washington County ; source, Jackson Brook Lake, 
Jackson Brook PI.; direction, west; mouth, Baskahegan Lake, Jack- 
son Brook PL; tributary, Jackson Brook Lake; tributary to Baska- 
hegan Lake, Baskahegan Stream, Mattawamkeag River, Penobscot 

River. 

JACKSON BROOK LAKES, Brookton and T lo, R 3, N. B. P. P., 
Aroostook County; outlet, Jackson Brook, Baskahegan Stream. 
Mattawamkeag River, Penobscot River; area water surface, 1.08 
square mile, (C. atlas). 

JACKSON POND, T 3, R 10 and 11, W. E. L. S., Piscataquis County; 
inlet, short stream; outlet, Kidney Pond, Sourdnahunk Stream, 
West Branch Penobscot River; area water surface, 0.04 square mile, 
(G. N. P. Co. map). 

JACOB BUCK POND, Bi^ksport, Hancock County; inlet, short 

stream; outlet, short stream to Orland River, Penobscot River; area 

water surface, 0.29 square mile, (U. S. G. S., Orland) ; elev. 205 ft. 

JENKINS BROOK, Washington County; source, T 8, R 3, N. B. P. 
P.; direction, south, southeast; mouth, Baskahegan Lake, Jackson 
Brook; tributary to Baskahegan Lake, Baskahegan Stream, Matta- 
wamkeag River, Penobscot River; approximate length 6 miles. 

JERRY POND, T A and I, R 7, W. E. L. S., T 3, Indian Purchase, 
Penobscot County; outlet, short stream to Schoodic Stream, West 
Branch Penobscot River; area water surface, 0.12 square mile, 
(S. A. map). 

JIMMY BROOK, Aroostook County; source, T 3, R 2, W. E. L. S., 
east part; direction, south; mouth, Scraggrock Brook, Orient; trib- 
utaries, several small streams; tributary to Scraggrock Brook, Mat- 
tawamkeag River, Penobscot River. 

JO-MARY BROOK, Piscataquis County; source, pond in southwest 
part T A, R 10, W. E. L. S. ; direction, east; mouth, Upper Jo- 
Mary Lake, T A, R 10, W. E. L. S.; tributaries, small pond and 
small streams ; tributary to Jo-Mary lakes, Pemadumcook Lake, West 
Branch Penobscot River. 

JO-MARY LAKE, UPPER, T A, R 8, 9, 10, W. E. L. S., Penobscot 
and Piscataquis counties; inlet, Jo-Mary Brook; outlet, Jo-Mary 
lakes, Pemadumcook Lake, West Branch Penobscot River; area 
water surface, 2.98 square miles, (S. A. map). 

JO-MARY LAKE, MIDDLE, T 4, Indian Purchase, T A, R 10, W. E. 
L. S., Piscataquis and Penobscot counties; inlets. Upper Jo-Mary and 
Pratt Brook; outlet. Lower Jo-Mary Lake, Pemadumcook Lake, 
West Branch Penobscot River; area water surface, 1.65 square 
miles, (S. A. map). 

JO-MARY LAKE, LOWER, T 4, Indian Purchase, T i, R 9, T A, 
T I, R ID, W. E. L. S., Penobscot and Piscataquis counties; inlet, 
outlet of Middle Jo-Mary Lake; outlet, Pemodumcook Lake, West 
Branch Penobscot River; area water surface, 3.56 square miles, 
(S. A. map). 
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JO-MARY STREAM, Penobscot and Piscataquis counties; source, T 
4, Indian Purchase; direction, north; mouth, Pemadumcook Lake, 
T I, R 9, W. E. L. S. ; tributaries, Jo-Mary Lake, small streams: 
tributary to Pemadumcook Lake, West Branch Penobscot River; 
drainage area at mouth, 8i sq. m. 

JONES POND, T 7 and 8, R 8, W. E. L. S., Penobscot County; out- 
let, Seboeis Lake, Grand Lake, Soboeis Stream, East Branch Pen- 
obscot River; area water surface, 0.04 square mile, (S. A. map). 

JONES POND, T 4, R 3, N. B. K. -P., Somerset County ; outlet. Bald 
Brook, South Branch Penobscot River, West Branch Penobscot 
River; area water surface, 0.62 square mile, (S. A. map). 

JUMPER BROOK, Aroostook County; source, T i, R 4, W. E. L. S., 
north part; direction, southeast; mouth, Macwahoc Stream, T i, R 
4, W.' E. L. S. ; tributary to Macwahoc .Stream, Molunkus Stream, 
Mattawamkeag River, Penobscot River. 

KATAHDIN POND, T 3, R 8, W. E. L. S., Penobscot County; inlets 
several small streams; outlet, Katahdin Stream, Wassataquoik 
Stream, East Branch Penobscot River; area water surface io> 
square mile, (S. A. map). 

KATAHDIN POND, T 2, R 9, W. E. L. S., Piscataquis. County: 
outlet. Compass Pond, West Branch Penobscot River; area water 
surface, 0.64 square mile, (S. A. map) 

KATAHDIN POND, T 3, R 10, W. E. L. S., Piscataquis County; 
mlet, short stream; outlet, Katahdin Stream, West Branch Penob- 

ttaTI^ZZ' oL^V^*"' '"'^^"' ^-^^ ^^"^^^ "^^^^ (S. A. map). 

T^ P « w'??^^ "^^"^'"^^ ^^""^^'- --"' Katahdin Lake, 
T , p Q Zr ri T ' ^^^^^tion, east ; mouth, Wassataquoik Stream, 
L .u : -u ^•' *"^"t^"eS' Katahdin Lake and small stream 

scot' RtVr ""- '" ^^^^^^^^"«^k Stream, East Branch Penob- 

scot Kiver; approximate length 3 miles 

KELLEY POND, T 2, R 12, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet. Caribou Stream, Caribou Lake, Chesuncook 
Lake, West Branch Penobscot River; area water surface, 0.08 
square mile, (S. A. map). 

KENDUSKEAG STREAM, Penobscot County; source, Dexter, east 
part; direction, east, southeast; mouth, Penobscot River, Bangor- 
tributaries. Black Stream, Baker Brook, Lancaster Brook and small 
streams ; tributary to Penobscot River. Drainage area, above mouth 
Black Stream, 136 sq. m. ; at gaging station. Six Mile Falls, 191 
sq. m. ; at mouth, 214 sq. m. 

KIDNEY POND, T 3, R 10, W. E. L. S., Piscataquis County; inlet, 
outlet of Rocky Pond; outlet, Sourdnahunk Stream, West Branch 
Penobscot River; area water surface, 0.03 square mile, (G. N. P. 
Co. map). 

KIMBALL BROOK, Penobscot County; source, Mt. Chase, southwest 
part; direction, southwest; mouth, Seboeis River, T 4, R 7, W. E. 
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L. S.; tributaries, small streams; tributary to Seboeis River, East 
Branch Penobscot River. 

KINGSBURY POND, Brighton PI. and Mayfield, Somerset County; 
inlets, Hayden Pond and short streams; outlet. South Branch Pis- 
cataquis River, Penobscot River; area water surface, 0.91 square 
mile, (C. atlas) ; present storage 10 ft., 253,693,000 cu. ft. 

KINGSLEY STREAM, Penobscot County; source, Etna, southeast 
part; direction, north; mouth, Sourdabscook Stream, Carmel; tribu- 
taries; several small streams ;• tributary to Sourdabscook Stream, 
Penobscot River. 

KNOWLTON POND, T 3, R 10, W. E. L. S., Piscataquis County: 
inlets, several small streams; outlet, Foss Brook, West Branch 
Penobscot River; area water surface, 0.06 square mile, (G. N. P. Co. 
map). 

LANCASTER BROOK, Penobscot County; source, Hudson, southwest 
part; elev. 150 ft.; direction, south; mouth, Kenduskeag Stream, 
Glenburn; tributary, short stream; tributary to Kenduskeag River, 
Penobscot River; approximate length, 4 1-2 miles. 

LANE BROOK, Somerset County; source, T 4, R 18, southwest part; 

• direction, south, east; mouth, North Branch Penobscot River, T 2, 
R 4, N. B. K. P.; tributaries, several small streams; tributary to 
North Branch Penobscot River, West Branch Penobscot River, ap- 
proximate length, 3 1-2 miles. 

LANE BROOK, Somerset County; source, small ponds in T 3, R 4, 
N. B. K. P.; direction, southeast; mouth. South Branch Penobscot 
River, T 2, R 4, N. B. K. P. ; tributary to South Branch Penobscot 
River, West Branch Penobscot River. 

LANE BROOK, BIG, Somerset County; source, T 4, R 18, W. E. L. S., 
north part; direction, south; mouth. North Branch Penobscot River, 
T 4, R 18, W. E. L. S.; tributaries, several small streams at source; 
tributary to North Branch Penobscot, West Branch Penobscot 
River. 

LANE BROOK, LITTLE, Somerset County; source, T 4, R 17, south- 
west part; direction, south; mouth, North Branch Penobscot River, 
T 2, R 4, N. B. K. P. ; tributary, small stream ; tributary to North 
Branch Penobscot River, West Branch Penobscot River 

LANE STREAM, LITTLE, Somerset County; source, T 4, R 18, 
northeast part; direction, south; mouth. North Branch Penobscot 
River, T 4, R 18, W. E. L. S. ; tributaries, small streams at source ; 
tributary to North Branch Penobscot River, West Branch Penobscot 
River; approximate length, 7 1-2 miles. 

LEADBETTER BROOK, Piscataquis County; source, Leadbetter 
ponds, T 7, R II, W. E. L. S.; direction, southwest; mouth, Cham- 
beriain Lake, T 7, R 12; tributaries, Leadbetter Ponds; tributary to 
Chamberlain Lake, East Branch Penobscot River. 

LEADBETTER POND, T 7, R n, W. E. L. S.; outlet, short stream 
to Chamberlain Lake, Telos Lake, Grand Lake, East Branch Penob- 
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scot River; area water surface, 0.28 square mile, (S. A. map); 
present storage 8 ft., 62,448,000 cu. ft. 

LEADBETTER POND, T 7, R 12, W. E. L. S., outlet, short stream 
to Chamberlain Lake, Telos Lake, Grand Lake, East Branch Penob- 
scot River; area water surface, 0.07 square mile, (S. A. map). 

LEAVITT POND, T i, R 11, W. E. L. S., Piscataquis County; inlet, 
short stream ; outlet, Pratt Brook, Mud Pond, Cooper Brook, Pema- 
dumcook Lake, West Branch Penobscot River; area water surface, 
0.08 square mile, (S. A. map). 

LIBBEY MEADOW BROOK, Penobscot County; source, Drew, 
northwest part; direction, southeast; mouth, Mattawamkeag River, 
Drew; tributary to Mattawamkeag River, Penobscot River. 

LILLY POND, Moro PL, Aroostook County; outlet. Alder Brook, 
West Branch Mattawamkeag River, Penobscot River; area water 
surface, 0.02 square mile, (R & C atlas). 

LILY POND BROOK, Aroostook County; source. Reed, northwest 
part; direction, southeast; mouth, Mattawamkeag River, Bancroft; 
tributary to Mattawamkeag River, Penobscot River. 

LILY. PAD POND, T 3, R 10, W. E. L. S., southwest part, Piscata- 
quis County; inlets, short stream and outlet of Beaver Pond; out- 
let, short stream* to Sourdnahunk Stream, West Branch Penobscot 
River; area water surface, o.oi square mile, (G. N. P. Co.). 

LITTLE POND, T 7, R 12, W. E. L. S., Piscataquis County; outlet. 
Chamberlain Lake, Telos Lake, Grand Lake, East Branch Penob- 
scot River; area water surface, 0.49 square mile, (S. A. map); 
present storage 10 ft., 136,604,000 cu. ft. 

LITTLE POND, Orland, Hancock County; outlet, Meadow Brook, 
Alamoosook Lake, Orland River, Penobscot River; area water sur- 
face, 0.01 square mile, (U. S. G. S. Orland) ; elev. 80 ft. 

LITTLEFIELD POND, T 6, R 9, W. E. L. S., Piscataquis County; 
outlet, short stream to Trout Stream, Grand Lake, East Branch 
Penobscot River; area water surface, 0.02 square mile, (S. A. map). 

LOBSTER LAKE, T X, R 14 and T 3, R 14 and 15, W. E. L. S., East 
Middlesex, Piscataquis County; inlets, outlets of Little Lobster Lake, 
Cranberry and Duck ponds; outlet, short stream to West Branch 
Penobscot River; area water surface, 4.80 square miles, •(S. A. map). 

LOBSTER LAKE, LITTLE, T 3, R 14 and 15, W. E. L. S., Piscata- 
quis County; inlets, several small streams; outlet, short stream to 
Lobster Lake, West Branch Penobscot River; area water surface, 
0.38 square mile, (G. N. P. Co.). 

LOBSTER LAKE STREAM, Piscataquis County; source. Lobster 
Lake, T 3, R 15, W. E. L. S. ; direction, north ; mouth. West Branch 
Penobscot River, T 3, R 15, W. E. L. S. ; tributaries. Lobster Lake 
and small streams; tributary to West Branch Penobscot River; 
drainage area at mouth, 57 sq. m. 
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LOGAN BROOK, Somerset County ; source, T 4, R 17, W. E. L. S. ; 

direction, southeast ; mouth, Seboomook Lake, T i, R 4, N. B. K. P. ; 

tributary to Seboomook Lake, West Branch Penobscot River. 
LONG LAKE, Oakfield, Arostook County ; inlet, small stream ; outlet, 

short stream to East Branch Mattawamkeag River, Penobscot River ; 

area water surface, 0.24 square mile, (G. N. P. Co.). 
LONG POND, Bucksport, Hancock County; inlets, Copeland Brook, 

Phillips Lake outlet and small streams; outlet, Moosehorn Creek, 

Dead River, Orland River, Penobscot River; area water surface, 0.41 

square mile, (U. S. G. S.) ; drainage area 34 sq. m. ; elev. 66 ft. 
LONG POND, Lincoln, Penobscot County; inlet, outlet of Caribou 

Pond; outlet, through small ponds to Penobscot River; area water 

surface, 0.69 square mile, (C & C atlas) ; present storage 5 ft., 

96,180,000 cu. ft. 

LONG POND, Ts 7 and 8, R 9 and Ts 7 and 8, R 10, N. W. P.. 
Piscataquis County; inlets, outlets of Hedgehog Pond and small 

pond; outlet. Long Pond Stream, Onawa Lake, Sebec River, Piscata- 

quis River, Penobscot River; area water surface, 1.21 square miles, 

(S. A. map) ; drainage area 34 sq. m. 
LONG POND, T A, R 11, W. E. L. S., Piscataquis County; inlet, 

outlet of small pond and stream; outlet, Wadteigh Pond, Nahma- 

kanta Lake, Pemadumcook Lake, West Branch Penobscot River- 

area water surface, 0.50 square mile, (S. A map) 
LONG POND, T 6, R 9, W. E. L. S., Piscataquis County; inlet short 

stream ; outlet. Trout Stream, Grand Lake, East Branch Penobscot 

LONG POND, T 7, R 8, N. W. P., Piscataquis County; inlets, outlets 
of severa ponds ; outlet, Onawa Stream, Sebec Lake, Sebe^ River 

s^n ™T) '■*~°' """ "" """ """"■ -^ ^"'' 

LONG POND, T 3, R 5, N. B. K. P., Somerset County; outlet. Dole 
Brook, North Branch Penobscot River, West Branch Penobscot 
Kiver; area water surface, 0.46 square mile, (G. N P Co) 

LONG POND STREAM, Piscataquis County; source, Long Pond, El- 
hottsville; direction, southwest, southeast; mouth, Sebec Lake 
Willimantic; tributaries. Long Pond, Onawa Lake and short streams- 
tributary to Sebec Lake, Sebec Stream, Piscataquis River, Penob- 
scot River; approximate length 15 miles. 

LONGLEY BROOK, Piscataquis County; source, T 6, R 13, south 
part; direction, south; mouth, Umbazooksus Stream, T 5, R 13, 
W. E. L. S.; tributary to Umbazooksus Stream, Chesuncook Lake! 
West Branch Penobscot River ; approximate length, i 1-2 miles. 

LONGLEY POND, T 6, R 13, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, Umbazooksus Lake, Chesuncook Lake, West 
Branch Penobscot River; area water surface, 0.80 square mile, 
(S. A. map) ; present storage 7 ft. 156,119,000 cu. ft. 
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LOON LAKE, T 6, R 15, W. E. L. S., Piscataquis County; inlets, 
outlet of Hurd Pond and short streams; outlet, Loon Stream, Cau- 
comgomuc Lake, Chesuncook Lake, West Branch Penobscot River; 
area water surface, 1.59 square miles, (S. A. map) ; drainage area 
55 sq. m. 

LOON STREAM, Piscataquis County ; source, Loon Lake, T 6, R 15, 
W. E. L. S. ; direction, northeast, north; mouth, Caucomgomuc 
Lake, T 6, R 15; tributaries, Loon Lake, Scott Brook; tributary to 
Caucomgomuc Lake, Caucomgomuc Stream, Chesuncook Lake, West 
Branch Penobscot River; drainage area at outlet Loon Lake, 55 
sq. m. 

LORD BROOK, Penobscot and Hancock counties ; source, T 3, N. D., 
southwest part; direction, north; mouth, Passadumkeag River, 
Grand Falls; tributary to Passadumkeag River, Penobscot River; 
approximate length 6 miles. 

LORDS BROOK, Penobscot County; source. Summit, south part; 
direction, north, northwest; mouth, Passadumkeag River Summit* 
tributaries, Philbrook Brook and small streams ; tributary' to Passa- 

TotT^oxT^'T' ^""°^^^^t ^^^'> approximate length, 5 1-2 miles. 
LOST POND, T 3, R 10, W. E. L. S., Piscataquis County; inlet, short 

stream; outlet. West Branch Penobscot River; area water surface 

0.03 square mile, (S. A. map). 

LOST POND, T 7, R 12 and 13, W. E. L. S., Piscataquis County; out- 
let. Chamberlain Lake, Telos Lake, Grand Lake, East Branch Penob- 
scot River; area water surface, 0.07 square mile, (S. A. map). * 

LUNKSOOS BROOK, Penobscot County; source, pond, T 4, R 7, 
W. E. L. S. ; direction, south ; mouth. East Branch Penobscot River. 
T 4, R 7 ; tributaries, pond at source and small stream ; tributary to 
East Branch Penobscot River; approximate length, 2 1-2 miles. 

LUNKSOOS POND, T 4, R 7, W. E. L. S., Penobscot County; out- 
let, short stream to East Branch Penobscot River; area water sur- 
face, 0.72 square mile, (S. A. map).* 

LYFORD POND, BIG, T A, R 12, W. E. L. S., Piscataquis. County; 
outlet. West Branch Pleasant River, Piscataquis River, Penobscot 
River; area water surface, 0.17 square mile, (S. A. map). 

LYFORD POND, BIG, T 7 and 8, R 10 N. W. P., Piscataquis County ; 
outlet, small stream to West Branch Pleasant River, Piscataquis 
River, Penobscot River; area water surface, 0.04 square mile, (S. A. 
map). 

LYFORD POND, LITTLE, T 7, R 10, N. W. P., Piscataquis County; 
outlet, short stream to Big Lyf ord Pond, West Branch Pleasant River, 
Piscataquis River, Penobscot River; area water surface, 0.02 square 
mile, (S. A. map). 

MCGANN BOG, Bucksport, Hancock County; outlet, Copeland Brook, 
Long Pond, Moosehorn Creek, Dead River, Orland River Penobscot 
River ; area water surface, 0.02 square mile, (U. S. G. S., Orland) ; 
elev. 170 ft. 
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MCKECHNIE BROOK, Penobscot County; source, Holland Pond, Al- 
ton; direction, south, east; mouth. Birch Stream, Alton; tributaries, 
Holland Pond and small streams; tributary to Birch Stream, Pen- 
obscot River. 

MACWAHOC LAKE, Sherman and T 3, R 4, W. E. L. S., Aroostook 
County; inlets, several small streams; outlet, Macwahoc Stream, 
Molunkus Stream, Mattawamkeag River, Penobscot River; area 
water surface, 0.59 square mile, (R & C atlas). 

MACWAHOC STREAM, Aroostook County; source, Maowahoc Lake, 
Sherman; direction, south; mouth, Molunkus Stream, Macwahoc: 
tributaries. Jumper Brook and small streams; tributary to Molun- 
kus Stream, Mattawamkeag Stream, Penobscot River. 

MADAGASCAL POND, Burlington, Penobscot County; inlet, Coffee 
Brook; outlet, Madagascal Stream, Passadumkeag River, Penobscot 
River ; area water surface, 0.99 square mile, (C & C atlas) ; present 
storage, 7 ft., 193,197,000 cu. ft. 

MADAGASCAL POND, LITTLE, Lee and T 3, R i, N. B. P. P., Pen- 
obscot County; inlet, short stream; outlet, Madagascal Pond, Mada- 
gascal Stream, Passadumkeag River, Penobscot River; area water 
surface, 0.20 square mile, (S. A. map). 

MADAGASCAL STREAM, Penobscot County; source, Madagascal 
Pond, Burlington; direction, south; mouth, Passadumkeag River, 
Grand Falls; tributaries, Madagascal Pond and small streams.; 
tributary to Passadumkeag River, Penobscot River; approximate 
length, 9 miles; drainage area at mouth, 36 sq. m. 

MANSELL POND, Alton, Penobscot County; outlet, short stream to 
McKetchnie Brook, Birch Stream, Penobscot River; area water 
surface, 0.08 square mile, (C & C atlas). 

MARBLE BROOK, Piscataquis and Somerset counties; source. Bald 
Mountain Pond, Bald Mountain; direction, southeast; mouth, Pic?- 
cataquis River, Blanchard; tributaries. Bog Stream, Bald Mt. Pond, 
Marble Pond and small streams; tributary to Piscataquis River, 
Penobscot River; drainage area at mouth, 61 sq. m. 

MARBLE POND, T 5, R 8, W. E. L. S., Penobscot County; outlet, 
short stream to Bowlin Pond, East Branch Penobscot River; area 
water surface, 0.06 square mile, (S. A. map). 

MARBLE POND, Blanchard, Piscataquis County; inlet, outlet of Baid 
Mountain Pond; outlet, Marble Brook, Piscataquis River, Penobscot 
River. 

MARR POND, Sangerville, Piscataquis County; inlet, short stream; 
outlet. Black Stream, Piscataquis River, Penobscot River; area 
water surface, 0.14 square mile, (C. atlas) ; present storage 4 ft., 
15,612,000 cu. ft. 

MARSH BROOK, BIG, Penobscot County ; source, T 2, R 8, N. W. P., 
east part; direction, south; mouth, Mattamiscontis Stream, T 2, R 
8, N. W. P.; tributaries, two small streams; tributary to Mattamis- 
contis Stream, Penobscot River; approximate length, 7 miles. 
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MARSH RIVER, Waldo County; source, Searsport, east part; direc- 
tion, east, north; mouth. Marsh Bay; tributaries, several small 
streams and Marsh Stream ; tributary to Penobscot River. Drainage 
area, above mouth Marsh Stream, 29 sq. m. ; at mouth, 159 sq. m. 

MARSH STREAM, Waldo County; source, Jackman, central part; 
direction, generally east; mouth, Marsh River, Frankfort; tributa- 
ries, Moulton Brook, Hadley Stream, small streams; tributary to 
Marsh River, Penobscot River. 

MATTAGODUS STREAM, Penobscot County; source, Carroll, west 
part; direction, northwest, north; mouth, Mattawamkeag River, 
Kingman; tributaries, small streams; tributary to Mattawamkeag 
River, Penobscot River; approximate length, 17 miles; drainage 
area at mouth, 42 sq. m. 

MATTAKEUNK POND, Lee, Penobscot County; inlets, several short 
streams; outlet, Mattakeunk Stream, Mattawamkeag River, Penob- 
scot River; area water surface, 0.81 square mile, (C & C atlas); 
present storage 5 ft., 112,908,000 cu. ft. 

MATTAKEUNK STREAM, Penobscot County; source, Lincoln, 
southeast part; direction, east, north; mouth, Mattawamkeag River, 
Winn; tributaries, Mattakeunk Pond, East Branch and small stream; 
tributary to Mattawamkeag River, Penobscot River; drainage area 
at mouth, 88 sq. m. 

MATTAKEUNK STREAM, EAST BRANCH, Penobscot County; 
source, Springfield, north part; direction, west, northwest; mouth, 
Mattakeunk Stream, Winn; tributaries, several small streams; tribu- 
tary to Mattakeunk Stream, Mattawamkeag River, Penobscot River. 

MATTAMISCONTIS POND, T 2 and 3, R 9, N. W. P., Penobscot 
County; inlet, short stream; outlet, Mattamiscontis Stream, Penob- 
scot River; area water surface, 2.95 square miles, (S. A. map). 

MATTAMISCONTIS POND, LOWER, T 3, R 9, N. W. P., Penob- 
scot County; inlet, short stream; outlet, Mattamiscontis Stream, 
Penobscot River; area water surface, 1.18 square miles, (S. A. map). 

MATTAMISCONTIS STREAM, Penobscot County; source, Matta- 
miscontis lakes, T 3, R 9, N. W. P.; direction, southeast; mouth, 
Penobscot River, Mattamiscontis; tributaries. South Branch Lake, 
Mattamiscontis lakes, Sam Ayers Stream, Big Marsh Stream and 
small streams; tributary to Penobscot River; approximate length 10 
miles ; drainage area at mouth, 90 sq. m. 

MATTANAWCOOK POND, Lincoln, Penobscot County; inlets, Dead 
Stream, outlets of Crooked, Folsom and Upper ponds ; outlet Matta- 
nawcook Stream, Penobscot River; area water surface, 0.54 square 
mile (C & C atlas) ; present storage, 5 ft., 75,272,000 cu. ft. 

MATTANAWCOOK STREAM, Penobscot County; source, Mattanaw- 
cook Pond, Lincoln; direction, northwest; mouth, Penobscot River, 
Lincoln; tributary, Mattanawcook Lake: tributary to Penobscot 
River; approximate length, i 1-4 miles; drainage area at mouth, 28 
sq. m. 
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MATTASEUNK LAKE, T A, R 5, W. E. L. S., Aroostook County r 
inlets, Wyman and Carlton brooks; outlet, Mattaseunk Stream,. 
Penobscot River; area water surface, 1.51 square miles, (G. N. P. 
Co. map) ; drainage area 35 sq. m. 

MATTASEUNK STREAM, Aroostook and Penobscot counties ; source,. 
Mattaseunk Lake, T A, R 5, W. E. L. S. ; direction, south; mouth, 
Penobscot River, Mattawamkeag ; tributaries, Mattaseunk Lake and 
small streams; tributary to Penobscot River; approximate length, 4 
miles. Drainage area, outlet Mattaseunk Lake, 35 sq. m. ; at mouth* 
48 sq. m. 

MATTAWAMKEAG LAKE, Island Falls and T 4, R 3, W. E. L. S.,. 
Aroostook County; inlet. West Branch Mattawamkeag Lake; outlet, 
Mattawamkeag River, Penobscot River; area water surface, 6.02 
square miles, (S. L. S.) ; present storage 9 ft., 1,331,500,000 cu. ft; 
possible storage capacity, 10 ft., 1,501,600,000 cu. ft. ; drainage area 
300 sq. m. ; elev. 464 ft. 

MATTAWAMKEAG RIVER, Penobscot and Aroostook counties r 
source, junction East and West branches, Haynesville; direction,, 
southeast, southwest, west; mouth, Penobscot River, Mattawam- 
keag; tributaries, Mattaweunk Stream, Mattagodas Stream, Baska-^ 
began Stream, Scraggrock Stream, East and West branches, Wyto- 
pitlock Stream, Molunkus Stream, many small streams; approximate 
length, 45 miles: Drainage area below junction East and West 
branches, 497 sq. m. ; above Baskahegan Stream, 608 sq. m. ; below 
Baskahegan Stream, 878 sq. m. ; above Wytopitlock Stream, 960 sq. 
m. ; below W3rtopitlock Stream, 1,019 sq. m. ; above Mattagodas 
Stream, 1.085 sq. m. ; below Mattagodas Stream, 1,127 sq. m. ; above 
Molunkus Stream, 1.158 sq. m. ; below Molunkus Stream, 1,379 sq. 
m. ; above Mattakeunk Stream, 1,420 sq. m. ; below Mattakeunk 
Stream, 1,508 sq. m. ; at mouth, 1,520 sq. m. 

MATTAWAMKEAG RIVER, EAST BRANCH, Aroostook County: 
source, T 7, R 3, W. E. L. S., southwest part; direction, south,, 
southeast; mouth, Mattawamkeag River, Haynesville; tributaries^ 
Beaver Brook, Skiticook Stream and small streams; tributary to 
Mattawamkeag River, Penobscot River; approximate length, 27 
miles: Drainage area below outlet Pleasant Pond, 81 sq. m. ; above 
junction West Branch, 152 sq. m. 

MATTAWAMKEAG RIVER, WEST BRANCH, Aroostook County; 
source, Moro PI. ; direction, southeast ; mouth, Mattawamkeag River, 
Haynesville; tributaries, Mattawamkeag Lake and small streams, 
Fish Stream, Alder Brook, Hastings Brook; tributary to Mattawam- 
keag River, Penobscot River; approximate length, S3 miles: Drain- 
age area at inlet Mattawamkeag Lake, 274 sq. m. ; outlet, Mattawam- 
keag Lake, 300 sq. m. ; above junction East Branch 345 sq. m. 

MAXY BROOK, Penobscot County; source, Adams Farm Pond, How- 
land; direction, west, south; mouth, Piscataquis River, Howland; 
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tributary, Adams Farm Pond; tributary to Piscataquis River, Penob- 
scot River. 

MEADOW BROOK, Piscataquis County; source, Medford, northwest 
part; direction, south; mouth, Piscataquis River, Medford; tribu- 
taries, several small streams; tributary to Piscataquis River, Penob- 
scot River. 

MEADOW BROOK, Hancock County; source, Penobscot, north part; 
direction, north, east; mouth, Alamoosook Lake, Orland; tribu- 
taries. Little Pond and small streams; tributary to Alamoosook 
Lake, Orland River, Penobscot River; elevation at source, i6o ft.; 
total fall 140 ft.; approximate length 5 1-2 miles. 

MEADOW BROOK, Penobscot County ; source, T 2, R 7, W. E. L. S., 
south part; direction, southeast; mouth. East Branch Penobscot 
River, T i, R 7, W. E. L. S. ; tributaries, several small streams; 
tributary to east Branch Penobscot River; approximate length 5 1-2 
miles. 

MEADOW BROOK, Washington and Penobscot counties ; source, T 8, 
R 3, N. B. P. P., northwest part; direction, northwest; mouth, 
Mattawamkeag River in Drew; tributaries, few small streams; 
tributary to Mattawamkeag River, Penobscot River. 

MEDUNKEUNK LAKE, T 2, R 9, N. W. P., Penobscot County; 
outlet, Medunkeunk Stream, Penobscot River; area water surface, 
0.46 square mile, (S. A. map). 

MEDUNKEUNK STREAM, Penobscot County; source, Medunkeunk 
Lake, T 2, R 9, N. W. P. ; direction, south ; mouth, Penobscot River, 
Chester; tributaries, Medunkeunk Lake and small streams on east; 
tributary to Penobscot River; approximate length 12 miles; drain- 
age area at mouth, 63 sq. m. 

MESSER POND, T 5, R 8, W. E. L. S., Penobscot County; outlet, 
Little Spring Brook, Big Spring Brook, East Branch Penobscot 
River; area water surface, 0.07 square mile, (S. A. map). 

MESSER POND, EAST, T 5, R 8, W. E. L. S., Penobscot County; 
outlet, short stream to Little Spring Brook, Big Spring Brook, East 
Branch Penobscot River; area water surface, 0.04 square mile, 
(S. A. map). 

MIDDLE BROOK, Piscataquis County; source, T B, R ii, W. E. L. S., 
south part; direction, south; mouth. Pleasant River, East Branch, 
T 5, R 8, N. W. P.; tributaries, Bog Brook and small streams; 
tributary to East Branch Pleasant River, Piscataquis River, Penob- 
scot River; approximate length 4 miles. 

MILE POND, T 8, R 14, W. E. L. S., Piscataquis County; outlet, 
Allagash Stream, Allagash Lake, Chamberlain Lake, Telos Lake, 
Grand Lake, East Branch Penobscot River; area water surface, 0.20 
square mile, (S. A. map). 

MILL BROOK, Penobscot and Aroostook counties; source, Drew, 
northeast part; direction, northwest; mouth, Mattawamkeag River 
in Reed; tributary to Mattawamkeag River, Penobscot River. 
9 
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MILL BROOK, Piscatoquis County; source, pond in T 7, R 8, N. W. 
P.; direction, south; mouth, Sebec Lake, Foxcroft; tributaries, 
small pond and stream; tributary to Sebec Lake, Sebec River, Pis- 
cataquis River, Penobscot River. 

MILL BROOK POND, T 7. R 8, N. W. P., Piscataquis County; out- 
let. Mill Brook, Sebec Lake, Sebec River, Piscataquis River, Penob- 
scot River; area ater surface, 0.11 square mile, (S. A. map). 

MILL CREEK, Penobscot County; source. Sweets Pond, Orrington; 
direction, north, west, south; mouth, Penobscot River, South Or- 
fington; tributaries, Sweets Pond and small streams; tributary to 
Penobscot River; elevation at source, 188 ft; total fall 127 ft.; 
approximate length 5 miles. 

MILL POND, Garland, Penobscot County; inlets, short stream and 
Kenduskeag River; outlet, Kenduskeag River, Penobscot River; 
area water surface 0.15 square mile, (C & C atlas). 

MILL STREAM, Hancock County; source, Bucksport, west part; di- 
rection, south; mouth, Penobscot River, Bucksport; tributarico. 
Silver Lake and small streams; tributary to Penobscot River; eleva- 
tion at source, 200 ft., total fall 200 ft.; approximate length, 5 miles. 

MILL STREAM, Piscataquis County; source, Parkman, west part; 
direction, northeast; mouth, Piscataquis River, Sangerville; tribu- 
taries, Harlow Pond, Northwest Pond and several small streams; 
tributary to Piscataquis River, Penobscot River. 

MILLINOCKET LAKE, T i and 2, R 8 and T i and 2, R 9, W. E. 
L. S., Piscataquis County; inlets. Big Mud Brook, Sandy Stream, 
Grant Brook and outlet of Bottle Pond; outlet, Millinocket Stream, 
Shad Pond, West Branch Penobscot River; area water surface, 
13.95 square miles, (G. N. P. Co. map) ; present storage 10 ft, 
2,440,000,000 cu. ft. ; possible storage capacity, 22 ft., 6,719,000,000 cu. 
ft; drainage area 106 sq. m. 

MILLINOCKET STREAM, Penobscot County; source, Millinocket 
Lake, T i, R 8, W. E. L. S. ; direction, south; mouth, Shad Pond, 
T 3, Indian Purchase; tributaries, Millinocket Lake, Smith Brook 
and small streams; tributary to Shad Pond, West Branch Penobscot 
River; approximate length, 7 1-2 miles; Drainage area at outlet 
Millinocket Lake 106 square miles; at mouth, 131 sq. m. 

MINK BROOK, Piscataquis County; source, T 8, R 10, N. W. P., 
south part; direction, southeast; mouth, Long Pond Stream, Elliotts- 
ville; tributary to Long Pond Stream, Onawa Stream, Sebec Lake, 
Sebec River, Piscataquis River, Penobscot River. 

MINK POND, T 2, R 9, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet, Katahdin Pond, Sandy Stream, Millinocket 
Lake, Millinocket Stream, West Branch Penobscot River; area water 
surface, 0.04 square imle, (S. A. map). 

MITCHELL BROOK, Hancock Coounty; source, Mitchell Pond, Ded- 
ham; direction north, northeast; mouth, Phillips Lake, Dedham; 
tributary, Mitchell Pond; tributary to Phillips Lake, Orland River. 
Penobscot River. 
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MITCHELL POND, Dedham, Hancock County; outlet, Phillips Lake, 
Long Pond, Moosehorn Creek, Dead River, Orland River, Penob- 
scot River; area water surface, 0.02 square mile, (U. S. G. S. Or- 
land) ; elev. 587 ft. 

MOHAWK BROOK, Penobscot County; source, Charleston, north- 
east part; direction, southeast; mouth, Pushaw Stream, Hudson; 
tributaries, several small streams; tributary to Pushaw Stream, 
Stillwater River, Penobscot River; approximate length 12 miles. 

MOLUNKUS LAKE, T i, R 5, Molunkus and Macwahoc, Aroostook 
County; inlets, Hersey Brook and several short streams; outlet, 
short stream to Molunkus Stream, Mattawamkeag River, Penobscot 
River; area water surface, 1.59 square miles, (R & C atlas). 

MOLUNKUS STREAM, Aroostook and Penobscot counties; source. 
Patten, south part; direction, south, southeast; mouth, Mattawam- 
keag River, Kingman; tributaries, Macwahoc Stream, Little Molun- 
kus Stream and small streams; tributary to Mattawamkeag River. 
Penobscot River; approximate length 35 miles; drainage area at 
mouth, 221 sq. m. 

MOLUNKUS STREAM, LITTLE, Aroostook County; source, T 2, 
R 4, W. E. L. S., southwest part; direction, southwest; mouth. 
Molunkus Stream, T i, R 5, W. E. L. S. ; tributaries, small streams 
at source; tributary to Molunkus Stream, Mattawamkeag River. 
Penobscot River. 

MONSON POND, Monson, Piscataquis County; inlet, outlet of Spec- 
tacle Pond ; outlet, Davis Stream, Wilson Stream, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.51 
square miles, (C. atlas). 

MOOSE BROOK, Aroostook County ; source, Oakfield, central part ; 
direction, southwest? mouth, Mattawamkeag River, East Branch, 
Oakfield; tributary to East Branch Mattawamkeag River, Penob- 
scot River. 

MOOSE POND, T 5, R 12 and 13, W. E. L. S.. Piscataquis County; 
mlets, outlet of Cuxabexis Lake, Duck Pond; outlet, Chesuncook 
Lake, West Branch Penobscot River; area water surface, 0.54 
square mile, (S. A. map). 

MOOSEHORN CREEK, Hancock County; source, Long Pond, Bucks- 
port; direction, south; mouth. Dead River, Orland; tributaries, 
Long Pond, Hancock Pond and small streams; tributary to Dead 
River, Alajnoosook Lake, Orland River, Penobscot River; elevation 
at source, d^ ft. ; total fall 31 ft. ; approximate length, 2 1-4 miles. 

MOOSEHORN STREAM, Piscataquis County; source, pond in T 3, 
R 14, W. E. L. S.; direction, north; mouth. West Branch Penob- 
scot River, T 4, R 14, W. E. L. S. ; tributaries, several small streams ; 
tributary to West Branch Penobscot River; approximate length. 
3 1-2 miles. 
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MORTSON BROOK, Penobscot County; source, Summit, south part; 
direction, south; mouth, Olamon Stream, Greenfield; tributary to 
Olamon Stream, Penobscot River; approximate length, 5 miles. 

MOULTON BROOK, Waldo County; source, Jackson, west part; 
direction, east; mouth. Marsh Stream, Jackson; tributary to Marsh 
Stream, Penobscot River; approximate length, 4 1-2 miles. 

MOULTON POND, Bucksport and Dedham, Hancock County; outlet. 
Hurd Pond, Philips Lake, Long Pond, Moosehorn Creek, Dead 
River, Orland River, Penobscot River; area water surface, 0.07 
square mile, (U. S. G. S. Orland) ; elev. 473 ft. 

MOUNTAIN BROOK, Hancpck County; source, Dedham, southwest 
part ; direction, north ; mouth, Phillips Lake, Dedham ; tributary to 
Phillips Lake, Long Pond, Dead River, Orland River, Penobscot 
River. 

MOUNTAIN POND, T 8, R 10, N. W. P. and T A, 2, R 13, W. E. 
L. S., Piscataquis County; outlet, short stream to Upper Wilson 
Pond, Wilson Stream, Sebec Lake, Sebec River, Piscataquis River, 
Penpbscot River; area water surface, 0.15 square mile, (S. A. map). 

MOUNTAIN POND, T 8, R 10, N. W. P., Piscataquis County; inlet, 
short stream; outlet. West Branch Pleasant River, Piscataquis 
River, Penobscot River; area water surface, 0.05 square mile, (S. A. 
map). 

MUD BROOK, Penobscot County; source, Prentiss, northeast part; 
direction, northwest ; mouth, Mattawamkeag River, Drew ; tributaries, 
several small streams; tributary to Mattawamkeag River, Penob- 
scot River; approximate length 6 miles. 

MUD BROOK, Penobscot County; source, T 3, R 7, east part; direc- 
tion south; mouth. East Branch Penobscot River, T 2, R 7, W. E. 
L. S. ; tributaries, Swift Brook and many small streams on east; 
tributary to East Branch Penobscot River; approximate length, 12 
miles; drainage area at mouth, 75 sq. m. 

MUD BROOK, BIG, Penobscot County ; source, T 3, R 8, W. E. L. S. ; 
direction, south; mouth, Millinocket Lake, T 2, R 8; tributaries, 
small streams at source; tributary to Millinocket Lake, Millinocket 
Stream, Shad Pond, West Branch Penobscot River; approximate 
length, 6 miles. 

MUD POND, T 7, R 4, N. B. P. P., Penobscot County; inlet, Mud 
Brook; outlet, Mud Brook, Mattawamkeag River, Penobscot River; 
area water surface, 0.21 square mile, (S. A. map). 

MUD POND, T 4, R 3, W. E. L. S. and Oakfield, Aroostook County ; 
inlet, short stream; outlet, Skiticook Lake, East Branch Mattawam- 
keag River, Penobscot River; area water surface, 0.24 square mile, 
(S. A. map). 
MUD POND, T 6, R 6, W. E. L. S., and Moro PL, Aroostook and 
Penobscot counties; inlet, short stream; outlet. West Branch M.^t- 
tawamkeag River, Penobscot River; area water surface, 0.16 square 
mile, (S. A. map). 
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MUD POND, Bucksport, Hancock County; inlet, outlet of Browns 
Pond; outlet, Sedgeunkeunk River, Penobscot River; area water 
surface, 0.05 square mile, (U. S. G. S. Orland) ; elev. 173 ft. 

MUD POND, Dedham, Hancock County; outlet, Second Pond, Phil- 
lips Lake, Long Pond, Moosehorn Creek, Dead River, Orland River, 
Penobscot River; area water surface, 0.02 square mile, (U. S. G. 
S. Orland) ; elev. 410 ft. 

MUD POND, T 6 and 7, R 8, W. E. L. S., Penobscot County ; outlet, 
through Second Lake to East Branch Penobscot River; area wat'^.r 
surface, 0.06 square mile, (S. A. map). 

MUD POND, T 6, R 8, W. E. L. S., Penobscot County; inlets, several 
small streams; outlet, Sawtelle Brook, Seboeis Stream, East 
Branch Penobscot River; area water surface, 0.58 square mile, (S. A. 
map). 

MUD POND, Old Town, Penobscot County; outlet, short stream to 
Pushaw Stream, Stillwater River, Penobscot River; area water 
surface, 0.54 square mile, (U. S. G. S. Bangor) ; elev. 117 ft. 

MUD POND, T I and 2, R 13, W. E. L. S., Piscataquis County ; inlet, 
short stream from south; outlet. Black Stream, Ragged Stream, 
Caribou Lake, Chesuncook Lake, West Branch Penobscot River; 
area water surface, 0.08 square mile, (S. A. map). 

MUD POND, T 4, R 12, W. E. L. S., Piscataquis County; inlets, 
several short streams; outlet, Chesuncook Lake, West Branch Pen- 
obscot River; area water surface, 0.90 square mile, (G. N. P. Co. 
map). 

MUD POND, T 6, R 12, W. E. L. S., Piscataquis County; inlets, 
several short streams; outlet. Chamberlain Lake, Round Pond. 
Telos Lake, Grand Lake, East Branch Penobscot River; are^i 
water surface, 0.97 square mile, (S. A. map). 

MUD POND, T 7, R 8, N. W. P., Piscataquis County; outlet, short 
stream to Long Pond, Sebec Lake, Sebec River, Piscataquis River, 
Penobscot River; area water surface, o.io square mile, (S. A. map). 

MUD POND, T A and i, R 10, W. E. L. S., Piscataquis County: 
inlets, several short streams; outlet. Cooper Brook, Jo-Mary lakes, 
Pemadumcook Lake, West Branch Penobscot River; area water 
surface, 0.46 square mile, (S. A. map). 

MUD POND, T 9, R 14 and 15, W. E. L. S., Piscataquis County; out- 
let, short stream to Allagash Stream, Chamberlain Lake, Round 
Pond, Telos Lake, Grand Lake, East Branch Penobscot River; area 
water surface, 0.26 square mile, (S. A. map). 

MUSKRAT PONDS, T i, R 11, W. E. L. S., Piscataquis County; inlets, 
several short streams; outlet, Wadleigh Pond, Pollywog Pond, Nah- 
makanta Stream, Pemadumcook Lake, West Branch Penobscot River ; 
area water surface, 0.14 square mile, (S. A. map). 

NAHMAKANTA LAKE, T i and 2, R 11, W. E. L. S., Piscataquis 
County; inlets, several small streams; outlet, Nahmakanta Stream, 
Pemadumcook Lake, West Branch Penobscot River; area water sur- 
face, 2.32 square miles, (S. A. map) ; present storage 8 ft, 5i7r 
423,000 cu. ft. 
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NAHMAKANTA STREAM, Piscataquis County; source, Nahmakanta 
Lake, T i, R ii, W. E. L. S. ; direction, east; mouth, Pemadumcook 
Lake, T i, R lo, W. E. L. S. ; tributaries, Nahmakanta Lake, Tum- 
ble Down Dick Stream; tributary to Pemadumcook Lake, West 
Branch Penobscot River; drainage area at mouth, 104 sq. m. ; ap- 
proximate length 31-2 miles. 

NARROW POND, T 8, R 14, W. E. L. S., Piscataquis County ; outlet, 
Allagash Stream, Allagash Lake, Chamberlain Lake, Telos Lake, 
Grand Lake, East Branch Penobscot River; area water surface, 0.32 
square mile, (S. A. map). 

NICATOUS LAKE. T 3, N. D. and T 40 and 41, M. D., Penobscot 
County; inlets. Duck Stream and outlets of lakes; outlet, Nicatous 
Stream, Passadumkeag River, Penobscot River; area water surface, 
8.71 square miles, (S. A. map) ; preseat storage 8 ft., 1,967,100,000 cu. 
ft.; elev. 367 ft. 

NICATOUS STREAM, Hancock County; source, Nicatous Lake, T 3, 
N. D. ; direction, north ; mouth, Passadumkeag River, T 3, N. D. ; 
tributaries, Nicatous Lake, Bog Brook and small streams; tribu- 
tary to Passadumkeag River, Penobscot River; approximate length 
4 1-2 miles ; drainage area at outlet Nicatous Lake, 70 sq. m. ; at 
mouth, 95 sq. m. 

NIGER STREAM, Somerset County ; source, T 4, R 16, W. E. L. S. ; 
direction, south; mouth. West Branch Penobscot River, Seboomook; 
tributary to West Branch Penobscot River. 

NOLAN BROOK, Penobscot County; source, Kenduskeag, southwest 
part; direction, southeast; mouth, Kenduskeag River, Kenduskeag; 
tributary to Kenduskeag River, Penobscot River. 

NOLLESEMIC LAKE, Hopkins Academy Grant, T 3, R 9, N. W. P., 
T A, R 8 and 9, W. E. L. S. ; outlet, short stream to Shad Pond, 
West Branch Penobscot River; area water surface, i.io square 
miles, (S. A. map). 

NORRIS BROOK, Somerset County; source, T 5, R 20, east part; 
direction, east, southeast; mouth. North Branch Penobscot River, 
T 4, R 18, W. E. L. S. ; tributaries, small streams; tributary to 
North Branch Penobscot River, West Branch Penobscot River. 

NORTHWEST POND, Parkman and Sangerville, Piscataquis County; 
inlet. Mill Stream; outlet. Mill Stream, Piscataquis River, Penob- 
scot River ; area water surface, 0.67 square mile, (C. atlas) ; pres- 
ent storage, 6 ft., 112,071,000 cu. ft; possible storage capacity, 10 
ft., 186,785,000 cu. ft. ; elev. 440 ft. 

NORTHWEST POND, T 4, R 9, W. E. L. S., Piscataquis County. 
See Sehoeis Lake. 

NULHEDUS BROOK, Somerset County; source, Nulhedus Pond, 
T 4, R 16, W. E. L. S. ; direction, south; mouth, Seboomook Lake, 
Seboomook; tributaries, Nulhedus Pond and short stream; tributary 
to Seboomook Lake, West Branch Penobscot River; approximate 
length, 4 3-4 miles. 
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NULHEDUS POND, T 4, R 16, W. E. L. S., Somerset County; inlets, 
short streams; outlet, Nulhedus Brook, Seboomook Lake, West 
Branch Penobscot River; area water surface, 0.72 square mile, (S. A. 
map). 

NUMBER 3 POND, T 3, R i, N. B. P. P. and Lee, Penobscot County; 
outlet, Passadumkeag River, Penobscot River; area water surface, 
0.76 square mile, (S. A. map). 

NUMBER 4 POND, Willimantic, Piscataquis County; outlet, Davis 
Pond, Wilson Stream, Sebec Lake, Sebec River, Piscataquis River, 
Penobscot River; area water surface, 0.04 square mile, (C. atlas). 

NUTUPSEMIC BROOK, Penobscot County; source, T 7, R 6, cen- 
tral part; direction, southwest; mouth, Seboeis River, T 6, R 7, 
W. E. L. S. ; tributaries, outlet Hot Pond and small stream; tribu- 
tary to Seboeis River, East Branch Penobscot River; approximate 
length 6 miles. 

OAKES BOG, Shirley, Piscataquis County; outlet, short stream to 
Bog Stream, Bald Mountain Stream, North Branch Piscataquis 
River, Penobscot River; area water surface, 0.08 square mile, (C. 
atlas) ; present storage, 5 ft, 11,151,000 cu. ft. 

OLAMON STREAM, Penobscot County; source, Greenfield, south 
part; direction, northwest; mouth, Penobscot River, Greenbush; 
tributaries, several small streams; tributary to Penobscot River; 
approximate length 15 miles; drainage area at mouth, 53 sq. m. 

ONAWA LAKE, Elliottsville and Willimantic, See Ship Pond. 

ONAWA STREAM, Piscataquis County; source. Ship Pond, Willi- 
mantic ; direction, south ; mouth, Sebec Lake, Willimantic ; tributaries, 
Ship Pond and small streams; tributary to Sebec Lake, Sebec River, 
Piscataquis River, Penobscot River; drainage area at outlet. Ship 
Pond, 80 sq. m., at mouth, 97 sq. m. 

ORLAND RIVER, Hancock County; source. Toddy Pond, Orland; 
direction, northwest, south; mouth, Penobscot River, Verona; trib- 
utaries, Alamoosook Lake, Toddy Pond and small streams; tribu- 
tary to Penobscot River; elevation at source, 158 ft.; total fall, 
108 ft.; approximate length, 8 miles: Drainage area at outlet Long 
Pond, 34 sq. m.; below Hothole Brook, 49 sq. m.; outlet, Toddy 
Pond, 24 sq. m. ; at Orland, 113 sq. m. 

OTTER POND, T 3, R 4, W. E. L. S., Aroostook County ; inlet, small 
stream; outlet. Caribou Lake, Sly Brook, West Branch Mattawam- 
keag River, Penobscot River; area water surface, 0.16 square mile,. 
(S. A. map). 

OTTER POND, T 8, R 14, W. E. L. S., Piscataquis County; outlet, 
short stream to Allagash Stream, Chesuncook Lake, East Branch 
Penobscot River; area water surface, 0.02 square mile, (S. A. map). 

OTTER CHAIN PONDS, Milford, Penobscot County; inlet, short 
stream; outlet, Penobscot River; elev. 100 ft. 

OTTER CHAIN PONDS STREAM, Penobscot County; source. Mil- 
ford, west part; direction, southwest; mouth, Penobscot River, 
Bradley; tributaries. Otter Chain Ponds; tributary to Penobscot 
River. 
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PAGE BROOK, Piscataquis County; source, Sangerville, east part; 
direction, east; mouth, Black Stream, Dover; tributary to Bladk 
Stream, Piscataquis River, Penobscot River. 

PARKER BROOK, Penobscot County; source. Summit, southwest 
part; direction, west; mouth, Olamon Stream, Greenbush; tribu- 
taries, small streams; tributary to Olamon Stream, Penobscot River. 

PARKS POND, Clifton, Penobscot County; inlet, short stream on 
north; outlet, Chemo Pond, Blackman Stream, Penobscot River; 
area water surface, o.io square mile, (U. S. G. S. Orono) ; elevation 

255 ft. 

PASSADUMKEAG RIVER, Hancock and Penobscot counties; source, 
ponds in Lee and T 3, R i, N. B. P. P.; direction, south, west; 
mouth, Penomscot River in Passadumkeag ; tributaries. Lords Brook, 
Cold Stream, Dead Stream, Madagascal Stream, Trout Brook, 
Wsonan Brook, Brown Brook, Taylor Brook, small ponds and 
streams; tributary to Penobscot River; approximate length, 38 
miles ; Drainage area above Nicatous Stream, 82 sq. m. ; below 
Nicatous Stream; 177 sq. m. ; above Madagascal Stream, 205 sq. m. ; 
below Madagascal Stream, 241 sq. m. ; at outlet Saponjc Pond, 263 
sq. m. ; at Lowell, 301 sq. m. ; above Cold Stream, 339 sq. m. ; below 
Cold Stream, 387 sq. m. ; at mouth, 394 sq. m. 

PASSAMAGORMAC LAKE, Ts i, R 9 and 10, W. E. L. S., Piscataquis 
County; inlets, several short streams; outlet, short stream to West 
Branch Penobscot River; area water surface, 0.44 square mile, (S. A. 
map). 

PATTAGUMPUS STREAM, Penobscot County; source, Woodville, 
northwest part; direction, northwest; mouth, Penobscot River, 
Medway ; tributary, small stream ; tributary to Penobscot River. 

PATTEN POND, Newburg and Hampden, Penobscot County; inlet, 
short stream; outlet, Ben Annis Pond, Hermon Pond, Sourdabs- 
cook River, Penobscot River; area water surface, 0.06 square mile, 
(U. S. G. S. Bangor) ; elev. 130 ft. 

PEAKED MOUNTAIN POND, Penobscot County, T 4, R 7, W. E. 
L. S. ; outlet, short stream to Seboeis River, East Branch Penobscot 
River; area water surface, 0.05 square mile, (S. A. map). 

PEMADUMCOOK LAKE, T i, R 9 and 10, W. E. L. S., Piscataquis 
County; See Twin hake System. 

PENOBSCOT LAKE, T 3 and 4, R 4 and T 3, R 5, N. B. K. P., 
Somerset County ; inlets, several small streams and outlets of ponds ; 
outlet, South Branch Penobscot River, West Branch Penobscot 
River; area water surface, 1.96 square miles, (G. N. P. Co. map). 

PENOBSICOT POND, T i, R 11 and 12, W. E. L. S"., Piscataquis 
County; inlets, several small streams; outlet, Wadleigh Pond, Nah- 
makanta Lake, Pemadumcook Lake, We5t Branch Penobscot River; 
area water surface, 0.62 square mile, (S. A. map). 

PENOBSCOT RIVER, Penobscot, Piscataquis and Waldo counties; 
source, junction of East and West branches, Medway; direction, 
southeast, southwest, south: mouth, Penobscot Bay; tributaries, 
Piscataquis River, Mattawamkeag River, Passadumkeag River, 
Pushaw Stream, Sunkhaze Stream, and many small streams; 
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tributary to Atlantic Ocean ; approximate length 200 miles ; 
total fall about 2000 feet: Drainage area below junction 
East and West branches, 3200 sq. m. ; above Salmon Stream, 
3217 sq. m. ; below Salmon Stream, 3275 sq. m. ; above Mat- 
taseunk Stream, 3295 sq. m. ; below Mattaseunk Stream, 3343 sq. 
m. ; above Mattawamkeag River, 3355 sq. m. ; below Mattawamkeag 
River, 4875 sq. m. ; above Medunkeunk Stream, 4930 sq. m. ; below 
Medunkeunk Stream, 4993 sq. m.; below Mattanawcoqk Stream 
5020 sq. m. ; above Mattamiscontis Stream, 5030 sq. m. ; below Mat- 
tamiscontis Stream, 5120 sq. m. ; above Piscataquis River, 5160 sq. 
m. ; below Piscataquis River, 6660 sq. m. ; above Passadumkeag 
River, 6680 sq. m. ; above Olamon Stream, 7100 sq. m. ; above Sunk- 
haze Stream, 7235 sq. m. ; at Old Town (not include Pushaw Str.) 
7380 sq. m. ; at Orono, 7710 sq. m. ; at Veazie Dam, 7730 sq. m. ; at 
Bangor dam, 7760 sq. m. 

PENOBSCOT RIVER, EAST BRANCH, Piscataquis and Penobscot 
counties; source. Stink Pond and small ponds in T 7, R 11, W. E. 
L. S. ; direction; east, southeast; mouth, Penobscot River, Medway; 
tributaries, Wassataquoik Stream, Grand Lake, Seboeis River, Mud 
Brook, Salmon Stream, and many other streams; tributary to Pen- 
obscot River; approximate length 60 miles: Drainage area at inlet 
Grand Lake, 38 sq. m. ; at outlet Grand Lake, 470 sq. m. ; above 
Seboeis Stream, 561 sq. m.; below Seboeis Stream, 812 sq. m. ; 
above Wassataquoik Stream, 824 sq. m. ; below Wassataquoik 
Stream, 943 sq. m.; above Mud Brook, 987 sq. m. ; below Mud 
Brook, 1062 sq. m. ; at Grindstone, 1063 sq. m. ; at mouth, iioo sq. m. 

PENOBSCOT RIVER, WEST BRANCH, Somerset, Piscataquis and 
Penobscot counties; source, junction North and South branches, 
T 2, R 4, N. B. K. P. ; direction, east, northeast, southeast ; mouth, 
Penobscot River, Medway; tributaries, Pemadumcook Lake, Chesun- 
cook Lake, Millinocket Lake, North and South branches Penobscot 
River and many other lakes and streams; Drainage area at Junction 
South and North branches, 465 sq. m. ; at Seboomook dam, 550 
sq. m.; above Russell Stream, 597 sq. m. ; below Russell Stream, 
668 sq. m. ; above Lobster Lake Stream,. 680 sq. m. ; below Lobster 
Lake Stream, "jyj sq. m. ; above Pine Stream, 800 sq. m. ; at inlet 
Chesuncook Lake, 837 sq. m. ; at outlet Chesuncook Lake, 1332 sq. 
m. ; outlet Ripogenous Lake, 1408 sq. m. ; above Sourdnahunk 
Stream, 1429 sq. m. ; below Sourdnahunk Stream, 1500 sq. m. ; at 
Abol Falls, 1530 sq. m. ; at inlet Ambejejus Lake, 1587 sq. m. ; at 
North Twin Dam, 1864 sq. m. ; at Quakish Lake dam 1870 sq. m. ; 
above Millinocket Stream, 1912 sq. m. ; below mouth Millinocket 
Stream, 2043 sq. m. ; at Dolby dam, 2080 sq. m. ; at East Millinocket, 
2086 sq. m. ; at mouth, 2100 sq. m. 

PENOBSCOT RIVER, NORTH BRANCH, Somerset County; source, 
T 6, R 18, W. E. L. S. ; direction, south, southeast; mouth, West 
Branch Penobscot River, T 2, R 4, N. B. K. P.; tributaries, Lane 
*Brook, Dole Brook, Norris Brook, North East Branch and small 
streams; tributary to West Branch Penobscot River; approximate 
length 26 miles ; drainage area at mouth, 270 sq. m. 



138 STATE WATEk STORAGE COMMISSION. 

PENOBSCOT RIVER, NORTHEAST BRANCH, Somerset County; 
source, T 6, R 18, W. E. L. S., north part; direction, east, south- 
west ; mouth, North Branch Penobscot River, T 5, R 18, W. E. L. S. ; 
tributaries, many small streams; tributary to North Branch Penob- 
scot River, West Branch Penobscot River; approximate length 15 
miles. 
PENOBSCOT RIVER, SOUTH BRANCH, Somerset County; source, 
Penobscot Lake, T 4, R 4, N. B. K. P.; direction, south, southeast; 
mouth, T 2, R 4, N. B. K. P., junction North Branch; tributaries. 
Bog Stream, Hale Brook, Alder Brook, Bald Brook, Lane Brook 
and small streams; tributary to West Branch Penobscot River; 
drainage area at mouth 195 sq. m. 
PEPPER POND, Abbot, see Piper Pond. 

PERRY POND, T 5, R 7, W. E. L. S., Penobscot County; inlets, 
several short streams; outlet, short stream to Seboeis River, East 
Branch Penobscot River; area water surface, 0.59 square mile» 
(S. A. map). 
PHILBROOK BROOK, Penobscot County; source, Summit, east 
part; direction, west; mouth. Lords Brook, Summit; tributaries, 
small streams; tributary to Lords Brook, Passadumkeag River, Pen- 
obscot River. 
PHILLIPS LAKE, Dedham, Hancock County; inlets, outlets of Mit- 
chell, Moulton, Hurd, Mud and Second ponds, and several short 
streams; outlets, first, short stream to Long Pond, Moosehorn 
Creek, Dead River, Orland River, Penobscot River; second, short 
stream to Green Lake, Union River; area water surface, 1.41 square 
miles, (U. S. G. S. Orland) ; elev. 223 ft. ; drainage area 12.3 sq. m. 
PHILLIPS . LAKE OUTLET, Hancock and Penobscot counties ; 
source, Phillips Lake, Dedham; direction, north, southwest; mouth. 
Long Pond, Bucksport; tributaries, Phillips Lake and outlets of 
ponds; tributary to Long Pond, Moosehorn Creek, Dead River, 
Alamoosook Lake, Orland River, Penobscot River; elevation at 
source, 223 feet; total fall, 157 feet. 
PICKED MOUNTAIN LAKE, Penobscot and Aroostook counties, 
T 6, R 6, W. E. L. S. and Moro PI.; inlet, short stream; outlet, 
Rockabema Lake, West Branch Mattawamkeag River, Penobscot 
River; area water surface, 0.21 square mile, (S. A. map and C atlas). 
PICKEREL LAKE, Lowell, Penobscot County; outlet, Esku^assis 
Stream, Passadumkeag River, Penobscot River; area water surface, 
0.04 square mile, (C & C atlas). 
PICKEREL LAKE, Topsficld, Washington County; outlet, Baskahe- 
gan Lake, Baskahegan Stream, Mattawamkeag River, Penobscot 
River. 
PICKEREL POND, Greenfield, Penobscot County; inlet, Sunkhaze 
Stream; outlet, Sunkhaze Stream, Penobscot River; area water 
surface not measured. 
PICKEREL POND, Alton, Penobscot County; inlet, short stream; 
outlet. Ten Mile Brook, Birch Stream, Penobscot River; area water 
surface, o.io square mile, (C. atlas) ; present storage 5 ft., 13,- 
939,000 cu. ft. 
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PINE POND, T 3, R 13, W. E. L. S., Piscataquis County; inlet, 
short stream; outlet. Pine Stream, West Branch Penobscot River; 
area water surface, 0.22 square mile, (S. A. map). 

PINE POND, LITTLE, T 3, R 14 and 15, W. E. L. S., Piscataquis 
County; outlet. Pine Stream, West Branch Penobscot River; area 
water surface, 0.13 square mile, (G. N. P. Co. map). 

PINE STREAM, Piscataquis County; source. Pine Pond, T 3, R 13, 
W. E. L. S. ; direction, north; mouth. West Branch Penobscot 
River, T 5, R 13; tributaries. Pine Pond, Round Pond and small 
streams; tributary to West Branch Penobscot River; approximate 
length 12 miles. 

PIPER POND, Abbot, Piscataquis County; inlet, short stream from 
north; outlet. Thorn Brook, South Branch Piscataquis River, Pen- 
obscot River; area water surface, 0.79 square mile, (C. atlas); 
present storage 5 ft., 110,120,000 cu. ft. 

PISCATAQUIS RIVER, Piscataquis and Penobscot counties; source, 
T 3, R 5, B. K. P. E. K. R. and Shirley; direction, generally east; 
mouth, Penobscot River in Rowland; tributaries. South Branch 
Piscataquis River, Marble Brook, Mill Stream, Black Stream, Alder 
Stream, Sebec River, Pleasant River, Schoodic Stream, Seboeis 
Stream, and outlets of several ponds; approximate length, 65 miles: 
Drainage area above Marble Brook, 41 sq. m. ; below Marble Brook; 
102 sq. m. ; at Barrows Falls, 106 sq. m. ; at Abbot Dam, 113 sq. m. ; 
above South Branch, 115 sq. m. ; below South Branch, 220 sq. m. ; 
at Guilford, 253 sq. m.; at Lows Bridge, 290 sq. m. ; at Foxcroft, 
352 sq. m. ; at East Dover, 362 sq. m. ; above Alder Stream, 398 sq. 
m. ; below Alder Stream, 437 sq. m. ; above Sebec River, 438 sq. 
m. ; below Sebec River, 845 sq. m. ; above Pleasant River, 854 sq. m. ; 
below Pletsant River, 1186 sq. m. ; above Schoodic Stream, 1220 sq. 
m. ; below Schoodic Stream, 1281 sq. m. ; above Seboeis Stream, 
1329 sq. m. ; at mouth, 1500 sq. m. 

PISCATAQUIS RIVER, SOUTH BRANCH, Piscataquis and Somer- 
set counties; source, Kingsbury Pond, Ma3rfield; direction, northeast, 
south, northeast; mouth, Piscataquis River, Abbot; tributaries, 
Kingsbury Pond, Thorn Brook, Carleton Brook and small streams; 
tributary to Piscataquis River, Penobscot River; approximate 
length 15 miles; drainage area at mouth, 105 sq. m. 

PISTOL LAKE, FIRST, T 3, N. D., Penobscot County; inlet, outlet 
of Second Pistol Pond; outlet, Pistol Stream, Nicatous Stream, 
Passadumkeag River, Penobscot River; area water surface, 1.34 
square miles, (S. A. map) ; elev. 318 ft.; drainage area 14 sq. m. 

PISTOL POND, SECOND, T 4, N. D., Penobscot County; inlets. 
Third and Side Pistol ponds; outlet, First Pistol Pond, Pistol Stream, 
Nicatous Stream, Passadumkeag River, Penobscot River; area water 
surface, 0.20 square male, (S. A. map). 

PISTOL POND, SIDE, T 3 and 4, N. D., Penobscot County; outlet. 
Second and First Pistol ponds. Pistol Stream, Nicatous Stream, 
Passadumkeag River, Penobscot River; area water surface, 0.21 
square mile, (S. A. map) ; elev. 419 ft. 
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PISTOL POND, THIRD, T 4, N. D., Penobscot County; inlet, short 
stream; outlet, Second and First Pistol ponds, Pistol Stream, Nicu- 
tous Stream, Passadumkeag River, Penobscot River; area water 
surface, 0.24 square mile, (S. A. map). 

P] STOL STREAM, Hancock County ; source. Pistol Lakes, T 4, N. D. ; 
direction, west; mouth, Nicatous Stream, T 3, N. D.; tributaries, 
Pistol Lakes and small streams; tributary to Nicatous Stream, 
Passadumkeag River, Penobscot River; drainage area at outlet 
First Pistol Lake, 14 sq. m. 

PLEASANT POND, Island Falls and T 4, R 3, W. E. L. S., Aroos- 
took County; outlet, East Branch Mattawamkeag River, Penobscot 
River; area water surface, 2.20 square miles, (S. L. S.) J elev. 598 ft. 

PLEASANT POND, T 6, R 6, W. E. L. S., Penobscot County; out- 
let, Rockabema Lake, West Branch Mattawamkeag River ; area 
water surface, 0.28 square mile, (S. A. map). 

PLEASANT POND, Dexter and Garland, Penobscot County; inlets 
short stream and Kenduskeag River; outlet, Kenduskeag River, 
Penobscot River; area water surface, o.ii square mile, (C & C 
atlas). 

PLEASANT POND, Orneville, Piscataquis County; inlet, short 
stream; outlet, Dead Stream, Pushaw Stream, Penobscot River; 
area water surface, 0.14 square mile, (C atlas). 

PLEASANT RIVER, Piscataquis County; source, junction of East 
and West branches, Pleasant River, T 5, R 8, N. W. P.; direction, 
south, southeast; mouth, Piscataquis River, Milo; tributaries. East 
and West branches and small streams; tributary to Piscataquis 
River, Penobscot River; approximate length 11 miles: Drainage 
area at Junction East and West branches, 304 sq. m.; at Brownville, 
315 sq. m.; at mouth, 332 sq. m. 

PLEASANT RIVER, EAST BRANCH, Piscataquis Cgunty; source, 
T A, R 12, W. E. L. S. ; direction, southeast, south; mouth, Pleas- 
ant River, T 5, R 8, N. W. P. ; tributaries, Guernsey Brook, Gaunt- 
let Pond, Ebeemee Lake and small streams; tributary to Pleasant 
River, Piscataquis River, Penobscot River; drainage area at mouth, 
145 sq. m. ; approximate length 60 miles. 

PLEASAN^ RIVER, WEST BRANCH, Piscataquis County ; source, 
West Branch Ponds, T A, R 12, W. E. L. S. ; direction, west, south- 
east; mouth. Pleasant River, T 5, R 8, N. W. P.; tributaries. West 
Branch Ponds, Hay Brook, White Brook, Houston Brook, small 
streams; tributary to Pleasant River Piscataquis River, Penobscot 
River; approximate length 30 miles: Drainage area at outlet Silver 
Lake, 104 sq. m. ; above Houston Stream, iii sq. m. ; below Houston 
Stream, 148 sq. m. ; at mouth, 159 sq. m. 

PLUNKET POND, Benedicta, Aroostook County; inlet, short stream; 
outlet, Dead Stream, Pushaw Stream, Penobscot River; area water 
surface, 0.62 square mile, (R &*C atlas). 

POGEY BROOK, Piscataquis County; source, T 5, R 9, W. E. L. S., 
'South part: direction, southeast; mouth, Wassataquoik Stream, 
T 4, R 9, W. E. L. S. ; tributaries, several small streams ; tributary 
to Wassataquoik Stream, East Branch Penobscot River. 
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POLAND POND, T 7, R 14 and 15, W. E. L. S., Piscataquis County ; 

inlets, several short streams; outlet, short stream to Round Pond, 

Caucomgomuc Lake, Chesuncook Lake, West Branch Penobscot 

River; area water surface, 0.46 square mile, (S. A. map). 
POLLARD BROOK, Penobscot County; source, Rowland, west part; 

direction, southeast; mouth, Penobscot River, Edinburg; tributary, 

short stream; tributary to Penobscot River; approximate length, 9 

miles. 
POLLYWOG POND, T i and 2, R 11 and T i, R 12, W. E. L. S., 

Piscataquis County; inlets, Pollywog Stream, Farrar Brook, and 

outlet Wadleigh Pond; outlet, Nahmakanta Stream, Nahmakanta 

Lake, Pemadumcook Lake, West Branch Penobscot River; area 

water surface 0.70 square mile, (S. A. map). 
POLLYWOG STREAM, Piscataquis County; source, T 2, R 12, south 

part; direction, east; mouth, Pollywog Pond, T 2, R 12, W. E. L. 

S. ; tributary, small stream at source; tributary to Pollywog Pond. 

Nahmakanta Lake and stream, Pemadumcook Lake, West Branch 

Penobscot River. 
POND, Piscataquis County, Blanchard; outlet into Thorn Brook, 

South Branch Piscataquis River, Penobscot River; area water sur- 
face 0.08 square mile, (C. atlas). 
POND, Penobscot County, Bradford; inlet. Dead Stream and small 

stream from north; outlet by Dead Stream to Pushaw Stream, 

Penobscot River; area water surface 0.03 square mile, (C & C atlas). 
POND, Piscataquis County, Brownville; outlet by Alder Brook to 

Piscataquis River, Penobscot River; area water surface 0.03 square 

mile, (C. atlas). 
POND, Piscataquis County, Brownville; outlet by Sucker Brook into 

Schoodic Lake, Schoodic Stream into Piscataquis River, Penobscot 

River; area water surface 0.02 square mile, (C. atlas). 
POND, Penobscot County, Charleston; inlet, short stream from north; 

outlet by Mohawk Stream into Pushaw Stream, Penobscot River; 

area water surface 0.06 square mile, (C & C atlas). 
POND, Penobscot County, Charleston; inlets, two short streams from 

north; outlet by Bear Brook to Pushaw Stream, Penobscot River; 

area water surface 0.02 square mile, (C. & C. atlas). 
POND, Penobscot County, Charleston; inlet, short stream from west; 

outlet, by Bear Brook into Pushaw Stream, Penobscot River; area 

water surface 0.04 square mile, (C. & C. atlas). 
POND, Penobscot County, Chester; inlets, Ebhops Stream and Me- 

dunkeunk Stream; outlet, by Medunkeunk Stream, Penobscot River; 

area water surface 0.04 square mile, (C. & C. atlas). 
POND, Washington County, Dan forth; inlet, Baskahegan Stream; 

outlet by Baskahegan Stream to Mattawamkeag River, Penobscot 

River; area water surface 0.09 square mile, (C. atlas). 
POND, Piscataquis County, Foxcroft; inlet, short stream from north; 

outlet by short stream to Piscataquis River, Penobscot River; area 

water surface 0.02 square mile, (C. atlas). 
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POND, Penobscot County, Hopkins Academy Grant; inlet, short stream 
from south; outlet, Nollesemic Stream, West Branch Penobscot 
River; area water surface 0.03 square mile, (S. A. map). 

POND, Penobscot County, T 4, Indian Purchase, lots 93, 94 and 95; 
inlet short stream from north; outlet by short stream into South 
Twin Lake, West Branch Penobscot River; area water surface 0.08 
square mile, (S. A. map). 

POND, Penobscot County, T 4, Indian Purchase; inlet short stream 
from south; outlet by short stream into South Twin Lake, West 
Branch Penobscot River; area water surface 0.04 square mile, (S. A. 
map). 

POND, Penobscot County, Lee ; inlet, short brook from north ; outlet, 
short stream into Ware Pond and Passadumkeag River, Penobscot 
River; area water surface 0.07 square mile, (C. & C. atlas). 

POND, Leavitt, Aroostook County; outlet, Beaver Brook, East Branch 
Mattawamkeag River, Penobscot River; area water surface, 0.12 
square mile, (S. A. map). 

POND, Penobscot County, Lincoln; inlets, Cambolasse Stream and 
outlet of Center Pond; outlet, by Cambolasse Stream to Penobscot 
River; area water surface o.ii square mile, (C. & C. atlas). 

POND, Aroostook County, Linneus; inlets, three short streafms from 
northwest; outlet by Beaver Brook into East Branch Mattawam- 
keag River, Penobscot River; area water surface 0.05 square mile, 
(R. & C. atlas). 

POND, Piscataquis County, Middlesex Canal, East, W. E. L. S. ; in- 
lets^ three short streams from south; outlet by short stream into 
Lobster Lake, thence into Lobster Stream, West Branch Penobscot 
River; area water surface 0.06 square mile, (S. A. map). 

POND, Penobscot County, T 3, Indian Purchase & Millinocket; inlet, 
short stream from north ; outlet, by short stream into Millinocket 
Stream, West Branch Penobscot River; area water surface o.io 
square mile, (G. N. P. Co. map). 

POND, Monroe, Waldo County; outlet, North Branch Marsh River, 
Penobscot River; area water surface 0.07 square mile, (Chase map). 

POND, Piscataquis County, Monson; outlet by short stream into 
Piscataquis River, Penobscot River; area water surface 0.02 square 
mile, (C. atlas). 

POND, Piscataquis County, Monson; inlet, short stream from north; 
outlet by short stream through Monson Pond to Wilson Stream, 
Sebec Lake, Sebec River, into Piscataquis River, Penobscot River; 
area water surface 0.02 square mile, (C. atlas). 

POND, Aroostook County, Moro PI.; inlets, one short stream from 
south and one from the west; outlet, by short stream into Rockn- 
bema Lake, thence to West Branch Mattawamkeag River, PenoD- 
scot River; area water surface 0.06 square mile, (R. & C. atlas). 

POND, Aroostook County, Oakfield; inlet short stream from south- 
west; outlet by short stream into Long Lake and East Branch Mat- 
tawamkeag River, Penobscot River; area water surface o.oi square 
mile, (G. N. P. Co. map). 
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POND, Piscataquis County, Parkman; outlet, by short stream into 
Northwest Pond, Piscataquis River, Penobscot River; area water 
surface 0.Q2 square mile, (C. atlas). 

POND, Penobscot County, Patten ; inlets, short stream from north, one 
from the west, and one from the south ; outlet, by short Stream 
into Fish Stream and West Branch Mattawamkeag River, Penobscot | 
River; area water surface 0.18 square mile, (C & C. atlas). 

POND, Penobscot County, Springfield; inlet, short stream from north- 
east; outlet by Mattakeunk Stream into Mattawamkeag River, Pen- 
obscot River; area water surface 0.04 square mile, (C. & C. atlas). 

POND, Penoibscot County, Springfield; inlet, short stream from east; 
outlet by Mattakeunk Stream into Mattawamkeag River, Penobscot 
River; area water surface 0.04 square mile, (C. & C. atlas). 

POND, Piscataquis County, Willimantic; outlet, by short stream into 
Sebec Lake, Sebec River and Piscataquis River, Penobscot River; 
area water surface 0.04 square mile, (C. atlas). 

POND, Aroostook County, T 2, R 3, W. E. L. S. ; inlet, Orcutt Brook 
from northeast; outlet by short stream through Wytopitlock Lake 
to Wytopitlock Stream and Mattawamkeag River, Penobscot River; 
area water surface 0.03 square mile, (S. A. map). 

POND, Aroostook County, T 3, R 3, W. E. L. S. ; inlet short stream 
from west; outlet by short stream into Babcook Brook and West 
Branch Mattawamkeag River, Penobscot River; area water surface 
0.05 square mile, (S. A. map). 

POND, Aroostook County, T 3, R 3, W. E. L. S.; inlets, three short 
streams from west; outlet by short stream into West Branch Mat- 
tawamkeag River, Penobscot River; area water surface 0.07 square 
mile, (S. A. map). 

POND, Aroostook County, T 2, R 4, W. E. L. S. ; inlet short stream 
from north; outlet by Macwahoc Stream into Molunkus Stream, 
Mattawamkeag River, Penobscot River; area water surface 0.04 
square mile, (S. A. map). 

POND, Aroostook County, T 2, R 4, W. E. L. S. ; inlet, short stream 
from west; outlet, by Brayley Brook into Wytopitlock Stream and 
Mattawamkeag River, Penobscot River; area water surface 0.06 
square mile, (S. A. map). 

POND, Aroostook County, T 2, R 4, W. E. L. S. ; inlet short stream 
from north; outlet by Macwahoc Brook into Molunkus Stream, Mat- 
tawamkeag River, Penobscot River; area water surface 0.26 square 
mile, (S. A. map). 

POND, Aroostook County, T 3, R 4, W. E. L. S. ; inlet, short stream 
from north; outlet, by Cold Stream into Fish Stream, Mattawam- 
keag Lake, and West Branch Mattawamkeag River, Penobscot 
River; area water surface 0.08 square mile, (S. A. map). 

POND, Aroostook County, T 3, R 4, W. E. L. S.; inlets, two short 
streams from south ; outlet by Cold Stream into Fish Stream, Mat- 
tawamkeag Lake, and West Branch Mattawamkeag River, Penob- 
scot River; area water surface 0.05 square mile, (S. A. map). 
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POND, Aroostook County, T 3, R 4, W. E. L. S.; inlets, two short 
streams from north; outlet by Macwahoc Stream into Molunkus 
Stream, Mattawamkeag River, Penobscot River; area water surface 
0.04 square mile, (S. A. map). 
POND, Penobscot County, T 2, R 6, W. E. L. S.; inlet, short stream 
from north; outlet, by short stream through Salmon Stream Pond 
into Salmon Stream, Penobscot River; area water surface o.oi 
square mile, (S. A. map). 
POND, Penobscot County, T 2, R 7, W. E. L. S.; outlet by short 
stream into East Branch Penobscot River, Penobscot River; area 
water surface 0.02 square mile, (S. A. map). 
POND, Penobscot County, T 2, R 7, W .E. L. S., in lot 65 ; inlet short 
stream from south; outlet by short stream into East Branch Pen- 
obscot River; area water surface o.oi square mile, (S. A. map). 
POND, Penobscot County, T 2, R 7, W. E. L. S.; outlet by short 
stream into East Branch Penobscot River; area water surface 0.02 
square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., ist lake in south- 
west part from mouth of stream; inlet, short stream from south- 
west; outlet by short stream into East Branch Penobscot River; 
area water surface 0.005 square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., 2nd lake in south- 
west part from mouth of stream; inlet short stream from south- 
west; outlet, by short stream into East Branch Penobscot River; 
area water surface o.oi square mile, (S. A, map). 
POND, Penobscot County, T 3, R 7, W. E. L. S. ; 3rd lake in south- 
west part from mouth of stream; inlet short stream from west; 
outlet by short stream into East Branch Penobscot River; area 
water surface o.oi square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., 4th pond in south- 
west part from mouth of stream ; inlets, two short streams from 
west; outlet, by short stream into East Branch Penobscot River; 
area water surface o.oi square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., ist pond from 
mouth of stream; inlet, short stream from south; outlet, by short 
stream into Wassataquoik Stream and East Branch Penobscot River; 
area water surface 0.005 square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., 2nd pond from 
mouth of stream; inlets, two short streams from south; outlet, by 
short stream into Wassataquoik Stream and East Branch Penobscot 
River; area water surface 0.002 square mile, (S. A. map). 
POND, Penobscot County, T 3, R 7, W. E. L. S., 3rd pond from 
mouth of stream; inlet, short stream from south; outlet, by short 
stream into Wassataquoik Stream and East Branch Penobscot River ; 
area water surface 0.C05 square mile, (S. A. map). 
POND, Penobscot County, T 5, R 7, W. E. L. S. ; outlet by short 
stream into Seboois River and East Branch Penobscot River; area 
water surface 0.08 square mile, (S. A. map). 
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POND, Penobscot County, T 6, R 7, W. E. L. S., inlet, short stream 
from south; outlet by Shinn Brook into East Branch Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

POND, Penobscot County, T 6, R 7, W. E. L. S., outlet, by Habart 
Brook into Seboois River, East Branch Penobscot River; area water 
surface 0.03 square mile, (S. A. map). 

POND, Penobscot County, T 6, R 7, W. E. L. S., outlet, by Hobart 
Brook into Seboois River, East Branch Penobscot River; area water 
surface 0.03 square mile, (S. A. map). 

POND, Penobscot County, T 6, R 7, W. E. L. S., outlet, by Hobart 
Brook into Seboois River, East Branch Penobscot River; area 
water surface o.oi square mile, (S. A. map). 

POND, Penobscot County, T 7, R 7, W. E. L. S.; outlet by short 
brook into Sawtelle Brook and Seboois Stream, East Branch Penob- 
brook into Sawtelle Brook and Seboois Stream, East Branch Pen- 
obscot River; area water surface 0.12 square mile, (S. A. map). 

POND, Penobscot County, T 7, R 7, W. E. L. S.; outlet by short 
stream into Grand Lake, Seboois Stream and East Branch Penobscot 
River; area water surface 0.07 square mile, (G. N. P. Co. map). 

POND, Penobscot County, T 4, R 8, W. E. L. S. ; inlet, short stream 
from north; outlet by short stream into Wassataquoik Stream and 
East Branch Penobscot River; area water surface 0.02 square 
mile, (S. A. map). 

POND, Penobscot County, T 4, R 8, W. E. L. S.; outlet by short 
stream into Little Spring Brook, East Branch Penobscot River; 
area water surface 0.02 square mile, (S. A. map). 

POND, Penobscot County, T 4, R 8, W. E. L. S. ; inlet, short stream 
from north; outlet by short stream into Wassataquoik Stream and 
East Branch Penobscot River; area water surface 0.02 square mile, 
(S. A. map). 

POND, Penobscot County, T 4, R 8, W. E. L. S. in lots 17 and 18, 
outlet by short stream • into Wassataquoik Stream and East Branch 
Penobscot River; area water surface 0.02 square mile, (S. A. map). 

POND, Penobscot County, T 4, R 8, W. E. L. S.; inlet short stream 
from north; outlet by short stream by short stream into Wassata- 
quoik Stream and East Branch Penobscot River; area water surface 
0.02 square mile, (S. A. map). 

POND, Penobscot County, T 5, R 8, W. E. L. S.; inlet short stream 
from north; dam at outlet; outlet by Bowlin Stream into East 
Branch Penobscot River; area water surface 0.03 square mile, 
(S. A. map). 

POND, Penobscot County, T 5, R 8, W. E. L. S., in public lot; inlet, 
short stream from north; outlet by short stream into East Branch 
Penobscot River; area water surface o.oi square mile, (S. A. map). 

POND, Penobscot County, T 6, R 8, W. E. L. S., in public lot ; inlets, 
two short streams from south; outlet by short stream into Hay 
Brook, Sawtelle Brook, Seboois River and East Branch Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

10 
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POND, Penobscot County, T 7, R 8, W. E. L. S. ; inlet, short stream 
from northwest ; outlet, by short stream into Seboois River and East 
Branch Penobscot River; area water surface 0.04 square mile, S. A. 
map). 

POND, Penobscot County, T 7, R 8, W. E. L. S.; outlet by short 
stream into Seboois River and East Branch Penobscot River; area 
water surface 0.38 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 9, W. E. L. S. ; west of Tea Pood ; 
outlet by short stream into Sandy Stream through Millinocket Lake, 
Millinocket Stream into West Branch Penobscot River; area water 
surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 9, W. E. L. S., north of Rat Pond ; 
inlet, outlet stream of Rat Pond; outlet by short stream into Milli- 
nocket Lake, Millinocket Stream and West Branch Penobscot River; 
area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 9, W. E. L. S., east of Compass 
Pond; inlet short stream from northeast; outlet by short stream 
through Compass Pond and Little Pond into West Branch Penob- 
scot River; area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 9, W. E. L. S., south central 
part; outlet by short stream into Sandy Stream, Millinocket Lake, 
Millinocket Stream and West Branch Penobscot River; area water 
surface 0.17 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 9, W. E. L. S., first of series of 
lakes from mouth; inlet short stream from north; outlet by short 
stream into Sandy Stream, Millinocket Lake, Millinocket Stream and 
West Branch Penobscot River; area water surface 0.13 square 
mile, (S. A. map). 

POND, Piscataquis County, T 3, R 9, W. E. L. S., second of series 
of lakes from mouth of stream; inlet short stream from north; 
outlet by short stream into Sandy Stream, Millinocket Lake, Mil- 
linocket Stream and West Branch Penobscot River; area water sur- 
face 0.44 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 9, W. E. L. S., third of series of 
lakes from mouth of stream; outlet by short stream into Sandy 
Stream, Millinocket Lake, Millinocket Stream and West Branch 
Penobscot River; area water surface 0.16 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 9, W. E. L. S., north part of town ; 
outlet by South Branch Wassataquoik Stream, Seboois River, East 
Branch Penobscot River; area water surface 0.28 square mi-e, 
(S. A. map). 

POND, Piscataquis County, T 4, R 9, W. E. L. S., in lot 10; outlet 
by short stream into Wassataquoik Stream, East Branch Penobscot 
River; area water surface 0.005 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 9, W. E. L. S.; inlets, two short 
streams from north; outlet by short stream into Wassataquoik 
Stream, East Branch Penobscot River; area water surface 0.02 
square mile, (S. A. map). 
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POND, Piscataquis County, T 4, R 9, W. E. L. S.; outlet by short 
stream into North Branch Wassataquoik Stream, East Branch Pen- 
obscot River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 9, W. E. L. S.; outlet by short 
stream into Wassataquoik Stream and East Branch Penobscot River; 
area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 9, W. E. L. S.; outlet by short 
stream into North Branch Wassataquoik Stream, East Branch Pen- 
obscot River; area water surface 0.02 square mile, (S. A. map). 

FOND, Piscataquis County, T 5, R 9, W. E. L. S., northeastern part; 
outlet by short stream through Fowler Pond into Trout Stream, 
Grand Lake, East Branch Penobscot River; area water surface 
0.14 square mile, (S. A. map). 

POND, Piscataquis County, T S, R 9, W. E. L. S. ; northeastern part; 
outlet by Bill Fish Stream into East Branch Penobscot River; area 
water surface 0.24 square mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, W. E. L. S. ; inlet short stream 
from west; outlet by short stream into Hay Brook and East Branch 
Penobscot River; area water surface 0.14 square mile, (S. A. map). 

POND, Piscataquis County, T B, R 10, W. E. L. S.; outlet by short 
stream into East Branch Pleasant River, Piscataquis River; Penob- 
scot River; area water surface 0.06 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 10, W. E. L. S.; outlet by short 
stream into Upper Jo-Mary Lake, Middle Jo-Mary Lake, Lower 
Jo-Mary Lake, and Pemadumcook Lake, West Branch Penobscot 
River; area water surface 0.15 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 10, W. E. L. S., in lot 15; outlet 
through Cooper Pond, Cooper Brook, Middle Jo-Mary Lake, Lower 
Jo-Mary Lake, and Pemadumcook Lake, West Branch Penobscot 
River; area water surface 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 10, W. E. L. S.; inlet Cooper 
Brook from west; outlet by Cooper Brook through Cooper Pond, 
Middle Jo-Mary Lake, Pemadumcook Lake, West Branch Penob- 
scot River; area water surface 0.08 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S., first pond north 
Second Debsconeag Lake; inlets, two streams from north; outlet 
by short stream into Second Debsconeag Lake and Ambejejus Lake, 
West Branch Penobscot River; area water surface 0.02 square 
mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S., second pond north 
Second Debsconeag Lake; inlet, one short stream from north; out- 
let by short stream into Second Debsconeag Lake and Ambejejus 
Lake; area water surface 0.04 square mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S., pond west of Hurd 
pond; omtlet by short stream through Hurd Pond into West 
Branch Penobscot River; area water surface 0.02 square mile, (G. 
N. P. Co. map). 
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POND, Piscataquis County, T 2, R 10, W. E. L. S.; first pond of 
series north of Kurd Pond; inlet short stream from north; outlet 
by short stream through Hurd Pond into West Branch Penobscot 
River; area water surface 0.01 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S.; second pond of 
series north of Hurd Pond; inlet short stream from north; outlet 
by short stream through Hurd Pond into West Branch Penobscot 
River; area water surface 0.Q2 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S., third pond of 
series north of Hurd Pond; outlet by short. stream through Hurd 
Pond into West Branch Penobscot River; area water surface 0.14 
square mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 2, R 10, W. E. L. S., northern part of 
town; outlet by Foss Brook into West Branch Penobscot River; 
area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 10, W. E. L. S., south of Jackson 
Pond; outlet by short stream through Kidney Pond into Sourdna- 
hunk Stream, West Branch Penobscot River; area water surface 
0.01 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 10, W. E. L. S., west of Rocky 
Pond; outlet by short stream through Rocky Pond into Sourdna- 
hunk Stream, West Branch Penobscot River; area water surface 
o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 5, R 10, W. E. L. S. ; outlet by West 
Branch Trout Stream through Trout Stream into Grand Lake, 
East Branch Penobscot River; area water surface 0.13 square mile, 
(S. A. map). 

POND, Piscataquis County, T B, R 11, W. E. L. S.; outlet by short 
stream through B Pond into East Branch Pleasant River, Piscataquis 
River, Penobscot River; area water surface 0.05 square mile, 
(S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., first pond from 
mouth of Beaver Brook; inlet, Beaver Brook from north; outlet 
by Beaver Brook into East Branch Pleasant River and Piscataquis 
River, Penobscot River; area water surface 0.002 square mile, S. A. 
map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., second pond from 
mouth of Beaver Brook; outlet by Beaver Brook into East Branch 
Pleasant River and Piscataquis River, Penobscot River; area water 
surface 0.005 square mile, (S. A, map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., third pond from 
mouth of Beaver Brook; inlet, Beaver Brook from west; outlet by 
Beaver Brook into East Branch Pleasant River and Piscataquis 
River, Penobscot River; area water surface 0.005 square mile, (S. A. 
map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., fourth pond from 
mouth of Beaver Brook; outlet, Beaver Brook and East Branch 
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Pleasant River, Penobscot River; area water surface 0.01 square 
mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., fifth pond from 
mouth of Beaver Brook; inlets, two short streams from northwest; 
outlet, by Beaver Brook to East Branch Pleasant River, Penobscot 
River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., southwest of 
Yoke Ponds; outlet by short stream through Yoke Ponds, Craw- 
ford Pond, Cooper Brook, Middle Jo-Mary Lake, Lower Jo-Mary 
Lake, Pemadumcook Lake into West Branch Penobscot River; area 
water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., first pond west 
of Long Pond; inlet, outlet of Long Pond; outlet by short stream 
into Nahmakanta Stream and Pemadumcook Lake, West Branch 
Penobscot River; area water surface aoo5 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., second pond west 
of Long Pond; inlets, one stream from east and two from south; 
outlet, by short stream into Nahmakanta Stream and Pemadum- 
cook Lake, West Branch Penobscot River; area water surface 0.02 
square mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S., third pond west 
of Long Pond; inlets, one short stream from southeast and one 
from west; outlet by short stream into Nahmakanta Stream and 
Pemadumcook Lake, West Branch Penobscot River; area water 
surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T A, R 11, W. E. L. S.; pond northwest 
of Yoke Pond; outlet by short stream through Yoke Pond, Craw- 
ford Pond, Cooper Brook, Middle Jo-Mary Lake, Lower Jo-Mary 
Lake, Pemadumcook Lake, West Branch Penobscot River; area 
water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S., west of Muskrat 
Pond; outlet by short stream into Muskrat Pond, Wadleigh Pond, 
Pond, Pollywog Pond, Nahmakanta Lake, Nahmakanta Stream, 
Pemadumcook Lake, West Branch Penobscot River; area water 
surface 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S.; east of Penob- 
scot Pond; outlet by short stream through Muskrat Pond, Wadleigh 
Pond, Pollywog Pond, Nahmakanta Lake, Nahmakanta Stream, 
Pemadumcook Lake, West Branch Penobscot River; area water sur- 
face 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S., north of Long 
Pond; outlet, by short stream through; Long Pond, Muskrat Pond, 
Wadleigh Pond, Pollywog Pond, Nahmakanta Lake, Nahmakanta 
Stream, Pemadumcook Lake and West Branch Penobscot River; 
area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S., eastern part of 
town; outlet by short stream into Nahmakanta Stream, Pemadum- 
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cook Lake and West Branch Penobscot River; area water surface 
0.03 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S., central part; inlet 
short stream from west; outlet by short stream into Nahmakanta 
Stream, Pemadumcook Lake and West Branch Penobscot River; 
area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 11, W. E. L. S., northwest of 
Leavitt Pond, outlet by short stream through Leavitt Pond into 
Cooper Brook, Middle Jo-Mary Lake, Lower Jo-Mary Lake, Pema- 
dumcook Lake, West Branch Penobscot River; area water surface 
0.04 square mile, (S. A. map). 

POND, Piscataquis County, T i & 2, R 11, W. E. L. S., outlet by 
short stream into 4th Debsconeag Lake, 3rd Debsconeag Lake, 2nd 
Debsconeag Lake, ist Debsconeag Lake, West Branch Penobscot 
River; area, water surface 0.06 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S. ; inlet short stream 
from north; outlet by short stream through Nahmakanta Stream, 
Nahmakanta Lake, Pemadumcook Lake, West Branch Penobscot 
River; area water surface 0.06 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S.; inlet, short 
stream from north; outlet by short stream into Nahmakanta Stream, 
Nahmakanta Lake, Pemadumcook Lake, West Branch Penobscot 
River; area water surface 0.02 square mile, (S, A. map). 

POND, Piscataquis County, T. 2, R 11, W. E. L. S. ; inlet, short stream 
from north; outlet by short stream into Rainbow Stream, Nahma- 
kanta Lake, Nahmakanta Stream, Pemadumcook Lake, West Branch 
Penobscot River? area water surface 0.03 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S., outlet by short 
stream into Rainbow Stream, Nahmakanta Lake, Nahmakanta 
Stream, Pemadumcook Lake, West Branch Penobscot River; area 
water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S., inlet, short stream 
from east; outlet by short stream into Rainbow Stream, Nahma- 
kanta Lake, Nahmakanta Stream^, Pemadumcook Lake, West Branch 
Penobscot River; area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S. ; inlet, short stream 
. from north ; outlet by short stream into Nahmakanta Stream, Pema- 
dumcook Lake, West Branch Penobscot River ; area water surface 
o.oi square mile, (S A. map). 

POND, Piscataquis County, T 2, R 11, W. E. L. S.; outlet by short 
stream into Nahmakanta Stream, Pemadumcook Lake, West Branch 
Penobscot River; area water surface o.oi square mile, (S. A. mapV 

POND, Piscataquis County, T 3, R 11, W. E. L. S.; in eastern part; 
outlet by short stream into West Branch Penobscot River; area 
water surface 0.07 square mile, (S. A. map). 
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POND, Piscataquis County, T 3, Rii, W. E. L. S., east of Harrington 
Lake; outlet by short stream through Harrington Lake and Ripo- 
genous Stream to West Branch Penobscot River; area water sur- 
face 0.18 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 11, eastern part of town; outlet by 
short stream into West Branch Penobscot River; area water sur- 
face 0.03 square mile, (S. A. map). 

POND, Piscataquis County, T 3, R 11, W. E. L. S., northeastern part; 
outlet by short stream into Sourdnahunk Stream, West Branch 
Penobscot River; area water surface 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 11, W. E. L. S.; inlet from outlet 
of Harrington Lake; outlet by Ripogenous Stream to West Branch 
Penobscot River; area water surface 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T 5, R 11, W. E. L. S., north of Sourdna- 
hunk Lake; inlet, short stream from north; outlet by short stream 
into Sourdnahunk Lake, Sourdnahunk Stream into West Branch 
Penobscot River; area water surface 0.20 square mile, (S. A. map). 

POND, Piscataquis County, T 7, R 11, W. E. L. S., east of Snake 
Pond; inlet Snake Brook from west; outlet by Snake Brook to East 
Branch Penobscot River; area water surface 0.15 square mile, (S. A. 
map). 

POND, Piscataquis County, T 7, R n, W. E. L. S., south of 4th Lake; 
outlet by short stream into East Branch Penobscot River; area 
water surface o.io square mile, (S. A. map). 

POND, Piscataquis County, T 7, R 11, W. E. L. S., east of Stink 
Pond; outlet by short stream through Stink Pond to East Branch 
Penobscot River; area water surface 0.03 square mile, (S. A. map*. 

POND, Piscataquis County, T A, & i, R 12, W. E. L. S. ; outlet by 
short stream into Penobscot Lake, Nahmakanta Stream, Pemadum- 
keag Lake, West Penobscot River; area water surface 0.02 square 
mile, (S. A. map). 

POND, Piscataquis County, T i, R 12, W. E. L. S., west of Penobscot 
Lake; inlet, short stream from west; outlet, by short stream into 
Penobscot Lake, Nahmakanta Stream, Pemadumcook Lake, and West 
Branch Penobscot River; area water surface 0.05 square mile, (S. A. 
map). 

POND, Piscataquis County, T i, R 12 & 13, W. E. L. S.; inlet, short 
stream from southeast; outlet, by Bear Brook to Ragged Stream, 
Caribou Lake, and West Branch Penobscot River; area water sur 
face 0.03 square mile, (S. A. map). 

POND, Piscataquis County, T i, R 12, W. E. L. S., west of Female 
Lake; inlet, short stream from west; outlet, by short stream 
through Female Lake into Farrat Brook, Nahmakanta Stream, Pem- 
adumcook Lake, West Branch Penobscot River; area water surface 
0.06 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S., in lot 18; outlet 
by Bear Brook into Nahmakanta Stream, Pemadumcook Lake, West 
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Branch Penobscot River; area water surface 0.02 square mile, (S. A. 
map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S.; outlet by Bear 
Brook into Nahmakanta Stream, Pemadumcook Lake, \yest Branch 
Penobscot River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S.; outlet by Bear 
Brook into Nahmakanta Stream, West Branch Penobscot River; 
area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S. ; inlet, short stream 
from north; outlet by Pollywog Stream^ Pollywog Lake, Nahma- 
kanta Stream, Pemadumcook Lake, West Branch Penobscot River; 
area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S. ; inlet, short stream 
from northeast; outlet by short stream into Black Brook, Ragged 
Stream, Caribou Lake, and West Branch Penobscot River; area 
water surface 0.08 square mile, (S. A. map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S.; outlet by short 
stream into Black Brook, Ragged Stream, Caribou Lake, and West 
Branch Penobscot River; area water surface 0.06 square mile, (S. A. 
map). 

POND, Piscataquis County, T 2, R 12, W. E. L. S. ; inlet, short stream 
from southwest; outlet by short stream into Caribou Lake, West 
Branch Penobscot River; area water surface 0.03 square mile, 
(S. A. map). 

POND, Piscataquis County, T 4, R 12, W. E. L. S.; inlets, two short 
streams from east amd one from west; outlet, by short stream into 
Ripogenous Stream, West Branch Penobscot River; area water 
surface 0.12 .square mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 4, R 12, W. E. L. S.; outlet by short 
stream through Mud Pond into Chesuncook Lake, West Branch 
Penobscot River; area water surface 0.07 square mile, (G. N. P. Co. 
map). 

POND, Piscataquis County, T 6, R 12, W. E. L. S., in southeastern 
part; outlet by Telos Brook into Telos Lake, Webster Brook, East 
Branch Penobscot River; area water surface 0.12 square mile, (S. A. 
map). 

POND, Piscataquis County, T A, 2, R 13 and 14, W. E. L. S.; outlet 
by short stream into Wilson Stream, Sebec Lake, Sebec River, 
Piscataquis River, Penobscot River; area water surface 0.08 square 
mile, (S. A. map). 

POND, Piscataquis County, T 2, R 13, W. E. L. S. ; inlet, outlet of 
Blackberry Pond; outlet, by short stream into Ragged Stream, 
Caribou Lake, and West Branch Penobscot River; area water sur- 
face 0.03 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 13, W. E. L. S. ; inlet, short stream 
from west; outlet by short stream into Pine Stream, West Branch 
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Penobscot River; area water surface 0.02 square mile, (G. N. P. Co. 
map). 
POND, Piscataquis County, T 4, R 13, W. E. L. S. ; inlet, short stream 
from southwest; outlet, by short stream into Pine Stream, West 
Branch Penobscot River; area water surface 0.02 square mile, (S. A. 
map). 

POND, Piscataquis County, T 4, R 13, W. E. L. S.; outlet by short 
stream into Pine Stream, West Branch Penobscot River; area water 
surface 0.09 square mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 4, R 14, W. E. L. S.; outlet by short 
stream into Moosehorn Stream West Branch Penobscot River; 
area water surface 0.02 square mile, (G. N. P. Co. map). 

POND, Piscataquis County, T 5, R 14, W. E. L. S. ; outlet by Ragmuff 
Stream into West Branch Penobscot River; area water surface 0.06 
square mile, (S. A. map). 

POND, Piscataquis County, T 5, R 14, W. E. L. S. ; outlet by Brandy 
Brook into Caucogomuc Lake, Caucogomuc Stream, Chesuhcook 
Lake, West Branch Penobscot River; area water surface 0.02 
square mile, (S. A- map). 

POND, Piscataquis County, T 5, R 14, W. E. L. S.; inlets, two short 
streams from west; outlet by Wyman Brook through Black Pond, 
Caucogomuc Stream, Chesuncook Lake, West Branch Penobscot 
River; area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 6, R 14, W. E. L. S.; inlet, short stream 
from northwest; outlet, by short stream into Caucogomuc Stream 
and Chesuncook Lake, West Branch Penobscot River; area water 
surface 0.06 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 14, W. E. L. S., east of Allagash 
Lake; outlet, by short stream into Allag^ash Stream, Chamberlain 
Lake, Telos Lake, Webster Lake, Webster Brook, East Branch 
Penobscot River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 14, W. E. L. S., southwestern part ; 
outlet by short stream- into Wadleigh Stream, Caucogomuc Lake, 
Caucogomuc Stream, Chesuncook Lake, West Branch Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 15, W. E. L. S., north of Russell 
Pond; outlet by short stream into Russell Stream, West Branch 
Penobscot River; area water surface 0.13 square mile, (S. A. map). 

POND, Piscataquis County, T 5, R 15, W. E. L. S., southwestern part; 
inlet, short stream from northeast; outlet by Russell Stream tg 
West Branch Penoibscot River; area water surface 0.14 square mile, 
(S. A. map). 

POND, Piscataquis County, T 5, R 15, W. E. L. S., south of Public 
Lot on Scott Brook; inlet, short stream from west; outlet by Scott 
Brook into Loon Stream, Caucogomuc Lake, Caucogomuc Stream 
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and West Branch Penobscot River; area water surface 0.03 square 
mile, ,(S. A. map). 

POND, Piscataquis County, T 5, R 15, W. E. L. S., south of Public 
lot, source of Scott Brook; outlet by Scott Brook through Loon 
Stream, Caucogomiuc Lake, Caucogomuc Stream, Chesuncook Lake 
and West Branch Penobscot River; area water surface 0.02 square 
mile, (S. A. map). 

POND, Piscataquis County, T 5, R 15, W. E. L. S., western part; 
outlet, by Withey Brook into Loon Stream, Caucogomuc Lake, 
Caucogomuc Stream, Chesuncook Lake, West Branch Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 15, W. E. L. S., eastern part; 
outlet by short stream into Allagash Stream, Chamberlain Lake, 
Telos Lake, Webster Lake, Webster Brook and East Branch Pen- 
obscot River; area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 9, R 15, north of Mud Pond; inlet, out- 
let of Crescent Pond; outlet, by short stream into Mud Pond, Alla- 
gash Stream, Chamberlain Lake, Telos Lake,, Webster Lake, Web- 
ster Brook, East Branch Penobscot River; area water surface 0.11 
square mile, (S. A. map). 

POND, Somerset County, T 5, R 16, W. E. L. S.; outlet by short 
stream into Russell Stream and West Branch Penobscot River; 
area water surface 0.06 square mile, (G. N. P. Co. map). 

POND, Somerset County, T 5, R 6, W. E. L. S., inlet, short stream 
from north ; outlet, by short stream into Withy Brook, Loon Lake, 
Loon Stream, Caucogomuc Lake, Caucogomuc Stream and West 
Branch Penobscot River; area water surface 0.02 square mile, 
G. N. P. Co. map). 

POND, Somerset County, T 4, R 17, W. E. L. S. ; inlet, short stream 
from west; outlet, by short stream into Nulhedus Stream, West 
Branch Penobscot River; area water surface 0.02 square mile, (G. 
N. P. Co. map). 

POND, Somerset County, T 4, R 17, W. E. L. S.; outlet by short 
stream into Nulhedus Stream West Branch Penobgcot River; area 
water surface 0.04 square mile, (G. N. P. Co. map). 

POND, Somerset County, T 4, R 1.7, W. E. L. S., outlet by short 
stream into Gulliver Stream, West Branch Penobscot River; area 
water surface o.oi square mile, (G. N. P. Co. map). 

POND, Somerset County, T 4, R 17, W. E. L. S.; outlet by Little 
Lake Brook into West Branch Penobscot River; area water sur- 
face 0.03 square male, (G. N. P. Co. map). 

POND, Somerset County, T 4, R 18, W. E. L. S., inlet, short stream 
from north ; outlet by short stream into Foley pond. Big Lang Brook^ 
North Branch Penobscot River; area water surface 0.04 square 
mile, (G. N. P. Co. map). 

POND, Somerset County, T 5, R 20, W. E. L. S. ; inlet, Roberts Brook 
from north; outlet, by Roberts Brook into Dole Brook and North 
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Branch Penobscot River, Penobscot River; area water surface 0.02 
square mile, (G. N. P. Co. map). 

POND, Somerset County, T 5, R 20, W. E. L. S.; outlet b> Roberts 
Brook into Dole Brook and North Branch Penobscot River; area 
water surface 0.04 square mile, (G. N. P. Co. map). 

POND, Somerset County, T 5, R 20, W. E. L. S. ; inlet, short stream 
from north; outlet by Fish Pond Stream into Frost Pond, Dole 
Brook, and North Branch Penobscot River; area water surface ao2 
square mile, (G. N. P. Co. map). 

POND, Penobscot County, T 3, R i, N. B. P. P., in public lot; inlet, 
outlet of Little Madagascal Lake on east; outlet by short stream 
into Madagascal Lake, Madagascal Stream and Passadumkeag River, 
Penobscot River; area water surface 0.07 square mile, (S. A. map). 

POND, Washington County, T 8, R 3, N. B. P. P. ; outlet by Jenkins 
Brook into Baskahegan Lake, Baskahegan Stream and Mattawam- 
keag River, Penobscot River; area water surface 0.02 square mile, 
(S. A. map). 

POND, Washington County, T 8, R 3, N. B. P. P.; outlet by Alder 
Brook into Baskahegan Lake, Baskahegan Stream and Mattawam- 
keag River, Penobscot River; area water surface 0.04 square mile, 
(S. A. map). 

POND, Washington County, T 8, R 3, N. B. P. P.; outlet by Alder 
Brook into Baskahegan Lake, Baskahegan Stream and Mattawam- 
keag River, Penobscot River; area water surface 0.28 square mile, 
(S. A. map). 

POND, Washington County, T 3, N. D.; outlet by Nicatous Stream 
into Passadumkeag River, Penobscot River; area water surface 0.03 
square mile, (S. A. map). 

POND, Washington County, T 32, M. D.; outlet by Sunkhaze Stream 
into Penobscot River; area water surface 0.04 square mile, (S. A. 
map). 

POND, Piscataquis County, T 4, R 8, N. W. P.; inlet, short stream 
from north ; outlet by Scutara Brook into Piscataquis River, Pen- 
obscot River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 6, R 8, N. W. P. ; outlet, by Bear Brook 
into Sebec River, Piscataquis River, Penobscot River; area water 
surface 0.05 square mile, (S. A. map). 

POND, Piscataquis County, T 6, R 8, N. W. P.; inlet, short stream 
from north; outlet by West Branch Bear Brook into Sebec Lake, 
Sebec River, Piscataquis River, Penobscot River; area water sur- 
face 0.01 square mile, (S. A. map). 

POND, Penobscot County, T 3, R 9, N. W. P., west of Lower Matta- 
miscontis Lake; outlet by short stream into Seboois Stream and 
Piscataquis River, Penobscot River; area water surface 0.13 square 
mile, (S. A. map). 
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POND, Piscataquis County, T 4, R 9, N. W. P.; inlets, two short 
streams from north; outlet by short stream into Northwest Lake, 
Seboois Lake, Seboois Stream and Piscataquis River, Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 4, R 9, N. W. P. ; outlet by short stream 
into Seboois Lake, Seboois Stream and Piscataquis River, Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 6, R 9, N. W. P.; inlets, two short 
streams from south; outlet by short stream to Middle Branch Pleas- 
ant River, Piscataquis River, Penobscot River; area water surface 
0.12 square mile; (S. A. map). 

POND, Piscataquis County, T 6, R 9, N. W. P. ; outlet by short stream 
into West Branch Pleasant River and Piscataquis River, Penobscot 
River; area water surface 0.005 square mile, (S. A. map). 

POND, Piscataquis County, T 6, R 9, N. W. P. ; outlet by short stream 
into West Branch Pleasant River and Piscataquis River, Penobscot 
River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, N. W. P., northeast of Houston 
• Pond; inlet, short stream from west; outlet by Houston stream into 
Pleasant River and Piscataquis River, Penobscot River; area water 
surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, N. W. P., east of second Hous- 
ton Pond; outlet Houston Stream into Pleasant River and Pis- 
cataquis River, Penobscot River; area water surface o.oi square 
mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, N. W. P., north of Second Hous- 
ton Pond; outlet by Houston Stream into Pleasant River and Pis- 
cataquis River, Penobscot River; area water surface 0.02 square 
mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, N. W. P., west of Second Hous- 
ton Pond; outlet by Houston Stream into Pleasant River and Pis- 
cataquis River, Penobscot River; area water surface 0.08 square 
mile, (S. A. map). 

POND, Piscataquis County, T 7, R 9, N. W. P., western part of town ; 
inlet, short stream from south; outlet by Houston Stream into 
Pleasant River, Piscataquis River, Penobscot River; area water 
surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 9, N. W. P., and in Shirley ; outlet 
by Wilson Stream into Sebec Lake, Sebec River, Piscataquis River, 
Penobscot River; area water surface 0.02 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 9, N. W. P.; outlet by Wilson 
Stream, into Sebec Lake, Sebec River, and Piscataquis River, Penob- 
scot River; area water surface 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 9, N. W. P.; outlet by Wilson 
Stream, Sebec Lake, Sebec River, and Piscataquis River, Penobscot 
River; area water surface 0.04 square mile, (S. A. map). 
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POND, Piscataquis County, T 8, R 9, N. W. P.; outlet by Wilson 
Stream, Sebec Lake, Sebec River, and Piscataquis River, Penobscot 
scot River; area water surface o.02 square mile, (S. A. map) 

POND, Piscataquis County, T 8, R 9, N. W. P., in western part, lot 
2 and 4; outlet by Wilson Stream, Sebec Lake, Sebec River and 
Piscataquis River, Penobscot River; area water surface o.oi square 
mile, (S. A. map). 

POND, Piscataquis County, T 8, R 9, N. W. P.; outlet by Wilson 
Stream into Sebec Lake, Sebec River and Piscataquis River, Pen- 
obscot River; area water surface o.oi square mile, (S. A. map). 

POND, Piscataquis County, T 8, R lo, N. W. P., east of Rum Pond; 
inlet, short stream from north ; outlet by short stream into Onawa 
Stream, Sebec Lake, Sebec River, and Piscataquis River, Penob- 
scot River; area water surface, 0.04 square mile, (S. A. map). 

POND, Piscataquis County, T 8, R 10, N. W. P., east of Prong Pond; 
outlet by short stream into Upper Wilson Pond, Wilson Stream, 
Sebec Lake, Sebec River, and Piscataquis River, Penobscot River; 
area water surface 0.04 square mile, (S. A. map). 

POND, Somerset County, T 3, R 3, N. B. K. P., central part of town; 
outlet by Alder Brook into South Branch Penobscot River, Penob- 
scot River; area water surface 0.14 square mile, (S. A. map). 

POND, Somerset County, T 3, R 3, N. B. K. P., southern part; outlet 
by Alder Brook into South Branch Penobscot River, Penobscot 
River; area water surface 0.05 square mile, (S. A. map). 

POND, Somerset County, T 3, R 3, N. B. K. P., northern part; inlets^ 
two short streams from north; outlet, by Hale Brook to South 
Branch Penobscot River, Penobscot River; area water surface 0.03 
square mile, (S. A. map). 

POND, Somerset County, T 3, R 3, N. B. K. P., central part; outlet 
by Hale Brook into South Branch Penobscot River, Penobscot 
River; area water surface 0.02 square mile, (S. A. map). 

POND, Somerset County, T 3, R 3. N. B. K. P., central part ; inlet, 
short stream from southeast ; outlet by Hale Brook to South Branch 
Penobscot River, Penobscot River; area water surface 0.05 square 
mile, (S. A. map). 

POND, Somerset County, T 2, R 4, N. B. K. P., in public lot; inlet, 
one short stream from north ; outlet, by short stream to West Branch 
Penobscot River; area water surface o.io square mile, (G. N. P. Co. 
map). 

POND, Somerset County, T 3, R 4, N. B. K. P. ; east of Chain Pond ; 
inlet, one short stream from north; outlet by short stream into 
Penobscot Brook, Penobscot River; area water surface 0.03 square 
mile, (S. A. map). 

POND, Somerset County, T 4, R 4, N. B. K. P., north part of town; 
inlet, short stream from north; outlet by short stream into Penob- 
scot Lake, Penobscot Brook, South Branch Penobscot River, Penob- 
scot River; area water surface 0.02 square mile, (G. N. P. Co. map). 



158 STATE WATER STORAGE COMMISSION. 

POND, Somerset County, T 4, R 4, N. B. K. P., first lake north of 
Duncan Lake; inlets, three short streams from north and one from 
west; outlet by short stream through Duncan Lake into South 
Branch Penobscot River, Penobscot River; area water surface 0.08 
square mile, (G. N. P. Co. map). 

POND, Somerset County, T 4, R 4, N. B. K. P., second pond north of 
Duncan Lake ; inlet, short stream from north ; outlet by short stream 
through Duncan Lake into South Branch Penobscot River, Penob- 
scot River; area water surface 0.04 square mile, (G. N. P. Co. map). 

POND, Somerset County, T 4, R 4, N. B. K. P., northeast of Duncan 
Lake; inlet, one short stream from north; outlet by short stream 
through Duncan Lake into South Branch Penobscot River, Penob- 
scot River; area water surface 0.03 square mile, (G. N. P. Co. 
map). 

POND, Somerset County, T 4, R 4, N. B. K. P., in western part; 
inlet, short stream from north; outlet, by short stream into South 
Branch Penobscot River, Penobscot River; area water surface O.IS 
square mile, (G. N. P. Co. map). 

POND, Somerset County, T 3, R 5, N. B. K. P., south part; outlet, by 
short stream into Dole Brook, North Branch Penobscot River, 
Penobscot River; area water surface 0.43 square mile, (G. N. P. Co. 
map). 

POND, Washington County, T 3, N. D.; outlet. Pistol Stream, Nica- 
tous Stream, Passadumkeag River, Penobscot River; area water sui- 
face, 0.02 square mile, (S. A. map). 

PORTER POND, T 3, N. D., Penobscot County; outlet, Nicatous 
Lake, Nicatous Stream, Passadumkeag River, Penobscot River; 
area water surface, 0.20 square mile, (S. A. map). 

POVBRTY POND, Willimantic, Piscataquis • County ; outlet, Davis 
Stream, Wilson Stream, Sebec River, Piscataquis River, Penobscot 
River; area water surface, 0.05 square mile, (C. atlas). 

PRATT BROOK, Piscataquis County; source, Henderson Pond, T 7, 
R II, W. E. L. S. ; direction, east; mouth, Lower Jo-Mary Lake, 
T I, R 10, W. E. L. S. ; tributaries, Henderson Pond, Cooper Brook 
and small streams; tributary to Lower Jo-Mary Lake, Pemadum- 
cook Lake, West Branch Penobscot River; approximate length 7 
miles. 

PRESCOTT BROOK, Penobscot County; source, Prentiss, south 
part; direction, northwest; mouth. Cleaves Brook, Prentiss; tribu- 
tary to Cleaves Brook, Mattagodas Stream, Mattawamkeag River, 
Penobscot River. 

PUDDING POND, T 7, R 8, N. W. P., Piscataquis County; outlet, 
short stream to Bear Brook, Sebec Lake, Sefbec River, Piscataquis 
River, Penobscot River; area water surface, 0.05 square mile, (S. A. 
map). 
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PUG BROOK, Penobscot County; source, Pug Pond, Alton; direction, 
south; mouth, Pushaw Stream, Old Town; tributary, Pug Pond; 
tributary to Pushaw Stream, Penobscot River. 

PUG POND, Alton, Penobscot County; outlet, Pug Brook, Pushaw 
Stream, Penobscot River; area water surface, o.io square mile, (C. 
atlas). 

PUSHAW LAKE, Hudson, Glenbum, Orono, Old Town, Penobscot 
County; inlets, Pushaw Stream and several short streams; outlet, 
Pushaw Stream, Stillwater River, Penobscot River; area water 
surface, 7.25 square miles, (U. S. G. S. Bangor); elev. 117 ft.; 
drainage area 100 square miles. 

PUSHAW LAKE, LITTLE, Corinth and Hudson, Penobscot County: 
inlet, Pushaw Stream ; outlet, Pushaw Stream, Stillwater River, 
Penobscot River; area water surface, 0.68 square mile, (C & C 
atlas). 

PUSHAW STREAM, Penobscot County; source, Charleston, north 
part; direction, south, southeast; mouth, Stillwater River, Old 
Town; tributaries, Pushaw Lake, Little Pushaw Lake, Mohawk 
Brook and several small streams; tributary to Stillwater River, 
Penoibscot River; Drainage area at outlet Pushaw Lake, 100 square 
miles; a J mouth, 226 square miles. 

QUAKER BROOK, Piscataquis County; source, T 4, R 13, W. E. L. 
S., central part; direction, south; mouth, Chesuncook Lake, T 4, 
R 13, W. E. L. S. ; tributaries, small streams on west; tributary to 
Chesuncook Lake, Wesit Branch Penobscot River ; approximate length 
3i miles. 

QUAKISH LAKE, T 3, Indian Purchase and Millinocket, Penobscot 
County; inlet, outlet of Elbow Lake; outlet. Shad, Pond, West 
Branch Penobscot River; area water surface, 1.70 square miles, 
(S. L. S.); present storage, 2 ft., 94,787,000 cu. ft; drainage area 
1870 sq. m. 

RAGGED LAKE, T 2 and 3, R 13, W. E. L. S., Piscataquis County; 
inlet, short stream; outlet, Ragged Stream, Caribou Lake, Chesun- 
cook Lake, West Branch Penobscot River; area water surface, 3.24 
Square mile, (S. A. map). 

RAGGED STREAM, Piscataquis County; source. Ragged Lake in 
T 2, R 13, W. E. L. S. ; direction, east, north ; mouth. Caribou Lake, 
T 2, R 12, W. E. L. S. ; tributaries. Ragged Lake, Bear Brook, 
Black Brook; tributary to Caribou Lake, Chesuncook Lake, West 
Branch Penobscot River; approximate length, 6 miles. 

RAGMUFF STREAM, Piscataquis County; source, T 4, R 15, east 
part; direction, east; mouth, West Branch Penobscot River, T 4, 
R 14, W. E. L. S. ; tri/butaries, several short streams; tributary ic 
West Branch Penobscot River; approximate length, 5 miles. 

RAINBOW LAKE, T 2, R 11, W. E. L. S., Piscataquis County; 
inlets, several unnamed streams; outlet, short stream to Nahma- 
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kanta Lake, Pemadumcook Lake, West Branch Penobscot River; 
area water surface, 2.30 square miles, (S. A. map) ; present storage,. 
6 ft., 584,722,000 cu. ft. 

RAT POND, -T 2, R 9, W. E. L. S., Piscataquis County ; outlet. 
Grant Brook, Millinocket Lake, Shad Jond, West Branch Penobscot 
River; area water surface, 0.09 square mlile, (S. A. map). 

RED BROOK, Piscataquis County; source, T 5, R 12, gouth part; 
direction, south, west; mouth, Chesuncook Lake, T 4, R 12, W. E. 
L. S. ; tributaries, several short streams; tributary to Chesuncook 
Lake, West Branch Penobscot River ; approximate length, 6 miles. 

REEDS BROOK, Penobscot County; source, Hampden, east part; 
direction, east; mouth, Penobscot River, Hampden; tributary, short 
stream; tributary to Penobscot River; elevation at source, 200 ft; 
total fall 180 ft. ; approximate length 2i miles. 

RIPOGENOUS LAKE, T 3, R n and 12, W. E. L. S., Piscataquis- 
County; inlets, Ripogenous Stream, outlet of Frost Pond and small 
streams; outlet. West Branch Penobscot River; area water surface^ 
1.27 square miles, (S. L. S.) ; present storage 10 ft., 301,100,000 cu. 
ft.; possible storage capacity, 56 ft., 9,301,100,000 cu. ft.; elev. 88^ 
ft. ; drainage area 1408 square miles. 

RIPOGENOUS STREAM, Piscataquis County; source, T 4, R 11, 
north part; direction, south, southeast; mouth, Ripogenous Lake, 
T 3, R 12, W. E. L. S. ; tributaries, several small streams and out- 
let of pond; tributary to Ripogenous Lake, west Branch Penobscot 
River; approximate length, 6 miles. 

RIVER POND, T 2, R 9, W. E. L. S., Piscataquis County; inlets, 
outlets of Compass and Katahdin ponds ; outlet. West Branch Penob- 
scot River; area water surface, 0.22 square mile, (S. A. map) 

ROARING BROOK POND, T 7, R 9, N. W. P., Piscataquis County; 
outlet, Roanng Brook, Pleasant River, Piscataquis River, Penobscot 
River; area water surface, 0.19 square mile, (S. A. map). 

ROBERT BROOK, Somerset County ; source, T 5, R 20, W. E. L. S., 
•south part; direction, southeast; mouth. Dole Pond, T 3, R 5, N. 
B. K. P.; tributary, small stream on south; tributary to Dole 
Brook, North Branch Penobscot River, West Branch Penobscot 
River. 

ROBERTS POND, T 5, R 20, W. E. L. S., Somerset County; inlet, 

short stream; outlet, Roberts Brook, Dole Brook, North Branch 

Penobscot River, West Branch Penobscot River; area water surface, 

0.07 square mile, (G. N. P. Co. map), 
ROBERTS ROCK BROOK, Piscataquis County; source, Lagrange, 

north part; direction, north; mouth, Piscataquis River, Medford; 

tributaries, small streams; tributary to Piscataquis River, Penobscot 

River. 
ROCKABEMA LAKE, Moro, Aroostook County; inlets, outlets of 

Pleasant and picked Mountain ponds; outlet. West Branch Matta- 



PENOBSCOT RIVER BASIN. l6l 

wamkeag River, Penobscot River; area water surface, 0.64 square 
mile, (R. & C. atlas). 

ROCKY BROOK, Penobscot County; source, Lincoln, southwest part; 
direction, north; mouth, M-attanawcook Pond, Lincoln; tributary to 
Mattanawcook Pond, Mattanawcook Stream, Penobscot River. 

ROCKY POND, T 2, R II, W. E. L. S., Piscataquis County; inlet, 
short stream ; outlet, short stream to West Branch Penobscot River ; 
area water surface, o.io square mile, (S. A. map). 

ROCKY POND, T 3, R 10, W. E. L. S., Piscataquis County; outlet, 
short stream to Sourdnahunk Stream, West Branch Penobscot 
River; area water surface, 0.03 square mile, (G. N. P. Co. map). 

ROCKY POND, T A, R II, W. E. L. S., Piscataquis County; inlets, 
several short streams; outlet, Crawford Pond, Cooper and Pratt 
brooks, Jo-Mary lakes, Pemadumcook Lake, West Branch Penob- 
scot River; area water surface, 0.28 square mile, (S. A. map). 

ROSS POND, T 7, R 15, W. E. L. S., Piscataquis County; outlet, 
short stream to Caucomgomuc Lake, Chesuncook Lake, West 
Branch Penobscot River; area water surface, 0.52 square mile, (S. A. 
map). 

ROUND POND, T 3, R 13 and 14, W. E. L. S., Piscataquis County; 
outlet, short stream to West Branch Penobscot River ; area water 
surface, 0.18 square mile, (G. N. P. Co. map). 

ROUND POND, T 6, R II, W. E. L. S., Piscataquis County; inlet, 
outlet of Chamberlain Lake; outlet, Telos Lake, Grand Lake, East 
Branch Penobscot River; present storage, 10 ft., 1,000,700,000 cu, ft 

ROUND POND, T 7, R 14, W. E. L. S., Piscataquis County; inlets, 
outlets of Poland and Daggett ponds; outlet, Ciss Stream, Caucom- 
gomuc Lake, Chesuncook Lake, West Branch Penobscot River; 
area water surface, 0.71 square mile, (S. A. map). 

ROUND POND, Monroe, Waldo County ; outlet, Marsh Stream, Marsh 
River, Penobscot River; area water surface, 0.07 square mile, (Chase 
map). 

ROUND POND, LITTLE, Lincoln, Penobscot County; outlet, short 
stream to Cold Stream Pond, Cold Stream, Passadumkeag River, 
Penobscot River; area water surface, 0.14 square mile, (C & C atlas). 

RUM POND, T 8, R 10, N. W. P. and Greenville, Piscataquis County ; 
inlet, short stream; outlet, Wilson Pond, Wilson Stream, Sebec 
Lake, Sebec River, Piscataquis River, Penobscot River; area water 
surface, 0.20 square mile, (S. A. map and C. atlas). 

RUSSELL BRANCH, Penobscot County; source, Greenbush, south 
part, direction, south; mouth, Sunkhaze Stream, Milford; tributary 
to Sunkhaze Stream, Penobscot River. 

RUSSELL BROOK, Piscataquis and Somerset counties; source, T 5, 
R 16, north part; direction, south, southeast, south; mouth, west 
Branch Penobscot River, T 3, R 15, W. E. L. S.; tributaries, Rus- 
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sell Brook Pond and small streams from north; tributary to West 
Branch Penobscot River; approximate length 4I miles; drainage 
area at mouth, 71 sq. m. 

RUSSELL POND, T 4, R 15, W. E. L. S., Piscataquis County ; inlets, 
Russell Brook and short streams; outlet, Russell Stream, West 
Branch Penobscot River; area water surface, 0.89 square mile, (S. 
A. map) ; present storage, 6 ft., 148,871,000 cu. ft. 

RUSSELL POND, T 5, R 16, W. E. L. S., Somerset County; inlets, 
several short stream-s; outlet, Russell Stream, West Branch Pen- 
obscot River; area water surface, 0.26 square mile, (G. N. P. Co. 
map). 

RUSSELL STREAM, Piscataquis and Somerset counties; source, T 5» 
R 16, Russell Pond ; direction, southeast, south ; mouth, West Branch 
Penobscot River, T 3, R 15, W. E. L. S. ; tributaries, Russell ponds 
and small streams; tributary to West Branch Penolbscot River; 
approximate length 18 miles. 

SALMON BROOK, Piscataquis County; source, Pond in Guilford; 
direction, south; mouth, Piscataquis River, Guilford; tributary, 
small pond and stream; tributary to Piscataquis River, Penobscot 
River; approximate length, 4 miles. 

SALMON BROOK, Piscataquis County; source, pond in Barnard* 
direction, south; mouth, Sebec River, Sebec; tributary, pond at 
source; tributary to Sebec River, Piscataquis River, Penobscot 
River; approximate length, 2I miles. 

SALMON STREAM, Penobscot County; source, Lee, northwest part; 
direction, north; mouth, Penobscot River, Winn; tributary to Pen- 
obscot River. 

SALMON STREAM, Penobscot County; source, Salmon Stream ponds, 
T I, R 6; direction, south; mouth, Penobscot River, Track Z; 
tributaries, outlets of Salmon Stream ponds. Burnt and Davison 
ponds, and small streams; tributary to Penobscot River; approxi- 
mate length II miles; drainage area at mouth 58 sq. m. 

SALMON STREAM POND, Guilford, Piscataquis County; outlet. 
Salmon Stream, Piscataquis River, Penobscot River; area water 
surface, 0.18 square mile, (C. atlas). 

SALMON STREAM LAKE, UPPER, T i, R 6, W. E L. S., Penob- 
scot County; inlets, several small streams; outlet, through Salmon 
Stream ponds, Salmon Stream to Penobscot River; area water sur- 
face, 0.12 square mile, (S. A. map). 

SALMON STREAM LAKE, MIDDLE, T i, R 6, W. E. L. S., Pen- 
obscot County; inlet, outlet of Upper Sahnon Stream Lake and small 
streams; tributary to Salmon Stream Pond, Salmon Stream, Pen- 
obscot River; area water surface, 0.86 square mile, (S. A. map). 

SALMON STREAM LAKE, LOWER, T i, R 6, Penobscot County; 
inlets, outlet of Middle Salmon Stream Pond and small streams; 
outlet, Salmon Stream, Penobscot River; area water surface, 0.17 
square mile, (S. A. map). 
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SAM AYERS STREAM, Penobscot County ; source, T 2, R 9, N. W. 
P., north part ; direction, south ; mouth, Mattamiscontis Stream, T 2, 
R 8, N. W. P.; tributaries, several small streams; tributary to 
Mattamiscontis Stream, Penobscot River; approximate length, 12 
miles. 

SAND BANK BROOK, Penobscot County; source, T 3, R 7, south- 
west part; direction, east; mouth. East Branch Penobscot River, 
T 2, R 7, W. E. L. S. ; tributary to East Branch Penobscot River. 

SANDY STREAM, Piscataquis County; source, T 4, R 11, central 
part; direction, southwest, south; mouth, Harrington Lake, T 4, R 
II, W. E. L. S. ; tributary to Harrington Lake, Ripogenous Stream, 
Ripogenous Lake, West Branch Penobscot River ; approximate 
length, 35 miles. 

SANDY STREAM, Piscataquis County ; source, T 3, R 9, W. E. L. b., 
central part; direction, south; mouth, Millinocket Lake, T 2, R 8; 
tributaries, Togue Stream, small streams; tributary to Millinocket 
Lake, Millinocket Stream, Shad Pond, West Branch Penobscot 
River ; approximate length, 9i miles. 

SAPONIC POND, Burlington and Grand Falls, Penobscot County: 
inlets. Trout Pond and Passadumkeag River; outlet, Passadumkeag 
River, Penobscot River; area water surface, 1.05 square miles, (C. 
& C. atlas) ; drainage area 263 sq. m. 

SAULTER POND, Dedham, Hancock County; outlet, Hanson Pond, 
Phillips Lake, Long Pond, Moosehorn Creek, Dead River, Orland 
River, Penobscot River; area water surface, 0.02 square mile, (U. 
S. G. S. Orland) ; elev. 253 ft. 

SAWTELLE BROOK, Penobscot County ; source, T 7, R 8, W. E. L. 
S., central part; direction, southeast; mouth, Seboeis River, T 6, 
R 7; tributaries. Hay Brook, outlets of several ponds and small 
streams; tributary to Seboeis River, East Branch Penobscot River; 
approximate length, 12 miles. 

SCAGGROCK BROOK, Aroostook County; source. Amity, west part; 
direction, south, west; mouth, Mattawamkeag River, Haynesville; 
tributaries, Dead Brook, Jimmy Brook and small streams; tributary 
to Mattawamkeag River, Penobscot ; approximate length, 9 miles. 

SCHOODIC LAKE, T 4, R 8, N. W. P., Piscataquis County; outlet, 
Schoodic Stream, Piscataquis River, Pendbscot River; area water 
surface, 10.92 square miles, (S. L. S.) ; present storage, 4 ft., 1,202,- 
300,000 cu. ft; possible storage capacity, 7 ft., 1,969,000,000 cu. ft.: 
elev. 432 ft.; drainage area 43 sq. m. 

SCHOODIC STREAM, Penobscot County; source, T i, R 7, north- 
west part; direction, south, east; mouth, pond in T i, R 7; tribu- 
taries, small pond and small streams; tributary to West Branch 
Penobscot River; approximate length, 4) miles. 

SCHOODIC STREAM, Piscataquis County; source, Schoodic Lake, 
Medford; direction, southeast; mouth, Piscataquis River, Medford; 
tributaries, Schoodic Lake and short stream; tributary to Piscata- 
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quis River, Penobscot River; approximate length, si miles: Drain- 
age area at outlet Schoodic Lake, 43 sq. m. ; at mouth, 61 sq. m. 

SCHOOL HOUSE BROOK, Hancock County; source, Dedham, north- 
west part; direction, south; mouth, Phillips Lake, Dedham; tributary 
to Phillips Lake, Long Pond, Dead River, Orland River, Penobscot 
River. 

SCOTT BROOK, Piscataquis County; source, T 5, R 15, W. E. L. S.; 
direction, north; mouth. Loon Stream, T 6, R 14; tributaries, small 
streams at source; tributary to Loon Stream, Caucomgomuc Lake, 
Coucomgomuc Stream, Chesuncook Lake, West Branch Penobscot 
River; approximate length, 6 miles. 

SCOTT BROOK, LITTLE, Piscataquis County; source, T 5, R 14, 
W. E. L. S. ; direction, north; mouth, Caucomgomuc Stream, T 6, 
R 14, W. E. L. S. ; tributaries, small streams on west; tributary to 
Caucomgomuc Stream, Chesuncook Lake, West Branch Penobscot 
River. 

SCRAGGLY LAKE, T 7, R 8, W. E. L. S., Penobscot County ; outlet, 
Sawtelle Brook, Setooeis River, East Branch Penobscot River; area 
water surface, 1.96 square miles, (S. A. map). 

SEBEC LAKE, Willimantic, Bowerbank, Foxcroft, Piscataquis County: 
inlets, Wilson and Long Pond streams, several short streams; out- 
let, Sebec River, Piscataquis River, Penobscot River; area water 
surface, 10.93 square miles, (S. L. S.) ; present storage 12 ft., 
3*366,540,000 cu. ft.; possible storage capacity, 16 ft., 4,752,654,000 
cu. ft; elev. 327 ft.; drainage area 371 sq. m. 

SEBEC RIVER, Piscataquis County; source, Sebec Lake, Sebec; direc- 
tion, east, southeast; mouth, Piscataquis River, Milo; tributaries, 
Sebec Lake, Salmon Stream, several small streams; tributary to 
Piscataquis River, Penobscot River; approximate length, 10 miles; 
Drainage area at outlet Long Pond, 34 sq. m. ; at outlet Sebec Lake, 
371 sq. m. ; at mouth, 407 sq. m. 

SEBOEIS LAKE, T 8, R 7, W. E. L. S., Penobscot County; inlets, 
Wedleigh and Boody brooks and outlet of Jones Pond, several small 
streams ; outlet. Grand Lake, Seboeis River, East Branch Penobscot 
River; area water surface, 2.30 square miles> (S. A. map); present 
storage 6 ft., 384,722,000 cu. ft. ; drainage area 63 sq. m. 

SEBOEIS LAKE, T 4, R 9, N. W. P., Piscataquis County; inlets, 
outlet of Tuttle Pond, several short streams; outlet, Seboeis Stream, 
Endless Lake, Piscataquis River, Penobscot River; area water sur- 
face, 6.40 square miles, (S. L. S.) ; present storage, 8 ft., 1,345,300,- 
000 cu. ft. ; possible storage capacity, 13 ft., 2,268,100,000 cu. ft. ; elev. 
440 ft. ; drainage area 49 sq. m. 

SEBOEIS RIVER, Penobscot County; source, Seboeis Lake, T 8, R 7, 
W. E. L. S. ; direction, south; mouth. East Branch Penobscot River, 
T 3, R 7; tributaries, Whitehorse Lake, Snowshoe Lake, Grand 
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Lake, Nutupsemic Brook and outlets of many ponds; tributary to 
East Branch Penobscot River; approximate length, 28 miles; drain- 
age area at mouth, 251 sq. m. 

SEBOEIS RIVEiR, LITTLE, Penobscot County; source, T 4, R 7. 
east part; direction, south; mouth. East Branch Penobscot River, 
T 3, R 7, W. E. L. S. ; tributaries, several small streams; tributary 
to East Branch Penobscot River; approximate length, 7 miles. 

SEBOEIS STREAM, Penobscot and Piscataquis counties; source, Se- 
boeis Lake, T 4, R 9, N. W. P.; direction, south; mouth, Piscata- 
quis River, Rowland; tributaries, Seboeis Lake, East Branch Se- 
boeis Stream; tributary to Piscataquis River, Penobscot River; ap- 
proximate length, 18 miles: Drainage area at outlet Seboeis Lake, 
63 sq. m. ; at outlet Endless Lake, 78 sq. m. ; above East Branch, 
loi sq. m. ; below East Branch, 144 sq. m. ; at mouth, 164 sq. m. 

SEBOEIS STREAM, EAST BRANCH, Penobscot County; source. 
Cedar Pond, Long A. Township; direction, south; mouth, Seboeis 
Stream, T 3, R 8, N. W. P.; tributaries, Cedar Pond, East Branch 
Lake and small stream; tributary to Seboeis Stream, Piscataqi.is 
River, Penobscot River; approximate length, 8 miles; drainage area 
at mouth, 43 sq. m. 

SEBOOMOOK LAKE, T i, R 4, N. B. K. P. and Seboomook, Somer- 
set County; inlets, Logan Brook, Nulhedus Brook, Niger Stream, 
Elm Stream, West Branch Penobscot River ; outlet. West Branch 
Penobscot River; area water surface, 8.52 square miles, (G. N. P. 
Co. map) ; present storage, 9 ft., 2,137,716,000 cu. ft. ; drainage area 
550 sq. m. 

SECOND GRAND LAKE, see Grand Lake, 

SECOND. POND, Dedham, Hancock County ; inlet, Mud Pond ; outlet, 
Phillips Lake, Long Pond, Moosehom Creek, Dead River, Orhi^d 
River, Penobscot River; area water surface, 0.08 square mile, (U. S. 
G. S. Orland) ; elev. 375 ft. 

SECOND POND, T 7, R 14, W. E. L. S., Piscataquis County; outlet, 
Round Pond, Telos Lake, Webster Brook, Grand Lake, East Branch 
Penobscot River; area water surface, 0.32 square mile, (S. A. map). 

SEDGEUNKEUNK STREAM, Penobscot County; source, Orrington, 
central part; direction, north; mouth, Penobscot River, South Brew- 
er; tributaries, Fields Pond and small streams; tributary to Penob- 
scot River; approximate length, 5 miles; elevation at source, 105 ft; 
total fall, 100 ft. 

SHAD POND, T 3, Indian Purchase, and Millinocket, Penobscot 
County; inlets, outlet of Quakish .Lake and Millinocket Stream, 
outlet Nollesemic Lake; outlet, West Branch Penobscot River; area 
water surface, 0.36 square mile, (S. L. S.). 

SHALLOW LAKE, T 7, R 13 and T 6 and 7, R 14, W. E. L. S., Pis- 
cataquis County; inlet, outlet of Shirley Pond; outlet, Daggett 
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Pond, Caucomgomuc Lake, Chesuncook Lake, West Branch Penob- 
scot River; area water surface, 1.72 square miles, (S. A. map) ; 
present storage, 6 ft., 287,705,000 cu. ft. 

SHIN BROOK, Penobscot county; source, Shin Pond, T 5, R 7, W. 
E. L. S. ; direction, northwest; mouth, Seboeis Stream, T 6, R 7, 
W. E. L. S. ; tributaries.. Shin Pond and small streams ; tributary 
to Seboeis Stream, Penobscot River. 

SHIN POND, T 6, R 6, T 5, R 7, W. E. L. S. and Mount Chase, 
Penobscot Couuty; inlets, several short streams; outlet, Seboeis 
River, East Branch Penobscot River; area water surface, 1.56 
square mile, (C & C atlas and S. A. map). 

SHIP POND, Elliottsville and Willimantic, Piscataquis County; inlets, 
Long Pond Stream, outlet of Greenwood Pond, several short 
streams; outlet, Sebec Lake, Sebec River, Piscataquis River, Pen- 
obscot River; area water surface, 2.22 square miles, (C. atlas); 
present storage, 5 ft., 309,450,000 cu. ft. ; drainage area 80 sq. m. 

SHIP POND, T 8, R 9, N. W. P., see Greenwood Pond, Upper. 

SHIRLEY BOG, Shirley, Piscataquis County; inlet, short stream; 
outlet. Bog Stream, Bald Mountain Stream, North Branch Piscata- 
quis River, Penobscot River; area water surface, 2.0 square miles, 
(S. L. S.) ; present storage, 7 ft., 390,298,000 cu. ft.; possible stor- 
ace capacity, 12 ft., 669,082,000 cu. ft. 

SHIRLEY POND, T 7, R i4, W. E. L. S., Piscataquis County ; outlet. 
Shallow Lake, Caucomgomuc Lake, Chesuncook Lake, West Branch 
Penobscot River; area water surface, 0.52 square mile, (S. A. map). 

SILVER LAKE, Bucksport, Hancock County; inlets, short stream 
and Mill Stream; outlet. Mill Stream, Penobscot River; area water 
surface, 0.08 square mile, (U. S. G. S. Bucksport) ; elev. 114 ft. 

SILVER LAKE, T 6, R 9, N. W. P., Piscataquis County; inlets. White 
Brook and West Branch Pleasant River; outlet. Pleasant River, 
Piscataquis River, Penobscot River; area water surface, 0.70 square 
mile, (S. L. S.) ; present storage, 5 ft., 74,436,000 cu. ft.; possible 
storage capacity, 24 ft., 767,716,000 cu. ft.; elev, 593 ft.; drainage 
area 104 sq. m. 

SKITACOOK LAKE, T 4, R 3, W. E. L. S., and Oakfield, Aroostook 
County; inlets, outlet of Mud Pond and short streams; outlet. East 
Branch Mattawamkeag River, Penobscot River; area water surface, 
1.04 square miles, (S. A. map and R. & C. atlas). 

SKITACOOK STREAM, Aroostook County; source, Skitacook Lake, 
T 4, R 3, W. E. L. S. ; direction, south ; mouth. East Branch Matta- 
wamkeag River, T 4, R 3, W. E. L. S. ; tributaries, Skitacook Lake, 
small streams; tributary to East Branch Mattawamkeag River, Pen- 
obscot River. 

SLAUGHTER POND, T 3, R n, W. E. L. S., Piscataquis County; 
outlet, short stream to Sourdnahunk Stream, West Branch Penob- 
scot River; area water surface, o.io square mile, (S. A. map). 
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SLY BROOK, Aroostook County; source, Caribou Lake, Island Falls; 
direction, northwest; mouth, West Branch Mattawamkeag River^ 
Island Falls; tributaries, Little Sly Brook and Caribou Lake; tribu- 
tary to West Branch Mattawamkeag River, Penobscot River. 

SLY BROOK, LITTLE, Aroostook County; source, T 3, R 4, W. E* 
L. S., southeast part ; direction, north ; mouth. Sly Brook, T 3, R 4 : 
tributary to Sly Brook, Wiest Branch Mattawamkeag River, Pen- 
obscot River. 

SLY BROOK, Piscataquis County; source, pond in T 7, T 11, W. E. 
L. S. ; direction, east ; mouth, Third Lake, T 7, R 10 ; tributary,, 
pond at source; tributary to Third Lake, Grand Lakes, East Branch 
Penobscot River; approximate length 2i miles. 

SMITH BROOK, Aroostook County; source, Reed, north part; direc- 
tion, south; mouth, Mattawamkeag River, Bancroft; tributaries^ 
few small streams; tributary to Mattawamkeag River, Penobscot 
River; approximate length, 9 miles. 

SMITH BROOK, Penobscot County; source, T 3, Indian Purchase^ 
north part; direction, north, east; mouth, Millinocket Stream, T i, 
R 8, W. E. L. S. ; tributaries, small streams at source ; tributary to 
Millinocket Stream, Shad Pond, West Branch Penobscot River; 
approximate length, 3J miles. 

SMITH BROOK, Somerset and Piscataquis counties; source, T 5, R 
16, W. E. L. S. ; direction, east, north; mouth, Whitney Brook, T 
6, R 15; tributaries, several short streams; tributary to Whitney 
Brook, Loon Lake, Caucomgomuc Lake, Chesuncook Lake, West 
Branch Penobscot River; approximate length, 6 miles. 

SMITH BROOK POND, BIG, Millinocket, Penobscot County; inlet, 
short stream ; outlet. Smith Brook, Millinocket Stream, West 
Branch Penobscot River; area water surface, 0.24 square mile, (G. 
N. P. Co. map). 

SNAKE POND, T 7, R 11, Piscataquis County; outlet. Third Lake, 
Grand Lake, East Branch Penobscot River; area water surface, 0.38 
square mile, (S. A. map) ; present storage, 7 ft., 74,156,000 cu. ft. 

SNOWSHOE LAKE, T 7, R 7, W. E. L. S., Penobscot County; inlet. 
Grand Lake; outlet, Whitehorse Lake, Seboeis River, East Branch 
Penobscot River; area water surface, 1.14 square miles, (G. N. P- 
Co. map). 

SNOWSHOE POND, Clifton, Penobscot County; outlet, short stream 
to Chemo Lake, Chemo Stream, Penobscot River; area water sur- 
face, o.oi square mile, (U. S. G. S. Orono). 

SOLDIER BROOK, Penobscot County; source, T 3, R 8, east part; 
direction, southeast ; mouth. East Branch Penobscot River, T 2, R 7 ; 
tributaries. Burnt Land Pond and small streams; tributary to East 
Branch Penobscot River; approximate length, 8i miles. 

SOPER BROOK, Piscataquis County; source, T 4, R 11, north part; 
direction, south; mouth, Harrington Pond, T 4, R 11, W. E. L. S. ; 
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tributaries, many smalt streams; tributary to Harrington Pond, Ri- 
pogenous Stream, Pipogenous Lake, West Branch Penobscot River. 

SOURDABSCOOK STREAM, Penobscot County; source, Etna Pond, 
Carmel; direction, east; mouth, Penobscot River, Hampden; tribu- 
taries. West Branch Sourdabscook Stream, Wheeler Stream, Kings- 
ley Stream; tributary to Penobscot River; approximate length, i8 
miles; drainage area above mouth Black Stream, loo sq. m. ; at 
mouth, (not including any of Black Stream) 203 sq. m. 

SOURDABSCOOK STREAM, WEST BRANCH, Penobscot County: 
source, Newburg, southwest part; direction, east, north; mouth, 
Sourdabscook Stream, Hampden; tributaries, several small streams; 
tributary to Sourdabscook Stream, Penobscot River; approximate 
length, 2i miles. 

SOURDNAHUNK LAKE, T 4, R 10 and T 5, R 10 and 11, W. E. L. 
S., Piscataquis County; inlets, several small streams; outlet, Sourd- 
nahunk Stream, West Branch Penobscot River; area water surface, 
3.84 square miles, (S. A. map). 

SOURDNAHUNK STREAM, Piscataquis County; source, Sourana- 
hunk Lake, T 4, R 10, W. E. L. S.; direction, south; mouth. West 
Branch Penobscot River, T 2, R 10; tributaries, Sourdnahunk Lake 
and small streams; tributary to West Branch Penobscot River; ap- 
proximate length, 14 miles; drainage area at mouth, 70 sq. m. 

SOUTH BRANCH LAKE, T 2 and 3, R 8, N. W. P., Penobscot Coun- 
ty; inlets, several short streams; outlet, Mattamiscontis Stream, 
Penobscot River; area water surface, 3.06 square miles, (S. A. 
map). 

SPAULDING LAKE, Oakfield, Aroostook County; inlet, short stream 
on north; outlet. Long Lake, East Branch Mattawamkeag River, 
Penobscot River; area water surface, 0.24 square mile, (G. N. P. Co. 
males. 

SPECTACLE POND, Blanchard, Piscataquis County; outlet. Thorn 
Brook, South Branch Piscataquis River, Penobscot River; area 
water surface, 0.22 square mile, (C. atlas) ; present storage, 5 ft., 
30,666,000 cu. ft. 

SPECTACLE POND, Monson, Piscataquis County; outlet, Mon«on 
Pond, Davis Stream, Wilson Stream, Sebec Lake, Sebec River, 
Piscataquis River, Penobscot River; area water surface, 0.24 square 
mile, (C. atlas). 

SPENCER BROOK, Hancock County; source, pond in T 3, N. D; 
direction, south ; mouth. Duck Brook, T 4, N. D. ; tributaries, pond 
at source and small stream; tributary to Duck Brook, Nicatous 
Stream, Passadtunkeag River, Penobscot River. 

SPENCER POND, T 3 and 4, N. D., Penobscot County; outlet. Duck 
Stream, Nicatous Lake, Nicatous Stream, Passadumkeag River, 
Penobscot River; area water surface, 0.08 square mile, (S A. map). 

SPENCER POND, T , R 18, W. E. L. S., Somerset County; inlets, 

• several . short streams; outlet, short stream to North Branch Pen- 
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obscot River, West Branch Penobscot River; area water surface, 
0.04 square mile, (G. N. P. Co. map). 

SPRING BROOK, Penobscot County; source, Milford, north part; 
direction, south; mouth, Sunkhaze Stream, Milford; tributary to 
Sunkhaze Stream, Penobscot River. 

SPRING BROOK, BIG, Piscataquis and Penobscot counties; source, 
T 5, R 9, southeast part ; direction, east ; mouth. East Branch Penob- 
scot River, T 4, R 8 ; tributaries, several small streams ; tributary to 
East Branch Penobscot Piver. 

SPRING BROOK, LITTLE, Penobscot County; source, pond, T 4, 
R 8, north part; direction, east; mouth. East Branch Penobscot 
River, T 4, R 8; tributaries, outlets of small ponds; tributary to 
East Branch Penobscot River. 

SPRING POND, T 3, N. D., Penobscot County; outlet, Passaduni- 
keag River, Penobscot River; area water surface, 0.64 square mile, 
(S. A. map). 

SPRUCE BROOK, Penobscot County; source, Carrol, central part; 
direction, north; mouth, Mattagodas Stream, Prentiss; tributary to 
Mattagodas Stream, Mattawamkeag Stream, Penobscot River. 

SPRUCE POND, T 2, R 4, N. B. K. P., Somerset County; inlet, 
short stream; outlet, short stream to South Branch Penobscot 
River, West Branch Penobscot River; area water surface, 0.03 
square mile, (G. N. P. Co. map). 

STANLEY BROOK, Penobscot County; source, Levant, east parr; 
direction, north; mouth, Evelith Brook, Levant; tributary to Eve- 
lith Brook, Kenduskeag Stream, Penobscot River. 

STILLWATER RIVER, Penobscot County; west channel of Penob- 
scot River in Old Town and Orono; tributary, Pushaw Stream; 
approximate length, 7 miles; total fall, 25 ft. 

STINK POND, T 7, R 11, W. E. L. S., Piscataquis County; outlet. 
Third Lake, Grand Lakes, East Branch Penc^scot River; area 
water surface, 0.05 square mile, (S. A. map). 

SUCKER POND, T 6, R 9, N. W. P., Piscataquis County; outlet. 
Sucker Brook, Pleasant River, Piscataquis River, Penobscot River; 
area water surface, 0.16 square mile, (S. A. map). 

SUNKHAZE STREAM, Penobscot and Hancock counties; source, 
T 32, M. D., south part; direction, northwest, southwest, west; 
mouth, Penobscot River, Milford; tributaries, Baker Brook, Birch 
Stream, Little Birch Stream, Indian Brook; tributary to Penob- 
scot River; approximate length 8 miles; drainage area at mouth 
7^ sq. m. 

SUTHERLAND BROOK, Aroostook County; source, Merrill, west 
part; direction, northwest; mouth, Lower Hastings Brook, Merrill; 
tributary to Lower Hastings Brook, West Branch Mattawamkeag 
River, Penobscot River. 

SWEET POND, Orrington, Penobscot County; inlets, several small 
streams; outlet. Mill Stream, Penobscot River; area water surface, 
0.20 square Mile, (U. S. G. S. Bucksport) ; elev. 188 ft. 
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SWIFT BROOK, Penobscot County; source, Patten, southwest part; 
direction, south; mouth. Mud Brook Stacyville; tributaries, several 
small streams; tributary to Mud Brook, East Branch Penobscot 
River; approximate length, 9 miles. 

TAYLOR BROOK, Penobscot and Hancock counties; source, T 4, 
N. D., northwest part; direction, west; mouth, Passadumkeag 
River, T 3, R i, N. B. P. P.; tributaries, small streams at source; 
tributary to Passadumkeag River, Penobscot River. 

TEA POND, T 2, R 9,-W. E. L. S., Piscataquis County; inlet, short 
stream from north; outlet, short stream to Sandy Stream, Milli- 
nocket Lake, Millinocket Stream, West Branch Penobscot River; 
area water surface, 0.05 square mile, (S. A. map). 

TELOS BROOK, Piscataquis County; source, T 6, R 12, southeast 
part ; direction, south, east ; mouth, Telos Lake, T 5, R 11; tributa- 
ries, small streams; tributary to Telos Lake, Webster Brook, East 
Branch Penobscot River. 

TELOS LAKE, and ROUND POND, T 5 and 6, R 11, W. E. L. S., 
Piscataquis County; inlets, Telos Brook, outlet Chamberlain Lake, 
short streams; outlet, Webster Brook, Grand Lakes, East Branch 
Penobscot River; area water surface, 3.90 square miles, (Int. Com. 
R. St. J.) ; possible storage capacity at 8.7 ft., 950,000,000 cu. ft. ; 
at 137 ft., 1,590,000,000 cu. ft. ; elev. low water, 936.3 ft. ; elev. high 
water, 945-0 ft.; drainage area at Telos Dam, 270 sq. m. 

TELOS CANAL; previous to 1845 a canal was cut from Telos Lake 
in the Allagash Basin to Webster Lake, and by means of a dam 
constructed between Chamberlain and Eagle lakes the water is 
rendered in part tributary to the Penobscot. Its general effect is to 
supply water to the Penobscot during the log-driving season, but 
after the gates at the dams are opened in the fall, more water 
flows toward the St. John, as the gate sills are about 2 ft. lower 
than those at Telos Lake 

TEN MILE BROOK, Penobscot County ; source, Pickerel Pond, Alton ; 
direction, north ; mouth. Birch Stream, Alton ; tributary. Pickerel 
Pond; tributary to Birch Stream, Penobscot River. 

TEN MILE LAKE, Leavitt, Aroostook County; inlet, short stream; 
outlet, Beaver Brook, East Branch Mattawamkeag River, Penobscot 
River; area water surface, 0.15 square mile, (S. A. map). 

THIRD LAKE, T 7, R 10, W. E. L. S., Piscataquis County; inlets, 
outlets of Stink, Fourth and Snake ponds and Sly Brook; outlet, 
Grand Lake, East Branch Penobscot River; area water surface, 0.77 
square mile, (S. A. map) ; present storage, 9.7 ft., 208,224,000 cu. ft. 

THISSELL BROOK, Piscataquis County; source, pond in T 5, R 11, 
W. E. L. S. ; direction, north; mouth, Webster Lake, T 6, R 10; 
tributaries, pond at source and small streams; tributary to Webster 
Lake, Webster Brook, Grand Lakes, East Branch Penobscot River; 
approximate length, 5 miles. 
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THISSELL POND, T 5, R ii, Piscataquis County; outlet, Thissell 

'Brook, Webster Lake, Webster Brook, Grand Lakes, East Branch 

Penobscot River; area water surface, 0.09 square mile, (S. A. map). 

THISTLE POND, Monroe, Waldo County; inlet, short stream; 
outlet, Marsh Stream, Marsh River, Penobscot River; area water 
surface, 0.04 square mile, (Chase map, Waldo Co.). 

THORN BROOK, Piscataquis County; source, Spectacle Pond, Blan- 
chard; direction, south, east, southeast; mouth, South Branch Pis- 
cataquis River, Abbot; tributaries, Foss Pond, Spectacle ponds, Bog 
Brook, outlets of Whetstone and Piper ponds; tributary to South 
Branch Piscataquis River, Penobscot River. 

TODDY POND, Orland, Penobscot, Surry, Bluehill, Hancock County; 
inlets, outlet of Hart Pond and several small streams; outlet, Ala- 
moosook Lake, Orland River, Penobscot River; area water sur- 
face, 3.13 square miles, (U. S. G. S., Bluehill and Orland) ; elev, 
158 ft. ; drainage area 24 sq. m. 

TODDY POND, Swanville, Waldo County; outlet, short stream to 
Marsh Stream, Marsh River, Penobscot River; area water surface, 
0.35 square mile, (Chase map, Waldo Co.). 

TOGUE STREAM, Penobscot County; source, Katahdin Pond, T 2, 
R 9, W. E. L. S. ; direction, east; mouth, Sandy Stream, T 2, R 8; 
tributaries, Katahdin Pond and small streams; tributary to Sandy 
Stream, Millinocket Lake, Millinocket Stream, Shad Pond, West 
Branch Penobscot River. 

TRACY POND, Hermon, Penobscot County; outlet, Hermon Pond, 
Sourdabscook Stream, Penobscot River; area water surface, 0.06 
square mile, (U. S. G. S. Bangor) ; elev. 130 ft. 

TRACY POND, T 3, R 10, W. E. L. S., Piscataquis County; inlet, 
short stream on north; outlet, short stream to Elbow Pond, Katah- 
din Pond, Katahdin Stream, West Branch Penobscot River; area 
water surface, o.oi square mile, (G. N. P. Co. map). 

TROUT BROOK, Aroostook County; source, Weston, west part; 
direction, south ; mouth, Baskahegan Stream, Weston ; tributary to 
Baskahegan Stream, Mattawamkeag River, Penobscot River. 

TROUT BROOK, Penobscot County; source, T 3, N. D., northwest 
part ; direction, south ; mouth, Passadumkeag River, T 3, N. D. ; 
tributary to Passadumkeag River, Penobscot River; approximate 
length, 3i miles. 

TROUT BROOK, Penobscot County; source, Carrol; direction, north- 
west; mouth. Spruce Brook, Carrol; tributary to Spruce Brook, 
Mattagodas Stream, Mattawamkeag River, Penobscot River. 

TROUT BROOK, Penobscot County;' source, Woodville, south part; 
direction, southwest; mouth, Medunkeunk Stream, Chester; tributary 
to Medunkeunk Stream, Penobscot River. 

TROUT BROOK, Piscataquis County; source, T 5, R 10, west part; 
direction, northeast; mouth, Grand Lake, T 6, R 9, W. E. L. S. ; 
tributaries, Wadleigh Brook and outlets of several ponds; tribu- 
tary to Grand Lake, East Branch Penobscot River. 
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TROUT POND, Moro PL, Aroostook County; inlets, several short 
streams; outlet, small stream to West Branch Mattawamkeag River, 
Penobscot River; area water surface, 0.06 square mile, (R & C 
atlas). 

TROUT POND, T 2, N. D., Penobscot County; outlet, short stream to 
Saponic Pond, Passadumkeag River, Penobscot River; area water 
surface, 0.04 square mile, (S. A. map). 

TROUT POND, Orrington, Penobscot County; outlet through Brown, 
Mud, Brewer and Fields ponds to Sedgeunkeunk Stream, Penobscot 
River; area water surface, 0.03 square mile, (U. S. G. S. Bucks- 
port and Orland) ; elev. 435 ft. 

TROUT POND, T 8, R 10, N. W. P., Piscataquis County; outlet, 
Hedgehog and Long ponds, Onawa and Sebec lakes, Sebec River, 
Piscataquis River, Penobscot River; area water surface, 0.04 square 
mile, (S. A. map). 

TROUT POND, T A, 2, R 13 and 14, W. E. L. S., Piscataquis County ; 
inlet, short stream ; outlet, Prong and Wilson ponds, Wilson Stream, 
Sebec Lake, Sebec River, Piscataquis River, Penobscot River; area 
water surface, 0.12 square mile, (S. A. map). 

TROUT BROOK POND, central, T 5, R 9, Piscataquis County; inlet, 
Trout Brook Pond; outlet, Trout Brook Pond, Trout Brook, Grand 
Lakes, East Branch Penobscot River; area water surface, o.ii 
square mile, (S. A. map). 

TROUT BROOK POND, north, T 5, R 9, W. E. L. S., Piscataquis 
County; inlet, short stream and Trout Brook Pond; outlet. Trout 
Brook, Grand Lakes, East Branch Penobscot River; area water 
surface, 0.48 square mile, (S. A. map). 

TROUT BROOK POND, south, T 5, R 9, W. E. L. S., Piscataquis 
County; outlet, Trout Brook Pond, Trout Brook, Grand Lakes, 
East Branch Penobscot River; area water surface, 0.08 square mile, 
(S. A. map). 

TRUSEDELL POND, T 4, R 18, W. E. L. S., Somerset County; out- 
let, short stream to North Branch Penobscot River, West Branch 
Penobscot River; area water surface, 0.06 square mile, (G. N. P. Co. 
map). 

TRUEWORTHY POND, T 3, N. D., Hancock County; outlet, short 
stream to Nicatous Stream, Passadumkeag River, Penobscot River; 
area water surface, 0.03 square mile, (S. A. map). 

TUMBLE DOWN DICK STREAM, Piscataquis County; source, T i, 
R II, W. E. L. S. ; direction, northeast; mouth, Nahmakanta Stream, 
T I, R 10; tributaries, several small streams; tributary to Nahma- 
kanta Stream, Pemadumcook Lake, West Branch Penobscot River. 

TURNER BROOK, Piscataquis County ; source, Big Pond, T 4, R 8, 
W. E. L. S. ; direction, southeast; mouth, Wassataquoik Stream, 
T 4, R 8 ; tributaries. Big Pond jind small stream ; tributary to Was- 
sataquoik Stream, East Branch Penobscot River ; approximate length, 
si miles. 
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TURTLE POND, T 4, R 8, N. W. P., Piscataquis County ; outlet, Se- 
boeis and Endless Lakes, Seboeis Stream, Piscataquis River, Pen- 
obscot River; area water surface, 0.20 square mile, (S. A. map). 

TWIN LAKE SYSTEM, (South Twin, North Twin, Pemadumcook 
and Ambejejus lakes), Indian Purchase 3 and 4, Ts i, R 9 and 10, 
Piscataquis and Penobscot counties; inlets, many small streams; out- 
let. Elbow and Quakish lakes. Shad Pond, West Branch Penobscot 
River ; area water surface, 24.9 square miles, (W. S. P. 279) ; present 
storage, 23 ft., 14,880,000,000 cu. ft.; possible storage capacity, 23 
ft., 14,880,000,000 cu. ft.; elev. 489 ft.; drainage area 1864 sq. m. 

TWIN POND, T 2, R 9, W. E. L. S., Piscataquis County ; outlet, short 
stream to Millinocket Stream, West Branch Penobscot River; area 
water surface, 0.09 square mile, (S. A. map). 

TWITCHELL BROOK, Piscataquis County; source, T i, R 10, west 
part; direction east; mouth, Pemadumcook Lake, T i, R 10, W. E. 
L. S. ; tributary to Pemadumcook Lake, West Branch Penobscot 
River. 

UMDAZOOKSUS LAKE, T 6, R 13, Piscataquis County ; inlets, outlet 
of Longley Pond and short streams; outlet, Umbazooksus Stream, 
Chesuncook Lake, West Branch Penobscot River; area water sur- 
face, 1.45 square mile, (S. A. map) ; present storage, 6 ft, 242,542,- 
000 cu. ft. ; elev. 942 ft. 

UMBAZOOKSUS STREAM, Piscataquis County; source, Umbazook- 
sus Lake, T 6, R 13, W. E. L. S. ; direction, south; mouth, Chesun- 
cook Lake, T 5, R 13; tributaries, Umbazooksus Lake, Longley 
Brook; tributary to Chesuncook Lake, West Branch Penobscot 
River; drainage area at mouth, 30 sq. m. 

UPPER POND, Lincoln, Penobscot County; outlet, Folsom Pond, 
Mattanawcook Pond, Mattanawcook Stream, Penobscot River; area 
water surface, 0.79 square mile, (C & C atlas) ; present storage, 
5 ft., 110,120,000 cu. ft. 

VAUGHN STREAM, Piscataquis County; source, Elliottsville, north- 
west part; direction, southeast; mouth, Long Pond Stream, Elliotts- 
ville; tributary to Long Pond Stream, Ship Pond, Onawa Stream, 
Sebec Lake, Sebec River, Piscataquis River, Penobscot River. 

WADLEIGH BROOK, Penobscot County ; source, T 8, R 6, west part ; 
direction, west; mouth, Seboeis Lake, T 8, R 7; tributary to Seboeis 
Lake, Seboeis River, East Branch Penobscot River; approximate 
length, 4h miles. 

WADLEIGH BROOK, Piscataquis County; source, T 6, R 10, W. E. 
L. S., south part; direction, east; mouth. Trout Brook, T 6, R 9, 
W. E. L. S. ; tributaries, small pond at source and small stream; 
tributary to Trout Brook, Grand Lake, East Branch Penobscot River ; 
approximate length, 5i miles. 

WADLEIGH POND, T 4, Indian Purchase, Penobscot County ; outlet, 
short stream to North Twin Lake, West Branch Penobscot River; 
area water surface, 0.08 square mile, (S. A. map). 
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WADLEIGH POND, T i, R ii, Piscataquis County; inlets, outlets of 
Penobscot and Long .ponds; outlet, Rainbow Pond, Nahmakanta 
Lake, Pemadumcook Lake, West Branch Penobscot River; area 
water surface, 0.42 square mile, (S. A. map). 

WADLEIGH POND, T 8, R 15, W. E. L. S., Piscataquis County; 
inlet, short stream; outlet, Wadleigh Stream, Poland Pond, Caucom- 
gomuc Lake, Chesuncook Lake, West Branch Penobscot River; area 
water surface, 0.16 square mile, (S. A. map). 

WADLEIGH STREAM, Piscataquis County; source, Wadleigh Pond, 
T 8, R 15, W. E. L. S. ; direction, east, south; mouth, Round Pond, 
T 7, R 14; tributaries, Wadleigh Pond and small streams; tribu- 
tary to Round Pond, Ciss Stream, Caucomgomuc Lake, Chesuncook 
Lake, West Branch Penobscot River ; approximate length, 6 mil !s. 

WARE POND, Lee, Penobscot County; inlets, several unnamed 
streams; outlet, Passadumkeag River, Penobscot River; area water 
surface, 0.34 square mile, (C & C atlas). 

WASSATAQUOIK STREAM, Penobscot and Piscataquis counties; 
source, T 3, R 10, northeast part; direction, northeast, southeast; 
mouth, East Branch Penobscot River, T 3, R 7; tributaries, Katahdin 
Stream, Turner Brook and small streams ; tributary to East Branch 
Penobscot River; drainage area at mouth, 119 sq. m. 

WEBSTER BROOK, Piscataquis County; source, Webster Lake, T 6, 
R 10; direction, northeast; mouth. Second Grand Lake, T 6, R 9; 
tributaries, Webster Lake and small streams; tributary to Grand 
Lakes, East Branch Penobscot River; approximate length, 8 miles. 

WEBSTER LAKE, T 6, R to and 11, Piscataquis County; inlets, outlet 
of Coffeelos Lake and Thissell Brook; outlet, Webster Brook, Grand 
Lake, East Branch Penobscot River; area water surface, 0.94 square 
mile, (S. A. map) ; present storage, 10 ft., 253,700,000 cu. ft.; possi- 
ble storage capacity, 25 ft., 722,100,000 cu. ft. ; elev. 899 ft. ; drainage 
area 274 sq. m. 

WEST BOG, Shirley, see Shirley Bog. 

WEST LAKE, T 3, N. D. and 40 M. D., Hancock County ; outlet; Ni- 
catous y Lake, Nicatous Stream, Passadumkeag River, Penobscot 
River; area water surface, 2.13 square mile, (S. A. map). 

WEST BiRANCH PONDS, T A, R 12, W. E. L. S., Piscataquis Coun- 
ty ; inlets, several small streams ; outlet, West Branch Pleasant River, 
Piscataquis River, Penobscot River; area water surface, 0.78 square 
mile, (S. A. map). 

WHEELER STREAM, Penobscot County; source, Hermon, east part; 
direction, south; mouth, Sourdabscook Stream, Hampden; tribu- 
taries, George Pond and several small streams; tributary to Sour- 
dabscook River, Penobscot River; elevation at source, 240 ft.; total 
fall, 115 ft.; approximate length, 7 miles. 

WHETSTONE POND, Kingsbury and Blanchard, Piscataquis County; 
outlet. Thorn Brook, South Branch Piscataquis River, Penobscot 
River; area water surface, 0.14 square mile, (C. atlas); present 
storage, 4 ft., 15,612,000 cu. ft. 
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WHITE BROOK, Piscataquis County; source, T B, R 11, W. E. L. S.; 
direction, south; mouth. Silver Lake, T 6, R 9, N. W. P.; tributa- 
ries, several small streams ; tributary to West Branch Pleasant Riv^r, 
Piscataquis River,* Penobscot River ; approximate length 5 miles. 

WHITE BROOK, Piscataquis County; source, T 7, R 10, N. W. P., 
north part; direction, south; mouth, West Branch Pleasant River, 
T 7, R ID, N. W. P. ; tributary, outlet of small pond ; tributary to 
West Branch Pleasant River, Piscataquis River, Penobscot River; 
approximate length, ^ miles. 

WHITEHORSE LAKE, T 7, R 7, Penobscot County; inlets, outlets 
of Snowshoe, Grand and Seboeis lakes; outlet, Seboeis River, East 
Branch Penobscot River; area water surface, 0.84 square mile, (G. 
N. P. Co. map). 

WHITNEY BROOK, Piscataquis County; source, T 6, R 15, W. E. L. 
S. ; direction, east; mouth. Loon Lake, T 6, R 15; tributaries. Smith 
Brook and small streams; tributary to Loon Lake, Loon Stream, 
Caucomgomuc Lake, West Branch Penobscot River; approximate 
length, 7 miles. 

WHITTEN BROOK, Penobscot County; source, Mattawamkeag, north 
part; direction, southeast; mouth, Mattawamkeag River, Mattawam- 
keag; tributaries, small streams; tributary to Mattawamkeag River, 
Penobscot River. 

WILDER POND, T 7, R 9, N. W. P., Piscataquis County; outlet. 
Long Pond Stream, Onawa Lake, Onawa Stream, Sebec Lake, Sebec 
River, Piscataquis River, Penobscot River; area water surface, 0.02 
square mile, (S. A. map). 

WILLIAMS POND, Bucksport, Hancock County; inlet, short stream; 
outlet, short stream to Jacob Buck Pond, Orland River, Penobscot 
River; area water surface, 0.19 square mile, (U. S. G. S., Bucks- 
port) ; elev. 263 ft. 

WILLIAMS POND, Piscataquis County, T 4, R 11, W. E. L. S.; 
outlet, short stream to Sourdnahunk Stream, West Branch Penobscot 
River; area water surface, 0.04 square mile, (S. A. map). 

WILSON POND, Greenville, Piscataquis County; inlets, outlets of 
Prong and Rum ponds and short stream ; outkt, Wilson Stream, 
Sebec Lake, Sebec River, Piscataquis River, Penobscot River; area 
water surface, 1.52 square miles, (C. atlas) ; present storage, 7 ft, 
296,626,000 cu. ft.; possible storage capacity, 11 ft., 466,128,000 cu. ft. 

WILSON POND, LITTLE, Greenville, Piscjataquis County; outlet, 
Wilson Pond, Wilson Stream, Sebec Lake, Sebec River, Piscataquis 
River, Penobscot River; area water surface, 0.08 square mile, (C. 
atlas). 

WILSON POND, UPPER, T 8, R 10, N. W. P. and Greenville, Pis- 
cataquis County; inlets, several short streams; outlet, short stream 
to Wilson Pond, Wilson Stream, Sebec Lake, Sebec River, Piscata- 
quis River, Penobscot River; area water surface, 0.60 square mile, 
(S. A. map and C. atlas). 
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quis River, Penobscot River; approximate length, 3I miles: Drain- 
age area at outlet Schoodic Lake, 43 sq. m. ; at mouth, 61 sq. m. 

SCHOOL HOUSE BROOK, Hancock County; source, Dedham, north- 
west part; direction, south; mouth, Phillips Lake, Dedham; tributary 
to Phillips Lake, Long Pond, Dead River, Orland River, Penobscot 
River. 

SCOTT BROOK, Piscataquis County; source, T 5, R IS, W. E. L. S.; 
direction, north; mouth. Loon Stream, T 6, R 14; tributaries, small 
streams at source; tributary to Loon Stream, Caucomgomuc Lake, 
Coucomgomuc Stream, Chesuncook Lake, West Branch Penobscot 
River; approximate length, 6 miles. 

SCOTT BROOK, LITTLE, Piscataquis County; source, T 5, R 14, 
W. E. L. S. ; direction, north; mouth, Caucomgomuc Stream, T 6, 
R 14, W. E. L. S. ; tributaries, small streams on west; tributary to 
Caucomgomuc Stream, Chesuncook Lake, West Branch Penobscot 
River. 

SCRAGGLY LAKE, T 7, R 8, W. E. L. S., Penobscot County; outlet, 
Sawtelle Brook, Selboeis River, East Branch Penobscot River; area 
water surface, 1.96 square miles, (S. A. map). 

SEBEC LAKE, Willimantic, Bowerbank, Foxcroft, Piscataquis County: 
inlets, Wilson and Long Pond streams, several short streams; out- 
let, Sebec River, Piscataquis River, Penobscot River; area water 
surface, 10.93 square miles, (S. L. S.) ; present storage 12 ft, 
3*366,540,000 cu. ft; possible storage capacity, 16 ft., 4,752,654,000 
cu. ft; elev. 327 ft; drainage area 371 sq. m. 

SEBEC RIVER, Piscataquis County; source, Sebec Lake, Sebec; direc- 
tion, east, southeast; mouth, Piscataquis River, Milo; tributaries, 
Sebec Lake, Salmon Stream, several small streams; tributary to 
Piscataquis River, Penobscot River; approximate length, 10 miles; 
Drainage area at outlet Long Pond, 34 sq. m. ; at outlet Sebec Lake, 
371 sq. m. ; at mouth, 407 sq. m. 

SEBOEIS LAKE, T 8, R 7, W. E. L. S., Penobscot County; inlets, 
Wedleigh and Boody brooks and outlet of Jones Pond, several small 
streams ; outlet. Grand Lake, Seboeis River, East Branch Penobscot 
River; area water surface, 2.30 square miles^ (S. A. map); present 
storage 6 ft., 384,722,000 cu. ft. ; drainage area 63 sq. m. 

SEBOEIS LAKE, T 4, R 9, N. W. P., Piscataquis County; inlets, 
outlet of Tuttle Pond, several short streams; outlet, Seboeis Stream, 
Endless Lake, Piscataquis River, Penobscot River; area water sur- 
face, 6.40 square miles, (S. L. S.) ; present storage, 8 ft., 1,345,300,- 
000 cu. ft ; possible storage capacity, 13 ft., 2,268,100,000 cu. ft. ; elev. 
440 ft. ; drainage area 49 sq. m. 

SEBOEIS RIVER, Penobscot County; source, Seboeis Lake, T 8, R 7, 
W. E. L. S. ; direction, south; mouth. East Branch Penobscot River, 
T 3, R 7; tributaries, Whitehorse Lake, Snowshoe Lake, Grand 
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Lake, Nutupsemic Brook and outlets of many ponds; tributary to 
East Branch Penobscot River; approximate length, 28 miles; drain- 
age area at mouth, 251 sq. m. 

SBBOEIS RIVER, UTTLE, Penobscot County; source, T 4, R 7, 
east part; direction, south; mouth, East Branch Penobscot River, 
T 3, R 7, W. E. L. S. ; tributaries, several small streams; tributary 
to East Branch Penobscot River; approximate length, 7 miles. 

SEBOEIS STREAM, Penobscot and Piscataquis counties; source, Se- 
boeis Lake, T 4, R 9, N. W. P.; direction, south; mouth, Piscata- 
quis River, Rowland; tributaries, Seboeis Lake, East Branch Se- 
boeis Stream; tributary to Piscataquis River, Penobscot River; ap- 
proximate length, 18 miles: Drainage area at outlet Seboeis Lake, 
63 sq. m. ; at outlet Endless Lake, 78 sq. m. ; above East Branch, 
loi sq. m. ; below East Branch, 144 sq. m. ; at mouth, 164 sq. m. 

SEBOEIS STREAM, EAST BRANCH, Penobscot County; source. 
Cedar Pond, Long! A. Township; direction, south; mouth, Seboeis 
Stream, T 3, R 8, N. W. P. ; tributaries, Cedar Pond, East Branch 
Lake and small stream; tributary to Seboeis Stream, Piscataqiiis 
River, Penobscot River; approximate length, 8 miles; drainage area 
at mouth, 43 sq. m. 

SEBOOMOOK LAKE, T i, R 4, N. B. K. P. and Seboomook, Somer- 
set County; inlets, Logan Brook, Nulhedus Brook, Niger Stream, 
Elm Stream, West Branch Penobscot River ; outlet, West Branch 
Penobscot River; area water surface, 8.52 square miles, (G. N. P. 
Co. map) ; present storage, 9 ft., 2,137,716,000 cu. ft. ; drainage area 
550 sq. m. 

SECOND GRAND LAKE, see Grand Lake, 

SECOND. POND, Dedham, Hancock County ; inlet. Mud Pond ; outlet, 
Phillips Lake, Long Pond, Moosehom Creek, Dead River, Oriitid 
River, Penobscot River; area water surface, 0.08 square mile, (U. S. 
G. S. Orland) ; elev. 375 ft. 

SECOND POND, T 7, R 14, W. E. L. S., Piscataquis County; outlet, 
Round Pond, Telos Lake, Webster Brook, Grand Lake, East Branch 
Penobscot River; area water surface, 0.32 square mile, (S. A. map). 

SEDGEUNKEUNK STREAM, Penobscot County; source, Orrington, 
central part; direction, north; mouth, Penobscot River, South Brew- 
er; tributaries. Fields Pond and small streams; tributary to Penob- 
scot River; approximate length, 5 miles; elevation at source, 105 ft.; 
total fall, 100 ft. 

SHAD POND, T 3, Indian Purchase, and Millinocket, Penobscot 
County; inlets, outlet of Quakish .Lake and Millinocket Stream, 
outlet Nollesemic Lake; outlet, West Branch Penobscot River; area 
water surface, 0.36 square mile, (S. L. S.). 

SHALLOW LAKE, T 7, R 13 and T 6 and 7, R 14, W. E. L. S., Pis- 
cataquis County; inlet, outlet of Shirley Pond; outlet, Daggett 
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Pond, Caucomgomuc Lake, Chesuncook Lake, West Branch Penob- 
scot River; area water surface, 1.72 square miles, (S. A. map) ; 
present storage, 6 ft, 287,705,000 cu. ft. 

SHIN BROOK, Penobscot county; source, Shin Pond, T 5, R 7, W. 
E. L. S. ; direction, northwest; mouth, Seboeis Stream, T 6, R 7, 
W. E. L. S. ; tributaries^ Shin Pond and small streams; tributary 
to Seboeis Stream, Penobscot River. 

SHIN POND, T 6, R 6, T 5, R 7, W. E. L. S. and Mount Chase, 
Penobscot County; inlets, several short streams; outlet, Seboeis 
River, East Branch Penobscot River; area water surface, 1.56 
square mile, (C & C atlas and S. A. map). 

SHIP POND, Elliottsville and Willimantic, Piscataquis County; inlets, 
Long Pond Stream, outlet of Greenwood Pond, several short 
streams; outlet, Sebec Lake, Sebec River, Piscataquis River, Pen- 
obscot River; area water surface, 2.22 square miles, (C. atlas); 
present storage, 5 ft., 309450,000 cu. ft.; drainage area 80 sq. m. 

SHIP POND, T 8, R 9, N. W. P., see Greenwood Pond, Upper. 

SHIRLEY BOG, Shirley, Piscataquis County; inlet, short stream; 
outlet, Bog Stream, Bald Mountain Stream, North Branch Piscata- 
quis River, Penobscot River; area water surface, 2.0 square miles, 
(S. L. S.) ; present storage, 7 ft., 390,298,000 cu. ft; possible stor- 
ace capacity, 12 ft., 669,082,000 cu. ft. 

SHIRLEY POND, T 7, R I4, W. E. L. S., Piscataquis County ; outlet, 
Shallow Lake, Caucomgomuc Lake, Chesuncook Lake, West Branch 
Penobscot River; area water surface, 0.52 square mile, (S. A. map). 

SILVER LAKE, Bucksport, Hancock County; inlets, short stream 
and Mill Stream; outlet, Mall Stream, Penobscot River; area water 
surface, 0.08 square mile, (U. S. G. S. Bucksport) ; elev. 114 ft. 

SILVER LAKE, T 6, R 9, N. W. P., Piscataquis County; inlets. White 
Brook and West Branch Pleasant River; outlet. Pleasant River, 
Piscataquis River, Penobscot River; area water surface, 0.70 square 
mile, (S. L. S.) ; present storage, 5 ft, 74,436,000 cu. ft; possible 
storage capacity, 24 ft., 767,716,000 cu. ft. ; elev, 593 ft. ; drainage 
area 104 sq. m. 

SKITACOOK LAKE, T 4, R 3, W. E. L. S., and Oakfield, Aroostook 
County; inlets, outlet of Mud Pond and short streams; outlet. East 
Branch Mattawamkeag River, Penobscot River; area water surface, 
1.Q4 square miles, (S. A. map and R. & C. atlas). 

SKITACOOK STREAM, Aroostook County; source, Skitacook Lake, 
T 4, R 3, W. E. L. S. ; direction, south ; mouth, East Branch Matta- 
wamkeag River, T 4, R 3, W. E. L. S. ; tributaries, Skitacook Lake, 
small streams; tributary to East Branch Mattawamkeag River, Pen- 
obscot River. 

SLAUGHTER POND, T 3, R 11, W. E. L. S., Piscataquis County; 
outlet, short stream to Sourdnahunk Stream, West Branch Penob- 
scot River; area water surface, o.io square mile, (S. A. map). 
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SLY BROOK, Aroostook County; source, Caribou Lake, Island Falls; 
direction, northwest; mouth, West Branch Mattawamkeag River, 
Island Falls; tributaries. Little Sly Brook and Caribou Lake; tribu- 
tary to West Branch Mattawamkeag River, Penobscot River. 

SLY BROOK, LITTLE, Aroostook County; source, T 3, R 4, W. E. 
L. S., southeast part ; direction, north ; mouth. Sly Brook, T 3, R 4 : 
tributary to Sly Brook, West Branch Mattawamkeag River, Pen- 
obscot River. 

SLY BROOK, Piscataquis County; source, pond in T 7, T 11, W. E» 
L. S. ; direction, east ; mouth. Third Lake, T 7, R 10 ; tributary, 
pond at source; tributary to Third Lake, Grand Lakes, East Branch 
Penobscot River; approximate length 2J miles. 

SMITH BROOK, Aroostook County; source. Reed, north part; direc- 
tion, south; mouth, Mattawamkeag River, Bancroft; tributaries;, 
few small streams; tributary to Mattawamkeag River, Penobscot 
River; approximate length, 9 miles. 

SMITH BROOK, Penobscot County; source, T 3, Indian Purchase, 
north part; direction, north, east; mouth, Millinocket Stream, T i, 
R 8, W. E. L. S. ; tributaries, small streams at source; tributary to 
Millinocket Stream, Shad Pond, West Branch Penobscot River; 
approximate length, 3J miles. 

SMITH BROOK, Somerset and Piscataquis counties; source, T 5, R 
16, W. E. L. S. ; direction, east, north ; mouth, Whitney Brook, T 
6, R 15; tributaries, several short streams. ; tributary to Whitney 
Brook, Loon Lake, Caucomgomuc Lake, Chesuncook Lake, West 
Branch Penobscot River; approximate length, 6 miles. 

SMITH BROOK POND, BIG, Millinocket, Penobscot County; inlet, 
short stream ; outlet. Smith Brook, Millinocket Stream, West 
Branch Penobscot River; area water surface, 0.24 square mile, (G. 
N. P. Co. map). 

SNAKE POND, T 7, R 11, Piscataquis County; outlet. Third Lake, 
Grand Lake, East Branch Penobscot River ; area water surface, 0.38 
square mile, (S. A. map) ; present storage, 7 ft., 74,156,000 cu. ft. 

SNOWSHOE LAKE, T 7, R 7, W. E. L. S., Penobscot County ; inlet. 
Grand Lake; outlet, Whitehorse Lake, Seboeis River, East Branch 
Penobscot River; area water surface, 1.14 square miles, (G. N. P. 
Co. map). 

SNOWSHOE POND, Clifton, Penobscot County; outlet, short stream 
to Chemo Lake, Chemo Stream, Penobscot River; area water sur~ 
face, o.oi square mile, (U. S. G. S. Orono). 

SOLDIER BROOK, Penobscot County; source, T 3, R 8, east part; 
direction, southeast; mouth. East Branch Penobscot River, T 2, R 7; 
tributaries, Burnt Land Pond and small streams; tributary to East 
Branch Penobscot River; approximate length, 85 miles. 

SOPER BROOK, Piscataquis County; source, T 4, R 11, north part; 
direction, south; mouth, Harrington Pond, T 4, R 11, W. E. L. S. ; 
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tributaries, many small* streams; tributary to Harrington Pond, Ri- 
pogenous Stream, Pipogenous Lake, West Branch Penobscot River. 

SOURDABSCOOK STREAM, Penobscot County; source, Etna Pond, 
Carmel; direction, east; mouth, Penobscot River, Hampden; tribu- 
taries. West Branch Sourdabscook Stream, Wheeler Stream, Kings- 
ley Stream; tributary to Penobscot River; approximate length, i8 
miles; drainage area above mouth Black Stream, loo sq. m. ; at 
mouth, (not including any of Black Stream) 203 sq. m. 

SOURETABSCOOK STREAM, WEST BRANCH, Penobscot County: 
source, Newburg, southwest part; direction, east, north; mouth, 
Sourdabscook Stream, Hampden; tributaries, several small streams; 
tributary to Sourdabscook Stream, Penobscot River; approximate 
length, 2i miles. 

SOURDNAHUNK LAKE, T 4, R 10 and T 5, R 10 and 11, W. E. L. 
S., Piscataquis County; inlets, several small streams; outlet, Sourd- 
nahunk Stream, West Branch Penobscot River; area water surface, 
3.84 square miles, (S. A. map). 

SOURDNAHUNK STREAM, Piscataquis. County; source, Sourana- 
hunk Lake, T 4, R 10, W. E. L. S. ; direction, south; mouth. West 
Branch Penobscot River, T 2, R 10; tributaries, Sourdnahunk Lake 
and small streams; tributary to West Branch Penobscot River; ap- 
proximate length, 14 miles; drainage area at mouth, 70 sq. m. 

SOUTH BRANCH LAKE, T 2 and 3, R 8, N. W. P., Penobscot Coun- 
ty; inlets, several short streams; outlet, Mattamiscontis Stream, 
Penobscot River; area water surface, 3.06 square miles, (S. A. 
map). 

SPAULDING LAKE, Oakfield, Aroostook County; inlet, short stream 
on north; outlet. Long Lake, East Branch Mattawamkeag River, 
Penobscot River; area water surface, 0.24 square mile, (G. N. P. Co. 
miles. 

SPECTACLE POND, Blanchard, Piscataquis County; outlet. Thorn 
Brook, South Branch Piscataquis River, Penobscot River; area 
water surface, 0.22 square mile, (C. atlas) ; present storage, 5 ft., 
30,666,000 cu. ft. 

SPECTACLE POND, Monson, Piscataquis County; outlet, Monson 
Pond, Davis Stream, Wilson Stream, Sebec Lake, Sebec River, 
Piscataquis River, Penobscot River; area water surface, 0.24 square 
mile, (C. atlas). 

SPENCER BROOK, Hancock County; source, pond in T 3, N. D.; 
direction, south ; mouth. Duck Brook, T 4, N. D. ; tributaries, pond 
at source and small stream; tributary to Duck Brook, Nicatous 
Stream, Passadumkeag River, Penobscot River. 

SPENCER POND, T 3 and 4, N. D., Penobscot County; outlet, Duck 
Stream, Nicatous Lake, Nicatous Stream, Passadumkeag River, 
Penobscot River; area water surface, 0.08 square mile, (S. A. map). 

SPENCER POND, T , R 18, W. E. L. S., Somerset County; inlets, 

• several , short streams; outlet, short stream to North Branch Pen- 
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obscot River, West Branch Penobscot River; area water surface, 
0.04 square mile, (G. N. P. Co. map). 

SPRING BROOK, Penobscot County; source, Milford, north part; 
direction, south; mouth, Sunkhaze Stream, Milford; tributary to 
Sunkhaze Stream, Penobscot River. 

SPRING BROOK, BIG, Piscataquis and Penobscot counties; source, 
T 5, R 9, southeast part ; direction, east ; mouth, East Branch Penob- 
scot River, T 4, R 8; tributaries, several small streams; tributary to 
East Branch Penobscot Piver. 

SPRING BROOK, LITTLE, Penobscot County; source, pond, T 4, 
R 8, north part; dareciion, east; mouth. East Branch Penobscot 
River, T 4, R 8; tributaries, outlets of small ponds; tributary to 
East Branch Penobscot River. 

SPRING POND, T 3, N. D., Penobscot County; outlet, Passadum- 
keag River, Penobscot River; area water surface, 0.64 square mile, 
(S. A. map). 

SPRUCE BROOK, Penobscot County; source, Carrol, central part; 
direction, north; mouth, Mattagodas Stream, Prentiss; tributary to 
Mattagodas Stream, Mattawamkeag Stream, Penobscot River. 

SPRUCE POND, T 2, R 4, N. B. K. P., Somerset County; inlet, 
short stream; outlet, short stream to South Branch Penobscot 
River, West Branch Penobscot River; area water surface, 0.03 
square mile, (G. N. P. Co. map). 

STANLEY BROOK, Penobscot County; source, Levant, east parr; 
direction, north; nwuth, Evelith Brook, Levant; tributary to Eve- 
lith Brook, Kenduskeag Stream, Penobscot River. 

STILLWATER RIVER, Penobscot County; west channel of Penob- 
scot River in Old Town and Orono; tributary, Pushaw Stream; 
approximate length, 7 miles; total fall, 25 ft. 

STINK POND, T 7, R 11, W. E. L. S., Piscataquis County; outlet. 
Third Lake, Grand Lakes, East Branch Penobscot River; area 
water surface, 0.05 square mile, (S. A. map). 

SUCKER POND, T 6, R 9, N. W. P., Piscataquis County; outlet. 
Sucker Brook, Pleasant River, Piscataquis River, Penobscot River; 
area water surface, 0.16 square mile, (S. A. map). 

SUNKHAZE STREAM, Penobscot and Hancock counties; source, 
T 32, M. D., south part; direction, northwest, southwest, west: 
mouth, Penobscot River, Milford; tributaries, Baker Brook, Birch 
Stream, Little Birch Stream, Indian Brook; tributary to Penob- 
scot River; approximate length 8 miles; drainage area at mouth 
7*7 sq. m. 

SUTHERLAND BROOK, Aroostook County; source, Merrill, west 
part; direction, northwest; mouth. Lower Hastings Brook, Merrill; 
tributary to Lower Hastings Brook, West Branch Mattawamkeag 
River, Penobscot River. 

SWEET POND, Orrington, Penobscot County; inlets, several small 
streams; outlet. Mill Stream, Penobscot River; area water surface, 
0.20 square Mile, (U. S. G. S. Bucksport) ; elev. 188 ft. 
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Warren; tributaries, small streams; tributary to Fuller Brook, St 
Georges River. 

LEVBN SELLER POND, Lincolnville, Knox. County; outlet, ^Me- 
gunticook Lake, Megunticook River; area water surface, not meas- 
ured. 

LILY POND, Hope, Knox County; outlet into Alford Lake, Lermond 
Lake, St. Georges River; ar^a water surface, 0.04 square mile, (U. 
S. G. S. Rockland) ; elev. 450 ft. 

LILY POND, Edgecomb, Lincoln County; inlets, two short streams 
from north; outlet. Back River, Sheepscot River; area water surface, 
0.09 square mile, (U. S. G. S. Boothbay) ; elev. 65 ft. 

LINCOLNVILLE POND, Camden, Lincolnville, Hope, see Megunti- 
cook Lake. 

LITTLE POND, Damariscatta, Lincoln County; outlet into Biscay 
Pond, Pemaquid River; area water surface, o.ii square mile, (U. S. 
G. S. Waldoboro) ; elev. no ft. 

LITTLE POND, Searsmont, Waldo County; outlet into Quantaba- 
cook Pond, St. Georges River; area water surface, 0.06 square mile, 
(C. map, W. Co.). 

LITTLE POND, Morrill, Waldo County; outlet into Quantabacook 
Pond, St. Georges River; area water surface, 0.08 square mile, (C. 
map, W. Co.). 

LITTLE POND, Waldoboro, east part, Lincoln Counfty ; outlet, Siden- 
sparkers Pond, St. Georges River; area water surface, o.oi square 
mile, (U. S. G. S. Waldoboro). 

LITTLE RIVER, Waldo County; source, Bebnont; direction, north- 
east, east; mouth, Belfast Bay; tributary, unnamed stream on south; 
tributary (to Belfast Bay, Atlantic Ocean. 

LONG POND, Somerville, Windsor, Lincoln and Kennebec counties; 
inlet, short stream on north; outlet, West Branch Sheepscot Riiver; 
area water surface, 0.71 square mile, (U. S. G. S. Vassalboro; elev. 
190 ft. 

MCCURDY POND, Bremen, Lincoln County; inlet, short stream on 
south; ouitlet, Pemaquid Pond, Pemaquid River; area water surface, 
0.31 square mile, (U. S. G. S. Waldoboro) ; elev. 75 ft. 

MCCLURES POND, Searsport, Waldo County; inlet, outlet of Cain 
Pond; outlet, unnamed stream to Searsport Harbor, Atlantic Ocean; 
area water surface, 0.08 square mile, (U. S. G. S. Castine) ; elev. 
210 ft. 

MACES POND, Rockport, Knox County; inlet, short stream from 
north; outlet, Keene Brook, Chickawaukie Pond, Meadow Broolc, 
Mill Rjiver, St. Georges River; area water surface, 0.05 square mile, 
(U. S. G. S. Rockland); present storage, 3 ft., 4,182,000 cu. ft.; 
elev. 250 ft. 

MEADOW BROOK, Knox County ; source, Chickawaukie Pond, Rock- 
land and Rockport; direction, southwest; mouth, Mill River, Thom- 
aston; tributsary, Chickawaukie Pond; tributary to Mill River, St 
Georges River. 
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MEADOW BROOK, Lincoln County; source, Waldoboro, northwest 
part; direction, general southeast; mouth, Medomak River, Waldo- 
boro; tributaries, small streams; tributary to Medomak River. 

MEADOW POND, North Isesboro, Waldo County; inlet, short stream 
from east ; outlet, Sprague Cove, Atlantic Ocean ; area .water surface 
0.02 square mile, (U. S. G. S. Castine) ; elev. 50 ft. 

MEDOMAK BROOK, Knox County ; source, Washington Pond, Wash- 
ington; direction, south; mouth, Medomak River, Washington; trib- 
utaries, Washington Pond and small stream's; tributary to Medomak 
River. 

MEDOMAK POND, Waldoboro, Lincoln County ; inlet, outlet of Little 
Medomak Pond and several streams; outlet, Medomak River; area 
water surface, 0.35 square mile, (U. S. G. S. Waldoboro) ; elev. 125 
ft. 

MEDOMAK POND, LITTLE, Waldoboro, Lincoln County ; inlet, short 
stream from east; outlet into Medomak Pond, Medomak River; 
area water surface, 0.12 square mile, (U. S. G. S. Waldoboro) ; elev. 
227 ft. 

MEDOMAK RIVER, Lincoln, Knox and Washingon counties; source. 
Liberty, south part; ddrection, south; mouth, Muscongus Sound; 
tributaries, several short streams and outlets of several ponds ; drain- 
age area at mouth, 74 sq. m. 

MECUNTICOOK LAKE, Camden, Lincolnville, Hope, Waldo County; 
inlets, outlets of Norton Pond, Fletcher Pond, and several streams: 
outlet, Megunticook River; area water surface, 2.40 square miles, 
(C. map, W. Co.) ; present storage, 5 ft, 334,54i»ooo cu. ft.; drainage 
area 22 sq. m. 

MEGUNTICOOK RIVER, Waldo and Knox counties; source, Canaan 
Pond, Lincolnville, Camden; direction, southeast; mouth, Camden 
Harbor; tributaries, Canaan Pond and several unnamed streams; 
tributary to Atlantic Ocean. Drainage area at outlet Megunticook 
Lake, 22 sq. m. ; at mouth, 25 sq. m. 

MILL RIVER, Knox County; source, Thomaston, central part; direc- 
tion, south ; mouth, St. Georges River, Thomaston ; tributaries, 
Branch Brook, Meadow Brook; tributary to St. Georges River. 

MIRROR LAKE, Rockport, Knox County; inlet, smiall stream from 
north; outlet. Oyster River, St. Georges River; area water surface, 
0.17 square mile, (U. S. G. S. Rockland) ; present storage, 13 ft, 
46,585,000 cu. ft.; elev. 373 ft 

MOODY POND, Searsmont, Waldo County; inlet, two short streams 
from south and east; outlet, through unnamed lake to St. Georges 
River; area water surface, 0.40 square mile, (C. map, W. Co.). 

MOODY POND, Windsor, Kennebec County; inlet, short stream on 
south; outlet, into West Branch Sheepscot River; area water sur- 
face 0.05 square mile, (U. S. G. S. Vassalboro) ; elev. 310 ft 

MOOSE POND, Palermo, Waldo County; outlet into Sheepscot River, 
East Branch ; area water surface, 0.06 square mile, (C. map, W. Co.).. 
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MUD POND, Liberty, Waldo County; outlet into East Branch Sheep- 
scot River; area water surface, 0.06 square mile, (C. map, W. Co.). 

MUD POND, Union, Knox County; outlet, Round Pond, Seven Tree 
Pond, St. Georges River; area water surface, 0.02 square mile, (U. 
S. G. S. Waldoboro) ; elev. 139 ft. 

MUDDY POND, Damariscotta, Lincoln County; inlet, short streams 
on south; outlet, Backmeadow Brook, into Pemaquid Pond, Pema- 
quid River ; area water surface, 0.23 square mile, (U. S. G. S. Wal- 
doboro) ; elev. 114 ft. 

NEWBERT POND, Appleton, Knox County; inlet, short stream from 
south; outlet, short stream to St. Georges River; area water surface*, 
o.io square mile, (C. map, W. Co.). 

NORTH POND, Warren, Knox County; inlet, outlet of South Pond; 
outlet into St. Georges River; area water surface, 0.48 square mile, 
(U. S. G. S, Waldoboro) ; elev. 33 ft. 

NORTON POND, Lincolnville, Waldo County; inlet, short stream 
from east ; outlet into Megunticook Lake, Megunticook River ; area 
water surface, 0.17 square mile, (C. map, W. Co.). 

OYSTER RIVER, Knox County; source, Rockport, north part; direc- 
tion, south ; mouth, St. Georges River, Warren ; tributaries, several 
short streams and outkts of several lakes; tributary to St. Georges 
River; drainage area at mouth, 25 sq. m. 

OYSTER RIVER POND, Rockport, see Mirror Lake, 

tPASSAGASSAWAKEAG POND, Brooks, Waldo County; outlet, 
Passagasisawakeag River; area water surface, 0.28 square mile, (C. 
map, W. Co.). 

PASSAGASSAWAKEAG RIVER, Waldo County ; source, Passagassa- 
wakeag Pond, Brooks; direction, south, southeast, east; mouth, Bel- 
fast Bay; tributaries, several unnamed streams and outlets of several 
lakes; tributary to Belfast Bay, Atlantic Ocean; drainage area at 
mouth, 43 sq. m. 

PEMAQUID POND, Damariscotta, Nobleboro, Waldoboro, Lincoln 
County; inlets, several short streams; outlet, Pemaquid River; area 
water surface, 2.40 square miles, (U. S. G. S. Waldoboro) ; elev. 
75 ft. 

PEMAQUID RIVER, Lincoln County; source, Waldoboro, west part; 
direction, south ; mouth, Atlantic Ocean ; tributaries, several unnamed 
streams; tributary to Atlantic Ocean; drainage area at Pemaquid 
Falls, 2^ sq. m. 

« 

PETTINGILL STREAM, Knox County ; source, Appleton, central part ; 
direction, southwest; mouth, Medomak River, Washington; tributary 
to Medomak River. 

PITCHER BROOK, Knox & Lincoln Counties; source, Washington, 
southwest part; direction, southwest; mouth. Dead Stream, Jeffer- 
son; tributary to Davis Stream, Damariscotta Lake, Damariscotta 
River. 
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PITCHER POND, Lincolnvdlle, Northport, Waldo County; inlet, outlet 
of Knights Pond and several small streams; outlet, Duck Trap 
River; area water surface, 1.04 square miles, (C. map, W. Co.). 

PLEASANT POND, Whitefield and Jefferson, Lincoln County; inletis 
several short streams on north and south; outlet into Sheepscot 
River; area water surface, 0.73 square mile, (U. S. G. S. Wiscasset) ; 
elev. 145 ft. 

POND, Appleton, central part, Knox County; inlet, short stream from 
northeast; outlet, through Pettengill Stream to Medomak River; 
area water surface, 0.13 square mile. (C. map, W. Co.). 

POND, Appletbn, west part, Knox County; inlet, outlet of unnamed 
lake; outlet, Pettingill Stream, Medomak River; area water surface, 
0.08 square male, (C. map, W. Co. 

POND, Appleton, southeast part, Knox County ; inlet, short stream 
from east; outlet into Sennebec Pond, St. Georges River; area 
water surface, 0.08 square mile, (C. map, W. Co.). 

POND, Jefferson, Lincoln County; inlet, two streams on north and 
south; outlet into West Branch Sheepscot River; area water sur- 
face, 0.12 square mile, (U. ,S. G. S. Vassalboro) ; elev. 210 ft. 

POND, Jefferson, east of Pleasant Pond, Lincoln County; inlet, short 
stream from north; outlet into Pleasant Pond, Sheepscot River; 
area water surface, o.io square mile, (U. S. G. S., Wiscasset) ; elev. 
170 ft. 

POND, Jefferson, south of Dyer Long Pond, Lincoln County; inlet, 
short stream from south ; outlet into Dyer Long Pond, Dyer River, 
Sheepscot River; area water surface, 0.03 square mile, (U. S. G. S. 
Wiscasset) ; elev. 130 ft. 

POND, Boothbay and Boothbay Harbor, Lincoln County; inlet, short 
stream from south; outlet into Damariscotta River; area water sur- 
face, 0.04 square mile, (U. S. G. S. Boothbay) ; elev. 50 ft. 

POND, Bristol, south of Boyd Pond, Lincoln County; outlet, Boyd 
Pond, Pemaquid River; area water surface, 0.03 square mile, (U. S. 
G. S. Monhegan) ; elev. no ft. 

POND, Knox and Morrill, Waldo County; outlet, through Smith Pond 
to Passagassawakeag River; area water surface, 0.05 square mile, 
(C. map, W. Co.). 

POND, Montville, west part, Waldo County; outlet into St. Georges 
. River; area water surface, 0.02 square mile, (C. map, W. Co.). 

POND, Morrill, iiorth central part, Waldo County; inlet, short stream 
from north ; outlet, through Smith Pond to Passagassawakeag River ; 
area water surface, 0.05 square mile, (C. map, W. Co.). 

POND, Palermo, west of Turner Pond, Waldo County; outlet, into 
Sheepscot River, East Branch; area water surface, o.oi square mile, 
(C. map, W. Co.). 

POND, Searsmont, south of Quantabacook Pond, Waldo County; inlet, 
outlet of Moody Pond; outlet into Quantabacook Pond, St. Georges 
River; area water surface, 0.09 square mile, (C. map, W. Co.)- 
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POND, Swanville, west part, Waldo County; outlet into Wescot 
stream; area water surface, 0.06 square mile, (C. map, W. Co.). 

POND, Waldo, northwest part, Waldo County; inlet, outlet of Clements 
Pond; outlet, Passagassawakeag River; area water surface, 0.09 
square mile^ (C map, W. Co.). ^ 

POND, Washington, Knox County; outlet, Hope Brook, Medomak 
River; area water surface, 0.03 square mile, (U. S. G. S., Waldo- 
boro) ; elev. ,288 ft. 

POND, Washington, West part, Knox County; inlet, short stream from 
north; outlet, into Damariscotta River; area water surface, 0.03 
square mile, (H. map, L. Co.). '' 

PORTER BROOK, Knox County ; source, Rockport, south part ; direc- 
tion, south; mouth, " Chickawaukie Pond, Rockport; tributary to 
Chickawaukie Pond, Meadow River, Mill River, . St. Georges River. 

QUANTABACOOK POND, Searsmont ^nd Morrill, Waldo County; 
inlets, several streams on north and one on southeast*, outlet, St. 
Georges River; area water surface, 1.24 square miles, (C. map, W. 
Co.). 

QUIGGLE BROOK, Knox County ; source, three lakes in Hope ; direc- 
tion, south, west ; mouth, Crawford Pond, Union ; tributaries. Grassy 
Pond, Fish Pond, Hobbs Pond!; tributary to Crawford Pond, St. 
Georges River. 

ROCKY POND, Rockport, Knox " County ; outlet into Oyster River, St. 
Georges River; area water surface, 0.02 square mile, (U. S. G. S., 
Rockland) ; elev. 246 ft. 

ROSS POND, Morrill, Waldo County; outlet into Passagassawakeag 
River; area water surface, 0.21 square mile, (C. map, W. Co.). 

ROUND POND, Union, Knox County; inlets, several short streams; 
outlet. Seven Tree Pond, St. Georges River ; area water surface, JO.28 
square mile, (U. S. G. S., Waldoboro) ; elev. 33 ft. 

ST. GEORGES POND, Liberty, Waldo County; inlets, several short 
streams; outlet, St. Georges River; area water surface, 1.60 square 
miles, (U. S. G. S., Liberty). 

ST. GEORGES RIVER, Lincoln, Knox and Waldo counties; source, 
Montville; direction, southeast, south; mouth, Atlantic Ocean; trib- 
utaries, Oyster River, several unnamed streams and outlets of 
several ponds; tributary to Atlantic Ocean. Drainage area at outlet 
Sennebec. Lake, 1 16 sq. m. ; above mouth Oyster River, 200 sq. m. ; 
at mouth, 225 .sq. m. 

SAVADE POND, Windsor, Kennebec County; inlet, outlet of Fox 
Pond; outlet into West! Branch Sheepscot River; area water surface, 
0.07 square mile, (U. S. G. S., Vassalboro) ; elev. 195 ft. 

SENNEBEC POND, Appleton and Union, Knox County; inlets, St. 
Georges River and several small streams; outlet, St. Georges River; 
area water surface, 0.79 square mile, (U. S. G. S., Waldoboro) ; 
elev. 85 ft.; drainage area 116 sq. m. 
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SEVEN TREE POND, Union and Warren, Knox County; inlets, St. 
Georges River and several small streams; outlet, St. Georges River; 
area water surface, 0.76 square mile, (U. S. G. S., WaMoboro; pres- 
ent storage, 5 ft., io5,938,cxx) cu. ft.; ekv. 33 ft. 

SHEBPSCOT POND, Palermo, Waldo County; inlets. East Branch 
Sheepscot River and outlets of several lakes; outlet, Sheepscot 
Riv.er, East Branch; area water surface, 1.86 square miles, (U. S. 
G. S., Liberty). 

SHEEPSCOT RIVER, Lincoln, Washington and Kennebec counties; 
source, Whitefield, junction of East and West Branches; direction, 
south ; mouth, Sheepscot Bay ; tributaries. West Branch, East Branch, 
Deer Meadow Brook, Dyer Brook, several unnamed streams and 
outlets of lakes; tributary to Sheepscot Bay, Atlantic Ocean. Drain- 
age area below junction East and West branches, 133 sq. m. ; at 
mouth, 228 sq. m. 

SHEEPSCOT RIVER, EAST BRANCH, Waldo and Lincoln counties ; 
source, Freedom and Montville; direction, southwest; mouth, Sheep- 
scot River, Whitefiel-d; tributaries, outlets of several small lakes and 
several streams; tributary to Sheepscot River; drainage area at 
mouth, 80 sq. m. 

SHEEPSCOT RIVER, WEST BRANCH, Kennebec and Lincoln 
counties; source, Pajermo, north part; direction, southwest, south; 
mouth, Sheepscot River, Whitefield; tributaries, several unnamed 
streams; tributary to Sheepscot Rfiver; drainage area at mouth, 53 
sq. m. 

SIDENSPARKERS POND, Waldoboro, Lincoln County; inlet, short 
stream on south; outlet, into St. Georges River; area water surface, 
0.22 square mile, (U. S. G. S., Waldoboro) ; elev. 133 ft. 

SLAGO CREEK, Lincoln County; source, Waldoboro, central part; 
direction, south; mouth, Medomak River, Waldoboro; tributaries, 
small streams; tributary to Medomak River. 

SMITH POND, Knox, Waldo County; inlets, two streams on north 
and west; outlets, through two poiidis to Passagassawakeag River; 
area water surface, 0.08 square mile, (C. map, W. Co.). 

SMITH POND, Morrill, Waldo County; inlets, two streams from 
north and west; outlet, into Passagassawakeag River; area water 
surface, 0.37 square mile, (C. map, W. Co.). 

SOUTH POND, Warren, Knox County ; inlet. Back River ; outlet 
through North Pond into St. Georges River; area water surface, 0.81 
square mile, (U. S. G. S., Waldoboro) ; elev. 35 ft. 

STEVENS POND, Liberty, Waldo County; inlet, outlet of St. Georges 
Pond; outlet into St. Georges River; area water surface, 0.63 
square m<iie, (U. S. G. S., Liberty). 

SURVEYED POND, Windsor, see Savade Pond. 

SWAN LAKE, Swanville, Waldo County ; inlets, several small streams : 
outlet, Goose River; area water surface, 2.36 square miles, (U. S. G. 
S., Bucksport) ; present storage, 5 ft., 328,966,000 cu. ft. ; elev. 200 ft 
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THOMAS POND, Lincolnville and Searsmont, Waldo County; outlet 
into Megunticook River; area water surface, 0.06 square mile, (C. 
map, W. Co.). 

TILDEN POND, Belmont, Waldo County; inlet, several short streams; 
outlet, Duck Trap River; area water surface, 0.56 square mile, (C. 
map, W. Co.). 

TRUES POND, Montville, Waldo County; inlets, outlet of Stevens 
Pond and several streams; outlet, St. Georges River; area water 
surface, 0.27 square mile, (U. S. G. S., Liberty) ; present storage, 5 
ft., 51,575,000 cu. ft. 

TURNER POND, Palermo, Waldo County; inlet, short stream from 
north; outlet, into Sheepscot River, East Branch; area water surface, 
0.04 square mile, (C map, W. Co.). 

WASHINGTON POND, Washington, Knox County; inlet, outlet of 
Clark Pond and Crystal Pond ; outlet, Medomak Brook into Medomak 
River; area water surface, 0.87 square mile, (U. S. G. S., Liberty). 

WATERMAN S CREEK, Lincoln County; source, Waldoboro, south- 
east part; direction, south; mouth, Goose River, Waldoboro; tribu- 
tary to Goose River, Muscongus Sound. 

WEARY POND, Whitefield, Lincoln County inlet, short stream from 
south; outlet into Little Dyer Pond, Dyer Long Pond, Dyer River, 
Sheepscot River; area water surface, 0.06 square mile, (U. S. G. S., 
Wiscasset) ; elev. 190 ft. 

WEBBER POND, Bremen, Lincoln County; inlet, several small streams 
on north and west; outlet into Muscongus Sound; area water 
surface, 0.37 square mile, (U. S. G. S., Monhegan) ; elev. 50 ft. 

WESOOT STREAM, Waldo County; source. Brooks and Monroe; 
direction, south, east, south; mouth, Belfast Bay; tributaries, several 
unnamed streams; tributary to Belfast Bay, Atlantic Ocean; drain- 
age at mouth, 23 sq. m. 

WESKEAG RIVER, Knox County; source, Thomaston, south part; 
direction, southwest, southeast; mouth, Atlantic Ocean; tributary 
to Atlantic Ocean. 

WEST BRANCH, Knox and Lincoln counties; source, Somerville, 
north part; direction, south; mouth, Davis Stream, Jefferson; tribu- 
taries, small streams ; tributary to Davis Stream, Damariscotta Lake, 
Damariscotta River. 

WEST BROOK, Knox County ; source, Warren, east part ; direction, 

southeast; mouth. Oyster River, Warren; tributary to Oyster River, 

St. Georges River. 
WHITEOAK POND, Warren, Knox County ; inlet, St. Georges River ; 

outlet, St. Georges River; area water surface, 0.06 square mile, 

(U. S. G. S., Waldoboro) ; elev. 33 ft. 
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KENNEBEC RIVER BASIN 

ABAGADASSBTT RIVER, Sagadahoc County; source, Gardiner, 
south part; direction, south; mouth, Merrymeeting Bay, Bowdoin- 
ham; tributaries, several small streams; tributary to Merrymeeting 
Bay, Kennebec, River. 

ALDER POND, Ts 2 and 3, R 5, B. K. P., W. K. R., Somerset County, 
inlets, several small streams; outlet, Alder Brook, Dead River, Ken- 
nebec River ;> area water surface, 0.28 square mile, (S. A. map). 

ALDER. STREAM, Franklin County; source, T 3, R 4, W. B. K. P., 
east part; direction, south, northeast; mouth, North Branch Dead 
River, T i, R 5, W. B. K. P.; tributaries, Tim Brook, Little Alder 
Stream, and several short streams; tributary to Dead River, Kenne- 
bec Rflver. 

ALDER STREAM, Penobscot County; source, Dexter, south part; 
direction, south; mouth. Dexter Stream, Newport; tributaries, several 
small streams; tributary to Dexter Stream, Sebasticook Lake, Sebas- 
ticook River, Kennebec River. 

ALDER STREAM, Somerset County ;, source, Butler Pond, Lexington 
and Kingfield; direction, southeast, south; mouth, Oilman Pond, 
Lexington; tributaries, Butler Pond, outlet of Judkins Pond and 
small streams; tributary. to Oilman Pond, Sandy Stream, Carrabassett 
River, Kennebec River. 

ALDER STREAM, Somerset County; source, Squaretown, south part: 
direction, southwest; mouth, Moxie Pond, East Moxie; tributaries, 
several small streams; tributary to Moxie Pond, Moxie Stream. 

ALDER STREAM, LITTLE, Franklin County; source, T 2, R 6. 
W. B. K. P., south .part ; direction, southeast ; mouth. Alder Stream, 
T 2, R 5, W. B. K. P. ; tributaries, outlet of Round Mountain Pond 
and short streams; tributary, to Alder Stream, Dead River, Kennebec 
River. 

ANNABESSACOOK LAKE, Winthrop, Monmouth, Kennebec County ; 
inlets, Wilson Stream, outlet of Lake Maranacook and several small 
streams, outlet of Narrows Pond ; outlet into Cobbosseecontee Pond, 
Cobbosseecontee Stream, Kennebec River; area water surface, 2.19 
square miles, (U, S. G. S. Augusta) ; present storage, 3 ft., 183,161,- 
000 cu. ft. ; drainage area 85 sq. m. ; elev. 171 ft. 

ARNOLD POND, Coburn Gore, Franklin County; inlets, several short 
streams; outlet through Mud Pond; Horseshoe Pond, Horseshoe 
Stream, Chain of Ponds, Dead River, Kennebec River; area water 
surface, 0.27 square male, (C. map). 

ATTEAN POND, T 5, R i, N. B. K. P., Somerset County; inlets, 
Beaver Brook and small streams; outlet, Wood Pond, Moose River, 
Moosehead , Lake, Kennebec River ; area water surface, 445 square 
miles, (S. L. S.) ; possible storage, 10 ft., (included in Wood Pond) ; 
drainage area 259 sq. m. ; elev. 1160 ft. 
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AUSTIN POND, Bald Mountain, Somerset County; inlet, outlet of 
^ Little Austin Pond; outlet, Austin Stream, Kennebec River; area 
* water surface, 0.31 square mile, (H. & W. map). 

AUSTIN POND, UTTLE, Bald Mountain, Somerset County; inlets, 
several short streams on north; outlet into Austin Pond, Austin 
Stream, Kennebec River; area water surface, 0.18 square mile, 
(U. S. G. S. Bingham) ; elev. 1213 ft. 

AUSTIN, STREAM, Somerset County; source, Austin Pond and Little 
Austin Pond, Bald Mountain; direction, south, southwest; mouth, 
Kennebec River, Bingham; tributaries. Gulf Stream, South Branch 
Heald Stream, Chase Stream, Mink Brook and unnamed streams, 
Austin Pond, Little Austin Pond; tributary to Kennebec River; 
drainage area at mouth, 97 sq. m 

AUSTIN STREAM, SOUTH BRANCH, Somerset County; source, 
Mayfield, northeast part ; direction, south, northwest ; mouth, Austin 
Stream, Mayfieild; tributaries, Ritt Brook and small streams; tribu- 
tary to Austin Stream, Kennebec River. 

BACK RIVER CREEK, Sagadahoc County; source, Woolwich central 
part; direction, south; mouth. Back River, Woolwich; tributaries, 
several short streams ; tributary to Back River. 

BAKER BROOK, Somerset County; source, Tomhegan, north part; 
direction, south,, east; mouth, Moosehead Lake, Tomhegan; tribu- 
taries, two small ponds; tributary to Moosehead Lake, Kennebec 
River. 

BAKER POND, Moxie Gore, Somerset County; outlet by short stream 

north,. outlet, Wesserunsett Stream, Kennebec River; area water sur- 
T.A^^o°*^ "'"^'■*' '"''''• ^"- ^- ^- S- A"^°n) ; elev. 629 ft 

and ,h^?.^^' ^P^"'*"»' Somerset County; inlets, Dimmick Stream 
and short stream on south; outlet. Baker Stream, Moxie Pond, 

fu S f'^'^-'^T'T ^""' "'^^ ""^^ ^"^^^«' "^o square, mile 
lU. ^. Cj. S. Bingham) ; elev. 1063 ft 

BAKER POND, T 5, R 6, B. K. P., W. K. R., Somerset County; inlet 
Kenlh T "" "'^^'^ '''''''' ^'^ ^P-"^ S^--> Dead Rive ; 

BAKER STREAM, Somerset County; source. Baker Pond, Spaulding- 
direction, north; mouth, Moxie Pond, BaW Mountain; tributaries! 
DMnmick Stream, Baker Pond, Moxie Bog, small streams; tributary 
to Moxie Pond, Moxie Stream, Kennebec River. 

BALD MOUNTAIN BROOK, Somerset County; source. Bald Moun- 
tain, north part; direction, west; mouth. Moxie Pond, Bald Moun- 
tain ; tributaries, several small streams ; tributary to Moxie Pond, 
Moxie Stream, Kennebec River. 

BARTLETT BROOK, Somerset County; source, Appleton, central 
part; direction, north ; mouth, Moose River in Holeb; tributary, short 
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Stream on east; tributary to Moose River, Moosehead Lake. Kenne- 
bec River. 

BARKER POND, Cornville, Somerset County; inlets, several short 
streams; outlet, Little Brook, Black Stream, Moose Pond, Sebasti- 
cook River, Kennebec River; area water surface, 0.17 square mile, 
(U. S. G. S. Skowhegan) ; elev. 378 ft. 

BARNARD POND, Eustis, Franklin County; outlet, Tim Branch, 
North Branch Dead River, Kennebec River; area water surface, o.io 
square mile, (estimated). 

BARRETT POND, T 6, R i, N. B. K. P., Somerset County; outlet, 
short stream to Moose River, Moosehead Lake, Kennebec River ; 
area water surface, 0.04 square mile, (S. A. map). 

BARTLETT POND, LITTLE, T 4, R 5, B. K. P., W. K. R., Somerset 
County; inlet, outlet of Bartlett Pond; outlet. Big Spencer Stream, 
Dead. River, Kennebec River; area water surface, 0.14 square mile, 
(S. L. S.) ; elev. 1385 ft.; drainage area 7 sq. m. 

BASSETT BROOK, Somerset County; source, Moscow, north part; 
-direction, southwest; mouth, Chase Stream, Moscow; tributary to 
Chase Stream, Austin Stream, Kennebec River. 

BEAN BROOK, Somerset County; source, northwest part T 4, R 7, 
B. K. P., W. K. R. ; direction, east ; mouth, Parlin Pond, Parlin 
Stream; tributaries, small streams at source; tributary to Parlin 
Stream, Moose River, Moosehead Lake, Kennebec River. 

BEANS POND, Pleasant Ridge, Somerset County; inlet, short stream 
on north ; outlet into Rowe Pond, Sandy Stream, Carrabassett River, 
Kennebec River; area water surface, 0.05 square mile, (U. S. G. S. 
Bingham) ; elev. 1250 ft. , 

BEAR BROOK, Franklin County; source, T 2, R 6, W. B.. K. P., 
north part; direction, west, south; mouth. Chain of Ponds, T 2, R 6, 
W. B. K. P.; tributaries, several short streams; tributary to Chain 
of Ponds, Dead River, Kennebec River. 

BEAR BROOK, Somerset County; source, Bald Mountain, north part; 
direction, north, west; mouth, Moxie Pond, East Moxie; tributaries, 
small streams on south; tributary to Moxie Pond, Moxie Stream, 
Kennebec River. 

BEAR POND, T 3, R 5. B. K. P., W. K. R., Somerset County ; outlet, 
short stream to .King & Bartlett Pond, Little King Pond, Spencer 
Stream, Dead River, Kennebec River; area water surface, 0.02 
square mile, (C. map). 

BEAVER BR0O,K, Kennebec County ; source, Clinton, central part ; di- 
rection, southeast; mouth, Sebasticook River, Clinton; tributaries 
several small streams on west; tributary to Sebasticook River, 
Kennebec River. 

BEAVER BROOK, Somerset County; source, pond in southwest part 
T 4, R 7, B. K. P., W. K. R. ; direction, north ; mouth, Attean Pond, 
Attean; tributaries, Horse Stream, Moose Brook; tributary to At- 
tean Pond, Moose River, Moosehead Lake, Kennebec River. 
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BEAVER POND, Jerusalem, Franklin County; inlet, short stream on 
north; outlet by short stream to Poplar Brook, Carrabassett River, 
Kennebec River; area water surface, 0.006 square mile, (Map, H. F. 
S.). 

BEAVER DAM BROOK, Franklin County; source, Farmington, east 
part; direction, south; mouth, Sandy River, Farmington; tributaries^ 
several small streams; tributary to Sandy River, Kennebec River. 

BECCA INLET, Somerset County; source. Flagstaff, east part; direc- 
tion, southwest; mouth. Flagstaff Pond, Flagstaff; tributary to Flag- 
staff Pond, Dead River, Kennebec River. 

BECK POND, T 3, R 5, B. K. P., W. K. R., Somerset County; inlet, 
outlet of Bear Pond; outlet by short stream to King & Bartlett Pond, 
Uttle King Pond, Spencer Stream, Dead River, Kennebec River; 
area water surface, 0.04 square mile, (C. map). 

BELGRADE STREAM, Kennebec County; source, Long Pond, Bel- 
grade; direction, south, east, northeast; mouth, Messalonskee Lake, 
Belgrade; tributaries, Long Pond and small streams; tributary to 
Messalonskee Lake, Messalonskee Stream, Kennebec River. Drain- 
age area at Belgrade Mills, & sq. m. ; at outlet Long Pond, 114 sq. m. 

BENJAMIN POND, T 5, R i, N. B. K. P., Somerset County; inlet, 
outlet of Clearwater Pond; outlet through unnamed Pond to Mud 
Pond, Wood Pond, Moose River, Moosehead Lake, Kennebec River ; 
area water surface, 0.21 square mile, <C. map). 

BERRY POND, Wayne & Winthrop, Kennebec County; inlet, Gardner 
Brook, Jones Brook and short streams; outlet, through Dexter and 
Wilson ponds, Wilson Stream, Cobbosseecontee Stream; area water 
surface, 0.26 square mile, (U. S. G. S. Livermore) ; elev. 242 ft. 

BITTER BROOK, Somerset County; source, T 3, R 6, B. K. P., W. K. 
R., east part; direction, west; mouth, Enchanted Stream, T 3,'r 6, B. 
K. P., W. K. R.; tributary to Enchanted Stream, Dead River^ 
Kennebec River. 

BLACK BROOK, Somerset County ; source, Round Pond, Squaretown ; 
direction, west; mouth, Kennebec River, Moxie Gore; tributaries, 
Black Brook Pond, Knights Pond, Round Pond, and small streams ; 
tributary to Kennebec River! 

BLACK BROOK, Somerset County; source, Brassua, west part; direc- 
taon, southeast; mouth, Fletcher Stream, Brassua; tributary to 
Fletcher Stream, Moose River, Moosehead Lake, Kennebec River. 

BLACK BROOK, Franklin County; source, Redington, east part; direc- 
tion, north, west ; mouth, Nash Brook, T i, R 3, W. B. K. P. ; tribu- 
taries, several small streams ; tributary to Nash Brook, South Branch 
Dead River, Kennebec River. 

BLACK BROOK POND, Moxie Gore, Somerset County; inlet. Black 
Brook; outlet, Black Brook, Kennebec River; area water surface, 
0.54 square mile, (U. S. G. S. The Forks) ; elev. 893 ft. 

BLACK STREAM, Somerset County; source, Cornville, southeast part; 
direction, southeast, northeast, south; mouth, Sibley Pond, Canaan; 
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tributaries, several small streams; tributary to Sibley Pond, Carra- 

bassett Stream. 
BLACK STREAM, Somerset County; source, Cornville, east part; di- 
rection, east; mouth, Moose Pond, Hartland; tributaries, several 

small streams and outlets of ponds; tributary to Moose Pond, Se- 

basticook River, Kennebec River. 
BLACK HILL POND, Embden, Somerset County; outlet, into Mill 

Stream, Carrabas^ett River, Kennebec River ; area water surface, 0.05 

square mile, (U. S. G. S. Anson) ; elev. 390 ft. 
BLAKESLEE LAKE, T 5, R 6, B. K. P., W. K. R., Somerset County; 

•inlet, short stream on north ; outlet. Big Spencer Stream, Dead River, 

Kennebec River; area water surface, 0.38 square mile, (S. A. map). 
BLUFF POND, T 6, R 2, N. B. K. P., Somerset County ; inlets, several 

short streams ; outlet. Little Big Wood Pond, Wood Stream, Wood 

Pond, Moose River, Moosehead Lake, Kennebec River; area water 

surface, 0.02 square mile, (S. A. map). 
BLUNTS BROOK, Franklin County; source, Farmington, northeast 

part ; direction, souith ; mouth, Sandy River, Farmington ; tributaries, 

few short streams ; tributary to Sandy River, Kennebec River. 
BOG BROOK, Waldo County; source, Troy, south part; direction, 

southwest ; mouth. Unity Pond, Bumham ; tributary to Unity Pond, 

Sandy Stream, Sebasticook River, Kennebec River. 
BOG BROOK, Franklin County; source. Bog Brook Pond, T i^ R 8, 

W. B. K. P.; direction, north; mouth, Moose River, T i, R 8, W. 

B. K. P.; tributary to Moose River, Moosehead Lake, Kennebec 

River. 

BOG BROOK, Somerset County; source, Athens, northwest part; direc- 
tion, south, southeast; mouth. West Branch Wesserunsett Stream, 
Athens ; tributaries, several small streams on west ; tributary to West 
Branch Wesserunsett Stream, Kennebec River. 

BOG BROOK, Somerset Counity; source, Athens, southwest part; 
direction, south; mouth, Wesserunsett Stream, Cornville; tributary 
to Wesserunsett Stream, Kennebec River. 

BOG BROOK, Somerset County; source, Cornville, south part; direc- 
tion, southwe&t; mouth. West Branch Wesserunsett Stream, Corn- 
ville; tributary to Wtesserunsett Stream, Kennebec River 

BOG BROOK, Somerset County; source, Dead River, southeast part; 
direction, north; mouth, Dead River, D^ad River; tributary to Dead 
River, Kennebec River. 

BOG POND, T 2, R 8, W. B. K. P., Franklin County; inlets, several 
short streams; outlet. Mill Brook, North Branch Moose River, 
Moosehead Lake, Kennebec River; area water surface, 0.03 square 
mile, (S. A. map). 

BOG POND, Hartland, Somerset County; outlet. East Branch Black 
Stream, Carrabassett Stream, Kennebec River; area water surface, 
0.05 square mile, (U. S. G. S. Skowhegan) ; elev. 410 ft. 

BOG POND, T 5, R I, N. B. K. P., Somerset Counity; inlet, short 
stream on north; outlet. Moose River, Moosehead Lake, Kennebec 
River; area wat^r surface, 0.17 square mile, (C. map). 

13 
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BOG BROOK POND, Lowell, Franklin County ; inlet, stream on east ; 
outlet, Bog Brook, Moose River, Moosehead Lake, Kennebec River; 
ar€a water surface, 0.12 square mile, (S. A. map). 
BOG STREAM, Somerset and Franklin counties ; source. New Sharon 
and Mercer; direction, east, north; mouth, Sandy River, Mercer; 
tributaries, several small streams near source; tributary to Sandy 
River, Kennebec River. 
BOMBAZEE BROOK, Somerset County ; source, Norridgewock, north' 
west part; direction, north; mouth, Kennebec River, Norridgewock; 
tributaries, several small streams on east; tributary to Kennebec 
River. 
BOND BROOK, Kennebec County; source, Manchester, east part; 
direction, south, southeast; mouth, Kennebec River, Augusta; tribu- 
taries, several small ^streams ; tributary to Kennebec River. 
BOUNDARY BROOK, Franklin County; source. Boundary Pond, 
T 2, R 8, W. B. K. P. ; direction, southeast ; mouth, Moose River, T 
I, R 8, W. B. K. P. ; tributaries. Boundary Pond and small streams ; 
tributary to Moose River, Moosehead Lake, Kennebec River. 
BOUNDARY POND, T 2, R 8, W. B. K. P., Franklin Cpunty ; inlet, 
short stream on west; outlet. Boundary Brook, North Branch Moose 
River, Moosehead Lake, Kennebec River; area water surface, 0.14 
square mile, (S. A. map). 
BOUNDARY POND, NORTH, T 3, R 6, W. B. K. P., Franklin 
'County; inlet, several small streams; outlet, through several ponds 
and streams to Horseshoe Pond Stream, Chain of Ponds, Dead 
River, Kennebec River; area water surface, 0.02 square mile, (S. A. 
map). 
BOUNDARY POND, SOUTH, T 3, R 6, W. B. K P., Franklin 
County; inlet, several small streams; outlet, through short streams 
and several ponds to Horseshoe Pond Stream, Chain of Ponds, Dead 
River, Kennebec River; area water surface, 0.02 square mile, 
(S. A. map). 
BOWEN BROOK, Franklin County; source, Sandy River PL, south- 
east part; direction, southeast; mouth, Sandy River, Madrid; trib- 
utary to Sandy River, Kennebec River. 
BOYDEN POND, Embden, Somerset County; outlet, through Fahi 
Pond, Fahi Brook, Carrabassett River, Kennebec Rfiver; area water 
surface, o.oi square mile, (U. S. G. S. Anson) ; elev. 415 ft. 
BRADBURY BROOK, Franklin County; source, T i, R 5, W. B. K. 
P., east part ; direction, southwest ; mouth, North Branch Dead River, 
Eustis; tributary to Dead River, Kennebec River 
BRADBURY STREAM, Somerset County; source, Wyman Pond, 
Brighton ; direction, south ; mouth, West Branch Wesserunsett 
Stream, Athens; tributaries, Wyman Pond, small streams; tribu- 
tary to West Branch Wesserunsett Stream, Kennebec River. 
BRADLEY POND, Topsham, Sagadahoc County; inlet, short streams 
on north; outlet, Cathance River, Kennebec River; area water sur- 
face, 0.03 square mile, (U. S. G. S. Bath) ; elev. 90 ft. 
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BRANDY BROOK, Somerset County; source, Chase Stream, central 
part; direction, southeast; mouth, Kennebec River, Chase Stream; 
tributaries, Coburn Brook, Kennebec River. 

BRASSUA LAKE, T i and T 2, R 2, N. B. K. P., Taunton & Rayn- 
ham, Somerset County; inlets. Moose River, Brassua Stream, Mis- 
ery Stream and several small streams; outlet. Moose River, Moose- 
head Lake, Kennebec River; area water surface, 5.43 square miles, 
(S. L. S.) ; elev. 1042 ft; drainage area 'j2lS sq. m. 

BRASSUA LAKE, LITTLE, Sandwich, Somerset County ; inlet, Moose 
Rliver; outlet, Moose River, Moosehead Lake, Kennebec River; area 
Water surface, 0.12 square mile, (S. L. S.). 

BRASSUA STREAM, Somerset County; source, T 3, R 2 and T 3, R 
3, N. B. K. P.; direction, east, south; mouth, Brassua Lake, Bras- 
sua; tributary to Brasisua Lake, Moose River, Moosehead Lake, 
Kennebec River; tributaries, several small streams and outlets of 
ponds. 

BROWIN BROOK, Somerset County; source. Harmony, west part; 

direction, south, east; mouth, Moose Pond, Harmony; tributaries, 

Perry Pond and small streams; tributary to Moose Pond, Sebasti- 

cook River, Kennebec River. 
BUKER POND, Litchfield, Kennebec County; inlet, outlet of Jimmy 

Pond; outlet, through Sand Pond, Purgatory Pond to Cobbossee- 

contee Stream, Kennebec River; area water surface, 0.09 square 

mile, (U. S. G. S. Gardiner) ; elev. 170 ft 
BURNHAM POND, T 2, R 6, B. K. P., E. K. R., Piscataquis County; 

mlet, short stream on east; outlet. Upper Indian Pond, Kennebec 

T^TToJ^r'/''^^ ^^'^^'^ ^"'^^^^^^ ^-^^ s^"^^^ "^ile> (S. A. map). 
BUSSELL BROOK, Piscataquis County; source, Wellington, central 

part; direction, southwest; mouth, Higgins Brook, Wellington; 

tributary to Higgins Brook, Moose Pond, Sebasticook River, Kenne- 

Dec River. 

BUTLER POND, Lexington and Kingfield, Franklin and Somerset 
hZl'f i,- "'J^''"^' ^^^ ^^^^'^' °"t^«t' Alder Stream, Carra- 

^re:V'mi.^rctr ^^^^^' ^^^ -'-' '-'--• °- -- 

TuSf ^-''''t' 7 '•J- '• ^- ^- ^•' W- K- R' Somerset County.- 
outet. Mam Inlet. Flagstaff Pond, Dead River, Kenneec River 
area water surface, 0.08 square mile, (S. A. map) 

BUTLER POND, T 4, R S. B. K. P.. W. K. R., Somerset County; 
mlet. short stream on north; outlet, through Flagstaff Pond, Dead 
River, Kennebec River; area water surface, 0.21 square mile (S A 
map). "^ ■ 

CAMBRIDGE POND, Ripley, Somerset County; inlet, stream on 
west; outlet, into Main Stream, Sebasticook River, Kennebec River; 
area water surface. 0.09 square mile. (C. atlas). 

CARLTON BROOK. Waldo County; source, Troy, north part; direc- 
rection, southwest ; mouth, Unity Pond, Burnham ; tributaries, several 
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Streams near source; tributary to Unity Pond, Sandy Stream, Se- 
basticook River. 

CARLTON POND, Readfield and Winthrop, Kennebec County; inlet 
small stream on north; outlet through Narrows Pond, Annabassa- 
cook Lake, Cobbosseecontee Pond, Cobbosseecontee Stream, Kennebec 
River ; area water surface, 0.52 square mfile, (U. S. G. S. Augusta) ; 
elev. 530 ft. 

CARNEY BROOK, Somerset County; source. Decker Ponds, Cara- 
tunk; direction, south; mouth, Kennebec iRiver; tributaries, several 
small streams and Decker Ponds; tributary to Kennebec River. 

CARRABASSETT RIVER, Somerset and Franklin counties; source. 
North Branch in Crockertown, South Branch, Salem; direction, 
east, south, southeast ; mouth, Kennebec River, Anson ; tributaries. 
Mill Stream, Sandy Stream, and several small streams; tributary 
to Kennebec Rliver. Drainage area, North Branch at mouth, 03 
sq. m. ; South Branch at mouth, 72 sq. m. ; junction North and 
Sou,th branches 165 sq. m. ; above mouth Sandy Stream, 222 sq. m.; 
below mouth Sandy Stream, 323 sq. m. ; above mouth Mill Stream 
354 sq. m. ; below mouth Mill Stream, 400 sq. m. ; at mouth, 401 
sq. m. 

CARRABASSETT STREAM, Kennebec and Somerset counties; 
source, Sibley Pond, Canaan; direction, southwest; mouth, Kennebec 
River, Clinton; tributaries, Sibley Pond and small stream; tribu- 
tary to Kennebec River; drainage area at mouth, 80 sq. m. 

CARRY BROOK, Somerset County; source, Plymouth, south part; 
direction, east; mouth, Moosehead Lake, Seboomook; tributary to 
Moosehead Lake, Kennebec Riiver. 

CARRY BROOK, Somerset County; source, Squaretown, northwest 
part; direction, southwest; mouth, Kennebec River, Moxie Gore; 
tributaries, short streams at source; tributary to Kennebec River. 

CARRY POND, EAST, T 2, R 3, B. K. P., W. K. R., Somerset 
County; inlets, several small streams; outlet. Carrying Place 
Stream, Kennebec River; area water surface, 0.71 square mile, (S. A. 
map). 

CARRY POND, MIDDLE, T 2, R 3, B. K. P., W. K. R., Somerset 
County; inlet, short stream on north; outlet, Sandy Stream, Carra- 
bassett River, Kennebec River; area water surface, 0.30 square mile, 
(S. A. map). 

CARRY POND, WEST, Carrying Place, Somerset County; inlets, 
several streams on south; outlet short stream to Dead River, 
Kennebec River; area water surface, 1.21 square mile, (S. L. S. ; 
present storage 10 ft., 360,000,000 cu. ft.; drainage area 14 sq. m.; 
elev. 1250 ft. 

CATHANCE RIVER, Sagadahoc County ; soiirce, Bowdoin, north part ; 
direction, south, east, north, east, south; mouth, Bowdoinhani, 
Merrymeeting Bay, tributaries. West Branch and several small 
streams; tributary to Merrymeeting Bay, Kennebec River. 



KENNEBEC RIVER BASIN. I97 

CENTER POND, Sangerville, Piscataquis County; imet, short streams 
on west; outlet, Main Stream, Sebasticook River, Kennebec River; 
area water surface, 0.54 square mile, (C. atlas). 

CHAIN OF PONDS, R 2, R 6, W. B. K. P., Franklin County ; inlets, 
short streams and outlets of ponds; outlet, Dead River, Kennebec 
Riv^r; area water surface, 1.20 square miles, (S. L. S.) J present 
storage, 5 ft., 150,500,000 cu. ft.; drainage area 78 sq. m. ; elev. 1266 
ft. 

CHANDLER MILL STREAM, see North Branch Sandy River. 

CHASE BOG, Spaulding, Somerset County; inlet, small streams on 
north; outlet. Chase Pond, Chase Stream, Austin Stream, Kennebec 
River; area water surface, 0.02 square mile, (U. S. G. S., Bing- 
ham) ; elev. 1590 ft. 

CHASE POND, Jim Pond, Franklin County; outlet, North Branch 
Dead Rdver, Kennebec River; area water surface, 0.04 square mile, 
(S. A. map). 

CHASE POND, Moscow, Somerset County; inlet, outlet of Bog Pond; 
outlet,' Chase Stream, Austin Stream, Kennebec River ; area water 
surface, 0.16 square mile, (U. S. G. S. Bingham) ; elev. 1353 ft. 

CHASE POND, LITTLE, Moscow, Somerset County; outlet. Chase 
Stream, Austin Stream, Kennebec River; area water surface, o.oi 
square mile, (U. S. G. S. Bingham) ; elev. 1230 ft. 

CHASE STREAM, Somerset County ; source, Spaulding, southwest 
"part; direction, south; mouth, Austin Stream, Moscow; tributaries, 
Bassett Brook and small streams and ponds; tributary to Austin 
Stream, Kennebec River. 

CHASE STREAM, Somerset County; source, 10,000 Acre Tract, north 
part; directions, southeast, northeast, southeast; mouth, Kennebec 
River, West Forks; tributaries, many small streams; tributary to 
Kennebec River. 

CHASE STREAM POND, 10,000 Acre Tract and T 2, R 7, B. K. P., 
W. K. R., Somerset County; inlet. Chase Stream; outlet. West 
Branch Chase Stream, Kennebec River; area water surface, 0.07 
square mile, (S. A. map). 

CHINA LAKE, Vassalboro, China, Kennebec County; inlet, several 
unnamed streams ; outlet, Sebasticook River, Kennebec River ; area 
water surface, 6.02 square mile, (U. S. G. S. Vassalboro) ; present 
storage, 7 ft, 1,174,796,000 cu. ft. ; drainage area 36 sq. m. ; elev. 195 
ft. 

CHURCH BROOK, Somerset County; source. Harmony, east part; 
direction, south; mouth. Main Stream Pond, Harmony; tributary 
to Maiin Stream, Moose Pond, Sebasticook River, Kennebec River. 

CHURCHILL STREAM, Somerset County; source in several ponds 
in T 3, R 2, N. B. K. P.; direction, south; mouth. Long Pond, T 
3, R I, N. B. K. P.; tributaries. Fish Pond, Ironbound Pond and 
short streams; tributary to Long Pond, Moose River, Moosehead 
Lake, Kennebec River. 
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CHURCHILL STREAM, Somerset County ; source, T 2, R 7, B. K. P., 
W. K. R., east part; direction, northeast; mouth, West Outlet, 
Moosehead Lake; tributaries, several small streams; tributary to 
West Outlet, Moosehead Lake, Kennebec River. 

CHURCHILL STREAM, UPPER, Somerset County; source, south- 
east part T 4, R 3, W. B. K. P.; direction, south; mouth. Moose 
River, Jackman; tributaries, several small streams; tributary to 
Moose River, Moosehead Lake, Kennebec River. 

CLEAR BROOK, Somerset County; source, Smithiield, north part; 
direction, south, southwest; mouth, North Pond, Smithfield; tribu- 
tary to North Pond, Great Pond, Long Pond, Belgrade Stream, 
Messalonskee Lake, Messalonskee Stream, Kennebec River. 

CLEARWATER BROOK, Franklin County; source, T 2, R 6, W. B. 
K. P., northeast part; direction, southwest; mouth. Long Pond, T 2, 
R 6, W. B. K. P.; tributaries, several small streams; tributary to 
Long Pond, Dead River, Kennebec River. 

CLEARWATER INLET, Somerset County; source, Flagstaff, north 
part; direction, south; mouth, Flagstaff Pond, Flagstaff ;* tributary 
to Flagstaff Pond, Dead River, Kennebec River. 

CLEARWATER POND, Industry and Farmington, Franklin County; 
outlet by short stream to Sandy River, Kennebec River; area water 
surface, 1.08 square mile, (S. L. S.) ; present storage, 5 ft., 156,- 
100,000 cu. ft; elev. 1520 ft. 

CLEARWATER POND, T 5, R i, N. B. K. P., Somerset County; 
outlet, Benjamin Pond, Mud Pond, Wood Pond, Moose River, 
Moosehead Lake, Kennebec River; area water surface, 0.06 square 
mile, (S. A. map). 

CLEARWATER STREAM, Franklin County; source, Clearwater 
Pond, Industry ; direction, south ; mouth, Sandy River, New Sharon ; 
tributanies, several small streams; tributary to Sandy River, Ken- 
nebec River; drainage area at mouth, 22 sq. m. 

COBBOSSEECONTEE POND, Winthrop, Manchester, Monmouth, 
West Gardiner, Litchfield, Kennebec County; inlet, outlet of Lake 
Annabessacook and many small streams; outlet, Cobbosseecontee 
Stream, Kennebec River; area water surface, 8.50 square miles, 
U. S. G. S. Augusta and Gardiner) ; present storage, 4 ft., 947,866,- 
600 cu. ft. ; drainage area 133 sq. m. ; elev. 168 ft. 

COBBOSSEECONTEE STREAM, Kennebec, Sagadahoc and Andros- 
coggin counties; source, Cobbosseecontee Pond, Winthrop, Man- 
chester, Monmouth, West Gardiner; direction, south, east, northeast; 
mouth, Kennebec River, Gardiner ; tributaries, Cobbosseecontee 
Pond, Pleasant Pond, Cold Stream and outlets of several ponds; 
tributary to Kennebec River. Drainage area at outlet Torsey Pond, 
8 sq. m. ; at outlet Lake Maranacook, 33 sq. m.; at outlet. Lake An- 
nabessacook, 85 sq. m.; at outlet Lake Cobbosseecontee, 133 sq. m.; 
above mouth Pleasant Pond outlet, 187 sq. m.; at outlet Pleasant 
Pond, 27 sq. m.; below Pleasant Pond Outlet, 214 sq. m.; at Gar- 
diner Water Works, 220 sq. m.; at mouth, 221 sq. m. 



KENNEBEC RIVER BASIN. I99 

COBURN BROOK, Somerset County; source, Chase Stream, north 
part; direction, south; mouth, Brandy Brook, Kennebec River; 
tributary to Brandy Brook, Kennebec River. 

COCHNBWAGON POND, Monmouth, Kennebec County; inlets, sev- 
eral small streams; outlet, Wilsoh stream, Cobbosseecontee Stream, 
Kennebec River; area water surface, 0.59 square mile, (U. S. G. S. 
Lewiston) ; present storage, 7 ft., 115,158,000 cu. ft.; drainage area 
3.3 sq. m. ; elev. 271 ft. 

COLD BROOK, Franklin County; source, T 2, R 2, W. B. K. P., 
southeast part; direction, north, west; mouth, Dead River, T 2, R 
2, W. B. K. P.; tributaries, small streams at source; tributary to 
Dead River, Kennebec River. 

COLD BROOK, Somerset County; source, Madison, southeast part; 
direction, southeast, north; mouth. West Branch Wesserunsett 
Stream; tributaries, several small streams; tributary to Wesserun- 
sett Stream, Kennebec River. 

COLD STREAM, Kennebec County; source, Farmingdale, south part; 
direction, south; mouth, Coosseecontee Stream, West Gardiner; 
tributaries, Grover Brook and small streams; tributary to Cobbossee- 
contee Stream, Kennebec River. 

COLD STREAM, Somerset County; source. Cold Stream Pond, 
Misery and Parlin Pond; direction, southwest, southeast; mouth, 
Kennebec River, West Forks; tributaries, Tomhegan Stream and 
several small streams; tributary to Kennebec River. 

COLD STREAM POND, T 2, R 6, and T 2 and 3, R 7, B. K. P., 
W. K. R., Somerset County; inlets, several small streams; outlet, 
Cold Stream, Kennebec River; area water surface, 0.52 square mile, 
(S. A. map). 

COMO LAKE, Harmony, Somerset County; inlet. Main Stream; out- 
let. Main Stream, Moose Pond, Sebasticook River, Kennebec River; 
area water surface, 0.07 square mile, (U. S. G. S. Skowhegan) ; elev. 
266 ft. 

COTTLE BROOK, Franklin County; source, Phillips, southwest part; 
direction, northeast; mouth, Sandy River, Phillips; tributary to 
Sandy River, Kennebec River. 

COW POND, Lang PI. and Davistown, Franklin County; outlet. Loon 
Lake, Dead River, South Branch, Kennebec River; area water sur- 
face, not measured. 

CROCKER POND, T 5, R 2, N. B. K. P., Somerset County; inlet> short 
stream on north; outlet, Sandy Stream, Moose River, Moosehead 
Lake, Kennebec River; area water surface, 0.48 square mile, (S. A. 
map). 

CROSBY POND, Coburn Gore, Franklin County; inlets, several short 
streams; outlet. Chain of Ponds, Dead River, Kennebec River; area 
water surface, 0.23 square mile, (C. map). 

CROSBYVILLE STREAM, Franklan County; source, Avon, northeast 
part; direction, northeast, east, south; mouth, Sandy River, Strong; 
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tributaries, several small streams; tributary to Sandy River, Ken- 
nebec River. 

GROSSMAN STREAM, Franklin County; source, T. E, central part; 
direction, east; mouth, Sandy River, T E and Madrid line; tribu- 
taries, small streams on north; tributary to Sandy River, Kenne-. 
bee River. 

CUTLERS MILL STiREAM, Franklin County; source. New Vineyard 
south part; direction, south; mouth, Sandy River, Farmington; 
tributaries, several small streams; tributary to Sandy River, Kenne- 
bec River. 

DAM POND, Augusta, Kennebec County; outlet, Sevenmile Brook, 
Kennebec River; area water surface, 0.16 square mile, (U. S. G. ?. 
Vassalboro) ; elev. 210 ft. 

DAVIS POND, T 5, R 6, B. K. P., W. K. R., Somerset County; inlet, 
short stream on north; outlet into Big Spencer Stream, Dead River, 
Kennebec River; .area water surface, 0.04 square mile, (S.' A. map). 

DAY MOUNTAIN POND, Strong and Avon, Franklin County; outlet, 
Sandy River, Kennebec River; area water surface, not measured. 

DElAD RIVER, Somerset and Franklin counties ; source. North Branch 
in T 3, R 6, W. B. K. P., South Branch in Dallas; direction, east, 
north, northeast, southeast; mouth, Kennebec River, The Forks; 
tributaries, Stratton Brook, Nash Brook, Redington Brook, Alder 
Stream, Big Spencer Stream, Kibby Stream, Enchanted Stream and 
many small lakes and streams; tributary to Kennebec River. Drain- 
age area North Branch at mouth, 195 sq. m. ; South Branch at 
mouth, 168 sq. m. ; Chain of Ponds, 78 sq. m. ; Greenbush or Ledge 
Falls dam site, 135 sq. m. ; above mouth Flagstaff Stream, 392 sq. 
m. ; at Long Falls, 500 sq. m. ; Grand Falls above mouth Spencer 
Stream, 546 sq. m. ; gaging station at mouth, 878 sq. m. 

DEAD RIVER POND, Dallas, Franklin County; inlets, several short 
streams; outlet. Dead River Pond Stream, Dead River, Kennebec 
River; area water surface, 0.90 square mile, (S. A. map). 

DEAD STREAM, Franklin County; source, Gore north of T i, R 8, 
W. B. K. P., central part; direction, east; mouth, T i, R 8, W. B. K. 
P., Moose River; tributaries, several small streams; tributary to 
Moose River, Moosehead Lake, Kennebec River. 

DEAD STREAM, Somerset County; source, several ponds in 10,000 
Acre Tract; direction, southeast, east, southeast; mouth, Kennebec 
River, West Forks; tributaries, many small ponds; tributary to 
Kennebec River. 

DEAD STREAM POND, West Forks, Somerset County; inlets, Dead 
Stream, outlets of small ponds; outlet, Dead Stream, Kennebec 
River; area water surface, 0.09 square mile, (U. S. G. S. The 
Forks) ; elev. 989 ft. 

DECKER BROOK, Somerset County; source, Caratunk, southeast 
part; direction, south, west; mouth, Kennebec River, Moscow; tribti- 
taries, several small streams; tributary to Kennebec River. 
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DECKER POND, Caratunk, Somerset County; outlet, Carney Brook, 
Kennebec River; area water surface, 0.02 square mile, (U. S. G. S. 
Bingham) ; elev, 1250 ft. 

DEER POND, T 4, R 5, B. K. P., W. K. R., Somerset County; outlet, 
through Flagstaff Pond, Dead River, Kennebec River; area water 
surface, 0.08 square mile, (S. A. map). 

DERMOT POND, LITTLE, T 2, R i, N. B. K. P., Somerset County ; 
outlet by short stream to Moose River, Moosehead Lake, Kennebec 
River; area water surface, 0.34 square mile, (C. map). 

DEXTER POND, Wayne, Kennebec County; inlet, outlet of Berry 
Pond; outlet, Wilson Pond, Wilson Stream, Cobbosseecontee 
Stream, Kennebec River; area water surface, 0.18 square mile, 
(U. S. G. S. Livermore) ; elev. 242 ft. 

DEXTER PONDS, Dexter & Ripley, Penobscot County; inlets, several 
small streams; outlet, Sebasticook River, Kennebec River; area 
water surface, 1.70 square mile, (C. atlas) ; present storage, 10 ft., 
473,933,000 cu. ft. 

DEXTER STREAM, Penobscot County; source. Dexter Pond, Dexter; 
direction, south; mouth, Sebasticook Lake, Newport; tributaries. 
Dexter Pond, Alder Stream and small streams; tributary to Sebas- 
ticook River, Kennebec River. 

DILNOW BROOK, Kennebec and Androscoggin counties; source, 
Monmouth, central part; direction, south; mouth, Minwah Stream, 
Monmouth; tributary to Minwah Stream, Cobbosseecontee Pond, 
Cobbosseecontee Stream, Kennebec River. 

DIMMICK POND, NORTH, Spaulding, Somerset County; inlets, 
several short streams and outlet of Dimmick Pond, south; outlet 
into Baker Pond, Baker Stream, Moxie Pond, 'Moxie Stream, 
Kennebec River; area water surface, 0.06 square mile, (U. S. G. S. 
Bingham) ; elev. 1410 ft. 

DIMMICK POND, SOUTH, Spaulding, Somerset County; inlet, out- 
let of Mountain Pond and short stream on west ; outlet, into Dim- 
mick Pond,' north. Baker Stream, Moxie Pond, Moxie Stream, 
Kennebec River; area water surface, 0.12 square mile, (U. S. G. S. 
Bingham) ; elev. 1470 ft. 

DIMMICK STREAM, Somerset County; source, Dimmick Ponds, 
Spaukling; direction, north; mouth. Baker Pond, Spaulding; tribu- 
taries, Dimmick Ponds, small streams; tributary to Baker Pond, 
Baker Stream, Moxie Pond, Moxie Stream, Kennebec River. 

DOUBLE HEAD POND, Litchfield, Kennebec County ; inlet, short 
stream from north; outlet, Purgatory Pond, Cobbosseecontee 
Stream, Kennebec River; area water surface, 0.02 square mile, (U. 
S. G. S. Gardiner) ; elev. 175 ft. 

DOUGHNUT POND, Caratunk, Somerset County; outlet, Robinson 
Pond, Robinson Pond Outlet, Pleasant Pond Stream, Kennebec 
River; area water surface, o.oi square mile, (U. S. G. S. Bingham) ; 
elev. 1590 ft. 
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DOUGLAS POND, Kibby, Franklin County; inlet, short stream on 
north; outlet, into Kibby Stream, Big Spencer Stream, Dead River, 
Kennebec River; area water surface, 0.22 sq. m. (S. A. map). 

DOUGLAS POND, Palmyra, Somerset County; inlets, several short 
streams, Sebasticook River; outlet, Sebasticook River, Kennebe«i 
River; area water surface, 0.08 square mile (C, atlas). 

DUCK POND, Freedom, Waldo County; inlet, short stream on south; 
outlet, Sandy Stream, Half Moon Stream, Sebasticook River, Ken- 
nebec River; area water surface, 0.05 square mile, C. map, W. Co.). 

DUTTON POND, Kingifield, Franklin County; inlet, short stream on 
north; outlet North Branch Carrabassett River, Kennebec River; 
area water surface, 0.14 square mile, (W. map, F. Co.) ; present 
storage, 8 ft., 31,224,000 cu. ft.; possible storage, 12 ft., 46,836,00c 
cu. ft. 

EAST BROOK, Somerset County; source. Carrying Place Twp., cen- 
tral part ; direction, south ; mouth, Rowe Pond Stream, ' Highland 
PI.; tributary, pond at source; tributary to Rowe Pond Stream, 
Sandy Stream, Carrabassett River, Kennebec River. 

EAST POND, Smitbfield and Oakland, Somerset County; inlets, 
short streams; outlet. North Pond, Great Pond, Long Pond, Bel- 
grade Stream, Messalonskee Lake, Messalon^kee Stream, Kennebec 
River; area water surface, 2.69 square mile, (U. S. G. S. Norridge- 
wock) ; present storage, 4 ft., 289,971,000 cu. ft.; elev. 257 ft. 

EAST POND, T 2, R I, W. B. K. P., Franklin County; inlet, short 
stream on east; outlet Saddleback Branch, Sandy River, Kennebec 
River; area water surface, 0.04 square mile, (S. A. map). 

EASTERN RIVER, Lincoln and Kennebec counties; source, Windsor 
and Whitefield; direction, south, southwest; mouth, Kennebec River, 
Dresden; tributaries, several unnamed streams and outlet of Joy 
Pond; tributary to Kennebec River. 

ELLIS POND, Oakland and Belgrade, Kennebec County; inlets, outlet 
of McGrath Pond and small streams; outlet. Great Pond, Long 
Pond, Belgrade Stream, Messalon-skee Lake, MessalcAskee Stream, 
Kennebec River; area water surface, 0.88 square mile, (U. S. G. S. 
Norridgewock) ; present storage, 6 ft., 147,198,000 cu. ft. ; elev. 270 
ft. 

ELLIS POND, 10,000 Acre Tract, Somerset County; inlet, short stream 
from north; outlet. Dead Stream, Dead Stream Pond, Kennebec 
River; area water surface, 0.14 square mile, (U. S. G. S. The 
Forks) ; elev. 1102 ft. 

EMBDEN POND, Embden, Somerset County; inlets, several small 
streams and outlet of Hancock Pond; outlet. Mill Stream, Carra- 
bassett River, Kennebec River; area water surface, 2.37 square 
miles, (U. S. G. S. Anson) ; present storage, 4 ft., 264,287,000 cu. 
ft.; possible storage capacity, 12 ft., 792,862,000 cu. ft.; drainage 
area 29 sq. m. ; elev. 419 ft. 
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EMERTON PONDS, Pleasant Ridge, Somerset County; outlet into 
Kennebec River; area water surface, 0.02 square mile, (U. S. G. S. 
Bingham) ; elev. 390 ft. 

ENCHANTED STREAM, Somerset County; source, T 3, R 6, B. K. 
P., W. K. R., west part; direction, south; mouth, T 2, R 5, B. K. 
P., W. K. R., Dead River; tributaries, several small streams; tribu- 
tary to Dead River, Kennebec River. 

EVANS POND, China, Kennebec County; outlet by short stream to 
China Lake, Sebasticook River, Kennebec River; area water surface^ 
0.02 square mile, (U. S. G. S. Vassalboro) ; elev. 290 ft. 

FAHI BROOK, Somerset County; source, Fahi Pond, Embd^n; direc- 
tion, south, southwest; mouth, Mill Stream, Anson; tributary, Fahi 
Pond; tributary to Mill Stream, Carrabassett River, Kennebec River. 

FAHI POND, Embden, Somerset County; inlets, outlet of Mud and 
Boynton ponds, and Sandy Pond; outlet, Fahi Brook, Carrabassett 
River, Kennebec River; area water surface, 0.25 square mile, (U. S. 
G. S. Anson); present storage 4 ft, 27,878,000 cu. ft.; possible 
storage, 8 ft., 55,757,ooo cu. ft.; elev. 410 ft. 

FALL BROOK, Somerset County; source, Mayfield, south part; di- 
rection, south, southwest; mouth, Kennebec River, Solon; tributaries, 
Johnson Brook and several small streams; tributary to Kennebec 
River. 

FELLOW BROOK, Kennebec County; source, Winthrop, west part; 
direction, north; mouth. Berry Pond, Winthrop; tributaries, several 
small streams; tributary to Berry Pond, Dexter Pond, Wilson Pond, 
Wilson Stream, Lake Annabassacook, Cobbosseecontee Pond and 
Cobbosseecontee Stream, Kennebec River. 

FERGUSON STREAM, LITTLE, Somerset County; source. Har- 
mony, north part; direction, south; mouth, Higgins Brook, Har- 
mony; tributary to Higgins Brook, Moose Pond, Sebasticook River, 
Kennebec River. 

FIFTEEN MILE BROOK, Waldo and Kennebec counties; source, 
Palermo, north part; direction, northwest, north; mouth, Sebasti- 
cook River, Clinton; tributaries, several small streams and outlet 
of Lovejoy Pond; tributary to Sebasticook River, Kennebec River. 

FISH POND, Moxie Gore, Somerset County; outlet, short stream 
into Kennebec River; area water surface, 0.02 square mile, (U. S. 
G. S. The Forks). 

FISH POND, T 2, R 4, B. K. P., W. K. R., Somerset County; outlet, 
through unnamed -ponds to Dead River, Kennebec River; area water 
surface, o.oi square mile, (S. A. map). 

FISH POND, T 4, R 6, B. K. P., W. K. R., Somerset County; inlet, 
short stream from north; outlet, Spencer Pond, Spencer Stream, 
Dead River, Kennebec River; area water surface, 0.03 square mile, 
(S. A. map). 
FISH POND, T 4, R 5, B. K. P. W. K. R, Somerset County; inlet, 
outlet of Little King Pond; outlet, Spencer Stream, Dead River, 
Kennebec River; area water surface, 0.04 square mile, (C. map). 
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PISH POND, T 3, R 2, N. B. K. P., Somerset County; inlets, outlet 
of Muskrat Pond and short streams; outlet through Mud Pond, 
Churchill Stream, Long Pond, Moose River, Moosehead Lake, Ken, 
nebec River; area water surface, 0.38 square mile, (C. map). 

FISH POND, BIG, T 6, R i, N. B. K. P., Somerset County; inlets, 
outlets oi small ponds; outlet into Moose River, Moosehead Lake, 
Kennebec River; area water surface, 0.11 square mile, (S. A. map). 

FISH POND, LITTLE, T 6, R i, N. B. K. P., Somerset County; out- 
let, into Moose River, Moosehead Lake, Kennebec River; area water 
surface, 0.04 square mile, (S. A. map). 

FITZGERALD POND, T 2, R 6, B. K. P., E. K. R., Piscataquis Coun- 
ty; inlets, several small streams; outlet, Moosehead Lake, Kennebec 
River; area water surface, 0.50 square mile, (S. A. map). 

FLAGSTAFF LAKE, Flagstaff, Somerset County; inlets, several 
streams .and outlets of ponds; outlet. Dead River, Kennebec River; 
area water surface, 1.43 square miles, (S. L. S.) ; present storage, 12 
ft., 470,000,000 cu. ft.; possible storage, 22 ft.; 2,000,000,000 cu. ft; 
drainage area, 45 sq. m. ; elev. 1 126 ft. 

FLETCHER STREAM, Somerset County; source, Brassua, north part; 
direction, south; mouth, Moose River, Sandwich; tributary, Black 
Brook ; tributary to Moose River, Moosehead Lake, Kennebec River. 

FOSTER POND, T i, R i, N. B. K. P., Somerset County; inlet, 
West Outlet, Moosehead Lake; outlet, West Outlet, Kennebec River; 
area water surface, 0.18 square mile, (S. A. map). 

FRYPAN POND, Squaretown, Somerset County; outlet. Black Brook, 
Kennebec River; area water surface, 0.03 square mile, (U. S. G. S. 
The Forks) ; elev. 1257 ft. 

GANDER BROOK, Somerset County; source, Dennis, central part; 
direction, southeast ; mouth. Wood Pond, Dennis ; tributary to Wood 
Pond, Moose River, Moosehead Lake, Kennebec River. 

GARDINER POND, Wiscasset, Lincoln County; inlet, short stream on 
south; outlet, into Eastern River, Kennebec River; area water sur- 
face, o.io square mile, (U. S. G. S. Wiscasset) ; elev. 168 ft. 

GARDNER BROOK, Kennebec County; source, Winthrop, northwest 
part; direction, south; mouth, Berry Pond, Winthrop; tributary, 
Jones Brook; tributary to Berry, Dexter and Wilson ponds, Wilson 
Stream, Lake Annabessacook, Cobbosseecontee Pond, Cobboss^e- 
contee Stream, Kennebec River. 

GEORGE LAKE, Skowhegan and Canaan, Somerset County; inlet?, 
several short streams; outlet. Oaks Stream, Carrabassett Stream, 
Kennebec River; area water surface, 0.52 square mile, (U. S. G. S. 
Skowhegan) ; elev. 228 ft. 

GILMAN POND, Lexington and New Portland, Somerset County; 
outlet. Alder Stream, Sandy Stream, Carrabassett River, Kennebec 
River; area water surface, i.oo square mile, (S. A. map and C. atlas) ; 
present storage, 5 ft., 39,030,000 cu. ft. 
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GOLD BROOK, Franklin County; source, T 2, R 6, W. B. K. P., south- 
east part ; direction, southwest ; mouth, Dead River, T 2, R 6, W. B. 
K P.; tributary to Dead River, Kennebec River. 

GOODWIN BROOK, Somerset County ; source, Ripley, southwest part ; 
direction, south, west; mouth. Great Moose Lake, Hartland; tribu- 
tary to Great Moose Lake, Sebasticook River, Kennebec River. 

GRACE POND, T 3, R 6, B. K. P., W. K. R., Somerset County ; inlets, 
several short streams; outlet, Horse Stream, Beaver Brook, Attean 
Pond, Wood Pond, Moose River, Moosehead Lake, Kennebec River; 
area water surface, 0.24 square mile, (C. map). 

GRASS POND, T 6, R I, N. B. K. P.; Somerset County; outlet, 
through short stream to Moose River, Moosehead Lake, Kennebec 
River; area water surface, o.oi square mile, (S. A. map). 

GRASS POND, T 2, R 4, B. K. P., W. K. R., Somerset County; inlet, 
outlet of Kilgore Pond; outlet. Pierce Ponds, Pierce Pond Stream, 
Kennebec River; area water surface, o.ii square ipile, (S. A. map). 

GREAT POND, Belgrade, Rome, Kennebec County; inlets, short 
streams and outlets of several lakes; outlet. Long Pond, Belgrade 
Stream, Messalonskee Lake, Messalonskee Stream, Kennebec River; 
area water surface, 12.81 square miles, (U. S. G. S. Augusta and 
Norridgewock) ; present storage, 7 ft., 2,499,857,000 cu. ft. ; drainage 
area 82 sq. m. ; elev. 247 ft. 

GREELY POND, Augusta, Kennebec County ; inlets, several short 
streams; outlet, Togus River, Kennebec River; area water surface, 
0.08 square mile, (U. S. G. S. Vassalboro) ; elev. 170 ft. 

GREELY POND, Dallas, Franklin County; inlet, short stream on west; 
outlet into Dead River, Kennebec River; area water surface, 0.13 
square mile, (S. A. map). 

GREENBUSH POND, BIG, Jim Pond, Franklin County; outlet, North 
Branch Dead River, Kennebec River; area water surface, 0.04 square 
mile, (S. A. map). 

GREENBUSH POND, LITTLE, Jim Pond, Franklin County; outlet. 
North Branch Dead River, Kennebec River; area water surface, 0.03 
square mile, (S. A. map). 

GRINDSTONE POND, Kingfield, Franklin County; outlet. Tufts 
Pond, Older Stream, South Branch Carrabassett River, Kennebec 
River; area water surface, o.oi square mile, (W. Map, F. Co.). 

GROVER BROOK, Kennebec County; source. West Gardiner, north 
part; direction, south, southeast; mouth. Cold Stream, West Gardi- 
ner; tributaries, few small streams; tributary to Cold Stream, Cob- 
bosseecontee Stream, Kennebec River. 

GULF STREAM, Somerset County; source, Withee Pond, Mayfield; 
direction, northwest; mouth, Austin Stream, Moscow; tributaries, 
Withee Pond and several small streams on south; tributary to Aus- 
tin Stream, Kennebec River. 

GULF STREAM, Somerset County; source, northwest part, T 6, R - 
W. B. K. P.; direction, south; mouth. Moose River, Holeb; tributa- 
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ries, several short streams; tributary to Moos« River, Moosehea-i 
Lake, Kennebec River. 
GULF STREAM, LI'TTLE, Franklin County; source, Gore north of 
T. I, R 8, W. B. K. P., northwest part; direction, east; mouth, Moose 
River, Holeb ; tributary to Moose River, Moosehead Lake, Kennebec 
River. 
HALEY BROOK, Somerset County ; source, Madison, east part ; direc 
tion, south; mouth. West Branch Wesserunsett Stream, Comville; 
tributaries, several small streams; tributary to West Branch W 
serunsett Stream, Kennebec River. 
HALEY INLET, Franklin County; source, Madrid, northwest part; 
direction, northwest ; mouth, Dead River Pond, T 2, R 2, W. B. K. P. ; 
tributary to Dead River Pond, Dead River, Kennebec River. 
HALF MOON POND, St. Albans, Somerset County; inlets, several 
short streams; outlet, East Branch Sebasticook River, Kennebt*c 
River; area water surface, 0.05 square mile, (C. atlas). 
HALFMOON STREAM, Waldo County; source, Montville, 'north 
part; direction, north, northwest; mouth, Twenty-five Mile Stream, 
Unity; tributaries, Sandy Stream, Haskall Brook, Palmer Brook ard 
small streams; tributary to Twenty-five Mile Stream, Sebasticook 
River, Kennebec River; drainage area at mouth 74 sq. m. 
HALL POND, T 5, R 7, B. K. P., W. K. R., Somerset County; inlets, 
short stream and outlet of Whipple Pond; outlet, Spencer Pond. 
Spencer Stream, Dead River, Kennebec River; area water surface, 
0.13 square mile, (S. A. map). 
HAMILTON POND, Belgrade, Kennebec County; outlet Belgrade 
Stream, Messalonskee Stream, Kennebec River; area water surface, 
0.03 square mile, (U. S. G. S. Augusta) ; elev. 310 ft. 
HAMMOND BROOK, Franklin County ; source, Jerusalem, south part ; 
direction, northeast; mouth. North Branch Carrabassett River, Jeru- 
salem ; tributary to Carrabassett River, Kennebec River. 
HANCOCK POND, Embden, Somerset County; inlets, several short 
streams; outlet, Em-bden Pond, Mill Stream, Carrabassett River, 
Kennebec River; area water surface, 0.45 square mile, (U. S. G. S. 
Anson) ; present storage, 4 ft., 50,181,000 cu. ft. ; possible storage lo 
ft, 125,453,000 cu. ft. ; elev. 517 ft. 
HASKALL BROOK, Waldo County; source, Knox, northwest part; 
direction, north; mouth, Half moon Stream, Knox County; tributary 
to Halfmoon Stream, Sandy Stream, Sebasticook River, Kennebec 
River. 

HATHORN BOG, Coburn Gore, Franklin County; inlets, several short 
streams; outlet. Chain of Ponds, Dead River, Kennebec River; area 
water surface, 0.22 square mile, (S. A. map). 

HAYDEN LAKE, Madison, see Wesserunsett Lake. 

HEALD BROOK, LITTLE, Somerset County ; source, Spaulding, cen- 
tral part; direction, southeast; mouth, Heald Stream, Moscow; 
tributary to Heald Stream, Austin Stream, Kennebec River. 
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HEALD POND, south, Spaulding, Somerset County; inlets, outlet of 
Heald Pond, north, and outlet of small pond; outlet, Heald Stream, 
Austin Stream, Kennebec River; area water surface, 0.04 square 
mile, (U. S. G. S. Bingham) ; elev. 1370 ft. 

HEALD POND, east, Spaulding, Somerset County; inlet, short stream 
from north; outlet into Heald Pond, south, Heald Stream, Austin 
Stream, Kennebec River; area water surface, 0.03 square mile, (U. 
S. G. S. Bingham) ; elev. 1385 ft. 

HEALD POND, north, Spaulding, Somerset County; inlet, short 
stream from west; outlet, Heald Pond, south, Heald Stream, Austin 
Stream, Kennebec River; area water surface, 0.04 square mile, (U. 
S. G. S. Bingham) ; elev. 1385 ft. 

HEALD POND, Moose River PL, Somerset County; inlets, short 
streams on north; outlet, Heald Stream, Moose River, Mooseheal 
Lake, Kennebec River; area water surface, 0.27 square mile, (C. 
map). 

HEALD STREAM, Somerset County ; source, Heald Ponds, Spaulding ; 
direction, southeast; mouth, Austin Streanj, Moscow; tributaries, 
Heald Ponds, Little Heald Brook, and small streams; tributary to 
Austin Stream, Kennebec River. 

HEALD STREAM, Somerset County; source, T 4, R 3, W. B. K. P., 
south part; direction, south; mouth, Moose River, Jackman; trib 
taries, Heald Pond and small streams; tributary to Moose Rive-. 
Moosehead Lake, Kennebec River. 

HENSON . BROOK, Somerset County ; source, Jackman, central part ; 
direction, northwest; mouth. Moose River, Jackman; tributary to 
•Moose River, Moosehead Lake, Kennebec River. 

HICKS POND, Palmyra, Somerset County; inlets, short streams; out- 
let, East Branch Sebasticook River, Kennebec River; area water 
surface, 0.02 square mile, (C. atlas). 

HIGGINS BROOK, Somerset and Piscataquis counties ; source Brighton 
PL, northeast part; direction, southeast; mouth. Moose Pond, Har- 
mony; tributaries, Bussell Brook, Little Ferguson Stream, and small 
streams; tributary to Moose Pond, Sebasticook River, Kennebec 
River. 

HIGH POND, T 2, R 4, B. K. P., W. K. R., Somerset County ; inlet, 
short stream on north; outlet, through unnamed ponds to Dead 
River, Kennebec River; area water surface, 0.02 square mile, (S. A. 
map). 

HOLEB POND, T 6, R i, N. B. K. P., Somerset County; inlets,, sev- 
eral short streams; outlet into Moose River, Moosehead Lake, Ken- 
nebec River; area water surface, 2.00 square miles, (S. L. S.) ; elev. 
1236 ft. 

HOLEB STREAM, Somerset County; source, Holeb Pond, T 6, R i, 
N. B. K. P.; direction, south; mouth. Moose River, Holeb; tributa- 
ries, Holeb Pond, and short stream ; tributary to Moose River, Moose- 
head Lake, Kennebec River ; drainage area at mouth, 28 sq. m. 
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HOLLAND BROOK, Franklin County; source, Temple, west part; 
direction, south ; mouth, Wilson Stream, Wilton ; tributary to Wilson 
Stream, Sandy River, Kennebec River. 

HOLLY BROOK, Somerset County; source, The Forks, south part; 
direction, southwest; mouth, Kennebec River, The Forks; tributa- 
ries, small streams on north; tributary to Kennebec River. 

HORSE POND, T 3, R 6, B. K. P., W. K. R, see Grace Pond. 

HOR§E STREAM, Somerset County; source, Grace Pond in T 3, R 
6, B. K. P., W. K. R. ; direction, northwest ; mouth, Beaver Brook, 
T 4, R 7, B. K. P., W. K. R. ; tributary, Grace Pond ; tributary to 
Beaver Brook, Moose River, Moosehead Lake, Kennebec River 

HORSESHOE POND, Chain of Ponds, Franklin County; inlet, outlet 
of small ponds; outlet. Horseshoe Pond Stream, Chain of Ponds, 
Dead River, Kennebec River; area water surface, 0.05 square mile, 
(S. A. map). 

HORSESHOE POND, T 3, R 5, B. K. P., W. K. R., Somerset County: 
inlets, several short streams ; outlet into Spencer Stream, Dead River, 
Kennebec River, area water surface, 0.15 square mile, (C. map). 

HORSESHOE POND, Coburn Gore, Franklin County; inlet, outlet of 
Mud Pond ; outlet. Horseshoe Stream, Chain of Ponds, Dead River, 
Kennebec River; area water surface, 0.03 square mile, (C. map). 

HORSESHOE POND, T 5, R i, N. B. K. P., Somerset County; outlet, 
through unnamed pond to Mud Pond, Wood Pond, Moose River, 
Moosehead Lake, Kennebec River; area water surface, o.ii square 
mile, (C. map). 

HORSESHOE POND, West Gardiner, Kennebec County; outlet. Cob- 
bosseecontee Stream, Kennebec River; area water surface, o.io square 
mile, (U. S. G. S. Gardiner) ; elev. 134 ft. 

HORSESHOE POND, East Moxie, Somerset County; outlet, short 
stream mto Alder Stream, Moxie Pond, Moxie Stream, Kennebec 
River; area water surface, 0.03 square mile, (U. S. G. S. The Forks) • 
elev. 1465 ft. 

HORSESHOE POND, 10,000 Acre Tract, Somerset County; inlets, 
outlets of Island and Round ponds ; outlet into Dead Stream, Ken- 
nebec River ; area water surface, 0.07 square mile, (U. S. G S The 
Forks) ; elev. 1050 ft. ' 

HORSESHOE POND STREAM, Franklin County; source, Coburn 
Gore, west part ; direction, southeast ; mouth, Chain of Ponds, T 2, 
R 6, W. B. K. P. ; tributaries, several lakes and short streams ; tribu- 
tary to Chain of Ponds, Dead River, Kennebec River. 

HOUSTON BROOK, Franklin County; source, Jerusalem, northwest 
part; direction, southeast; mouth, Carrabassett River, Jerusalem; 
tributaries, short streams near mouth ; tributary to Carrabassett River, 
Kennebec River. 

HOUSTON BROOK, Somerset County; source. Pleasant Ridge, south- 
west part; direction, east; mouth, Kennebec River, Pleasant Ridge; 
tributaries. Little Houston Brook and small streams; tributary to 
Kennebec River. 
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HOUSTON BROOK, LITTLE, Somerset County; source. Concord, 
north part ; direction, north ; mouth, Houston Brook, Concord ; tribu- 
taries, several small streams; tributary to Houston Brook, Kennebec 
River. 

INDIAN POND, St. Albans, Somerset County; inlets, outlet of Little 
Indian Pond and short streams; outlet, Indian Stream, Sebasticook 
River, Kennebec River; area water surface, i.oo square mile, (C. 
atlas) ; present storage, 12 ft., 334,541 »ooo cu. ft. ; drainage area 27 
sq. m. 

INDIAN POND, Lexington, Somerset County; outlet, short stream in 
Carrabassett River, Kennebec River; area water surface, 1.60 sq. m. 
(S. A. map). 

INDIAN POND, T I, R 7, B K. P., W. K. R., Somerset and Piscata^ 
quis counties; inlets, east and. west outlets of Moosehead Lake and 
small streams; outlet, Kennebec River; area water surface, 1.55 
square miles, (S. L. S.) ; present storage 11.5 ft, 524,352,000 cu. ft.; 
drainage area 1350 square miles. 

INDIAN POND, BIG, Lowell, Franklin County ; inlets, several small 
streams ; outlet, short stream to Moose River, Moosehead Lake, Ken- 
nebec River; area water surface, o.io square mile, (S. A. map). 

INDIAN POND, LITTLE, Lowell, Franklin County; inlet, short 
stream on north ; outlet through short stream to Moose River, Moose- 
head Lake, Kennebec River; area water surface, 0.02 square mile, 
(S. A. map). 

INDIAN POND, LITTLE, St. Albans, Somerset County; inlets, out- 
let of Dearborn Pond and several streams; outlet, Indian Stream, 
Sebasticook River, Kennebec River; area water surface, 0.25 square 
mile, (C. atlas). 

INDIAN POND, LITTLE, Squaretown, Somerset County ; outlet. Little. 
Indian Stream, Indian Pond, Kennebec River; area water surface, 
0.02 square mile, (U. S. G. S. The Forks) ; elev. 1080 ft... 

INDIAN STREAM, Somerset County; source, Indian Pond, St. Albans; 
direction, southwest ; mouth, Sebasticook River, Palmyra ; tributaries', 
Indian Pond and outlets of small ponds; tributary to Sebastico.Dk 
River, Kennebec River; drainage area at outlet Indian Pond, 27 
sq. m. 

INDIAN STREAM, Franklin County; source, T 2, R 6, W. B. K. P., 
west part; direction, east; mouth. Chain of Ponds, T'2, R 6, W. B. 
K. P. ; tributary to Chain of Ponds, Dead River, Kennebec River. 

INDIAN STREAM, Somerset and Piscataquis counties; source. Big 
Indian Pond, Squaw Mountain ; direction, west, north ; mouth, Indian 
Pond, Indian Stream; tributaries, Little Indian Stream, Trout 
Stream, Big Indian Pond and small streams; tributary to Indian 
Pond, Kennebec River. 

INDIAN STREAM, LITTLE, Somerset County; source, Little Indian 
Pond, Squaretown; direction, north; mouth, Indian Stream, Indian 
Stream PL; tributaries, Little Indian Pond and small streams; tribti- 
tary to Indian Stream, Indian Pond, Kennebec River. 
14 
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INTERVALE BROOK, Piscataquis County; source, T A, R 13, W E. 
hf S., central part; direction, north; mouth. First Kokadjo Lake, 
T A, R 13, W. E. L. S. ; tributary to First Kokadjo Lake, Kokadja 
River, Moosehead Lake, Kennebec River 

IRON POND, T 5, R 6, B. K. P., W. K. R., Somerset County ; outlet. 
Rock Pond, Baker Brook, Big Spencer Stream, Dead River, Kenne 
bee River; area water surface, 0.07 square mile, (S. A. map). 

IRON BOUND POND, Solon and Athens, see Wentworth Pond. 

ISLAND POND, 10,000 Acre Tract, Somerset County; outlet, through 
Horseshoe Pond to Dead Stream, Kennebec River; area water 
surface, 0.05 square mile, (U. S. G. S. The Forks) ; elev. 1130 ft. 

JACKSON BROOK, Somerset County; source, Moscow, south part: 
direction, south; mouth, Kennebec River, Bingham; tributaries, sev- 
eral small streams; tributary to Kennebec River. 

JACKSON POND, Concord, Somerset County; inlet, short stream from 
north; outlet. Mill Stream, Martin Stream, Kennebec River; area 
water surface, 0.02 square mile, (U. S. G. S. Bingham) ; elev. 550 ft, 

JAMIES POND, Manchester, Farmingdale, Kennebec County; inlets, 
two short streams; outlet, Sanborn Pond, Cobbosseecontee Stream, 
Kennebec River; area water surface, 0.08 square mile, (U S. G. S. 
Augusta) ; elev. 210 ft. 

JIM POND, T I, R 5, W. B. K. P., Franklin County; inlet, short 
stream on ^lorth; outlet. Dead River, Kennebec River; area water 
surface, 0.47 square mile, (S. L. S.) ; present storage, 5 ft, 69,700,000 
cu. ft. ; drainage area 21 sq. m. ; elev. 1235 ft. 

JIM MAC POND, T 5, R 3, N. B. K. P., Somerset County; outlet, 
Sandy Stream, Moose River, Moosehead Lake, Kennebec River; area 
water surface, 0.03 square mile, (S. A. map). 

JIMMY BROOK, Somerset County ; source, Parkman, south part ; direc- 
tion south; mouth. Main Stream, Cambridge; tributary to Main 
Stream, Great Moose Lake, Sebasticook River, Kennebec River. 

JIMMY POND, Litchfield, Kennebec County; inlet, unnamed stream 
on south; outlet, through Buker Pond, Sand Pond, Purgatory Pond, 
Cobbosseecontee Stream, Kennebec River; area water surface, 0.05 
square mile, (U. S. G. S., Gardiner) ; elev. 175 ft. 

JOAQUIN BROOK, Somerset County; source, Athens, east part; 

• 

direction, southeast; mouth. Black Stream, Hartland; tributaries, 
several small streams; tributary to Black Stream, Moose Pond, 
Sebasticook River, Kennebec River. 

JOCK MUNJAW STREAM, Kennebec County; source, Litchfield, 
west part; direction, north; mouth, Cobbosseecontee Pond, Mon- 
mouth; tributaries, several small streams; tributary to Cobbossee- 
contee Pond, Cobbosseecontee Stream, Kennebec River. 

JOHNSON BROOK, Somerset County; source, Moscow, south part; 
direction, south; mouth, Fall Brook, Bingham; tributaries, Mo^^s 
Pond and several small streams. 
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JONES BROOK, Kennebec County; source, Wayne, northeast part: 
direction, south; mouth, Gardner Brook, Winthrop; tributary to 
Gardner Brook, Berry, Dexter and Wilson ponds, Wilson Strearn. 
Lake Annabessacook, Cobbosseecontee Pond, Cobbosseecontee Stream, 
Kennebec River. 

JONES BROOK, Somerset County; source, Norridgewock, north part; 
direction, south; mouth, Kennebec River, Norridgewock; tributary lo 
Kennebec River. 

JONES POND, T 4, R 3, B. K. P., W. K. R., Bigelow, Somerset 
County; inlets, several small streams; outlet, Stratton Brook, Dead 
River, Kennebec River; area wat^r surface, o.o6 square mile, (S. A. 
map). 

JONES POND, Wyman, Franklin County ; inlets, several small streams ; 
outlet, Stratton Brook, Dead River, Kennebec River; area water 
surface, o.o8 square mile, (S. A. map). 

JOY POND, Pittston, Kennebec and Lincoln counties; inlets, short 
streams on north; outlet into Eastern River, Kennebec River; area 
water surface, 0.03 square mile, (U. S. G. S. Wiscasset) ; elev. 182 ft. 

JUDKINS POND, Lexington, Somerset County; outlet. Alder Stream. 
Sandy Stream, Carrabassett River, Kennebec River; area water 
surface, o.io square mile, (S. A. map). 

JUGGERNAUT STREAM, Kennebec County; source, Lake Annabessa- 
cook, Monmouth; tributary. Lake Annabessacook; tributary to Cob- 
bosseecontee Pond, Cobbosseecontee Stream, Kennebec River. 

KELLY BROOK, Somerset County; source, The Forks, central part; 
direction, west; mouth, Kennebec River, The Forks; tributaries, 
small streams on south; tributary to Kennebec River. 

KENNEBEC RIVER, Penobscot, Piscataquis, Kennebec and Sagadahoc 
counties ; source, Moosehead Lake ; direction, generally south ; mouth, 
Atlantic Ocean ; tributaries, Moosehead Lake, Austin Stream, Carra- 
bassett River, Sandy River, Messalonskee Stream, ^ Cobbosseecontee 
Stream, and many small stream-s; tributary to Atlantic Ocear. 
Drainage area at outlet Moosehead Lake, 1240 sq. m. ; above mouth 
Indian Pond, 1250 sq. m. ; at Indian Pond dam, 1350 sq. m. ; below 
mouth Chase Stream, 1370 sq. m. ; above mouth Moxie Stream, 1464 
sq. m. ; below mouth Moxie Stream, 1563 sq. m. ; above mouth Dead 
River, 1570 sq. m. ; below mouth Dead River, 2448 sq. m. ; at Upper 
Caratunk Ferry, 2480 sq. m. ; at Carrying Place Rips, 2540 sq. m. ; 
above mouth Austin Stream, 2618 sq. m. ; below mouth Austin Stream, 
2715 sq. m. ; at Solon Dam, 2740 sq. m. ; above mouth Carrabassct 
River, 2818 sq. m. ; below mouth Carrabassett River, 3219 sq. m. ; at 
Madison, 3230 sq. m. ; above mouth Sandy River, 3246 sq. m. ; below 
mouth Sandy River, 2890 sq. m. ; at Bombazee Rips, 3900 sq. m. ; at 
Skowhegan, 3950 sq. m.; above mouth Wesserunsett Stream, 3952 sq. 
m. ; below mouth Wesserunsett Stream, 4094 sq. m. ; above mouth 
Carrabasset Stream, 4107 sq. m. ; below mouth Carrabasset Stream, 
4187 sq. m.; at Shawmut, 4250 sq. m. ; at Fairfield, 4260 sq. m. ; at 
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Waterville, 4270 sq. m. ; below mouth Sebasticook River, 5250 sq. m. ; 
below mouth Messalonskee Stream, 5460 sq. m. ; at Augusta, 5550 
sq. m. ; below mouth Cobbosseecontee Stream, 5820 sq. m. ; at Rich- 
mond, 5900 sq. m. 

KEZER POND, Winthrop, Kennebec County; outlet, Cobbosseecontee 
Pond, Cobbosseecontee Stream, Kennebec River; area water surface, 
0.02 square mile, (U. S. G. S. Augusta) ; elev. 230 ft. 

KIBBY POND, Kibby, Franklin County; outlet, Kibby Stream, Big 
Spencer Stream, Dead River, Kennebec River ; area water surface, 0.02 
square mile, (S. A. map). 

KIBBY STREAM, Franklin County; source, T i, R 6, W. B. K. P. 
northwest part ; direction, southeast ; mouth, Spectacle Pond, T 4, R 5. 
B. K. P., W. K. R. ; tributaries, outlets of several ponds and short 
streams; outlet. Spectacle Pond, Big Spencer Stream, Dead River, 
Kennebec River. 

KTDDER POND, Vienna, Kennebec County; outlet, through short 
stream to Long Pond, Belgrade Stream, Messalonskee Lake, Messa- 
lonskee Stream, Kennebec River; area water surface, 0.03 square 
mile, (U. S. G. S. Norridgewock) ; elev. 850 ft. 

KIDNEY LAKE, Middlesex Canal, Piscataquis County; inlet, shoi-t 
stream on north ; outlet, Spencer Lake, Spencer Stream, Dead River, 
Kennebec River; area water surface, 0.13 square mile, (S. A. map)' 

KILGORE POND, T i and 2, R 4, B. K. P., W. K. R., Somerset 
County; outlet. Grass Pond, Pierce Ponds, Pierce Pond Stream, 
Kennebec River; area water surface, 0.14 square mile, (S. A. map). 

KILGORE POND, LITTLE, T i and 2, R 4, B. K. P., W. K. R., Som- 
erset County; outlet, Dead River, Kennebec River; area water sur- 
face, 0.03 square mile, (S. A. map). 

KIMBALL BROOK, Somerset County; source. Harmony, west pan; 
direction, southeast, northeast; mouth, Higgins Brook, Harn'ony; 
tributaries, several small streams; tributary to Higgins Brook, Moose 
Pond, Sebasticook River, Kennebec River. 

KINCAlt) STREAM, Somerset County; source, Solon, east part; direc- 
tion, southeast; mouth, West Branch Wesserunsett Stream, 'Com- 
ville; tributaries, several small streams; tributary to West Branch 
Wesserunsett Stream, Kennebec River. 

KING & BAiRTLETT POND, T 4, R 5, B. K. P., W. K. R., Somerset 
County; inlets, several small streams; outlet, into Big Spencer 
Stream, Dead River, Kennebec River; area water surface, 0.81 
square mile, (S, L. S.) ; drainage area 3 sq. m. ; elev. 1525 ft. 

KINNE POND, T 6, R I, N. B. K. P., Somerset County; inlet, short 
stream on north; outlet, through unnam«d stream to Holeb Stream, 
Moose River, Moosehead Lake, Kennebec River; area water surface, 
0.04 square mile, (S. A. map). 

KNIGHTS POND, Chase Stream', Somerset County ; inlet, short stream 
from west; outlet. Chase Stream, Kennebec River; area water sur- 
face, o.oi square mile, (U. S. G. S. The Forks) ; elev. iiQo ft. 



KENNEBEC RIVER BASIN. 213 

KNIGHTS ^POND, Squaretown and Moxie Gore, Somerset County; 
inlets, short stream from north, and Black Brook; outlet, Black 
Brook, Kennebec River ; area water surface, 0.19 square mile, (\J^ S. 
G. S. The Forks) ; elev. 938 ft. 

KOKADJO LAKE, FIRST, T A, R 13, W. E. L. S., Somerset County ; 
inlets, Kokadjo River and small streams; outlet, Kokadjo River, 
Moosehead Lake, Kennebec River; area water surface, 4.77 square 
miles, (S. L. S.) ; present storage 8 ft., 1,093,000,000 cu. ft; drainage 
area 73 sq. m. 

KOKADJO LAKE, SECOND, T i, R 12, W. E. L.^ S., Piscataquis 
County; inlets, Kokadjo River and small streams ; 'outlet, Kokadjo 
River, Moosehead Lake, Kennebec River; area water surface, 0.99 
square mile, (S. L. S.);, present storage, 6 ft., 167,000,000 cu. ft; 
drainage area 19 sq. m. 

KOKADJO LAKE, THIRD, T A, R 12, W. E. L. S., Piscataquis 
County; inlets. Fourth Kokadjo Lake and small streams; outlet, Ko- 
kadjo River, Moosehead Lake, Kennebec River; area water surface, 
0.97 square mile, (S. A. map). 

KOKADJO LAKE, FOURTH, T A, R 12, W. E. L. S., Piscataquis 
County; inlets, several small streams; outlet. Third Kokadjo Lake, 
Kokadjo River, Moosehead Lake, Kennebec River; area water sur- 
face, 0.24 square mile, (S. A. map). 

KOKADJO RIVER, Piscataquis County; source, Kokadjo Lakes in 
T A, R 12 and 13; direction, northwest; mouth, Moosehead Lake in 
T I, R 14; tributaries, Kokadjo lakes and small streams; tributary 
to Moosehead Lake, Kennebec River. Drainage area at outlet 3rd 
Kokadjo Lake, 8 sq. m. ; at outlet Second Kokadjo Lake, 19 sq. m. ; 
at outlet First Kokadjo Lake, 73 sq. m. ; at mouth, 109 sq. m. 

LAMBERT BROOK, Somerset County; source, Skowhegan, east part; 
direction, south; mouth. Oak Pond, Skowhegan; tributaries. Round 
Pond and small streams; tributary to Oak Pond, Oak Stream, Car- 
rabassett Stream, Kennebec River. 

LANG POND, T 3, R 7, B. K. P., W. K. R., Somerset County ; outlet, 
Lang Brook, Parlin Stream, Long Pond, Moose River; Kennebec 
River; area water surface, 0.25 sq. m., (S. A. map). 

LAZY TOM STREAM, Piscataquis County; source, T i, R 13, W. K. 
L. S., west part; direction, south; mouth, Kokadjo River, T i, R 14; 
tributary, short stream on west; tributary to Kokadjo River, Moose- 
head Lake, Kennebec River. 

LEMON STREAM, Somerset and Franklin counties; source, Industry, 
northwest part; direction, southeast, east; mouth, Sandy River, 
Starks; tributaries, several small streams; tributary to Sandy River, 
Kennebec River. 

LEMON STREAM, Franklin and Somerset counties; source. Porters 
Pond, New Vineyard; direction, northeast; mouth, Carrabassett 
River, New Portland; tributaries, Porters Pond and small streams; 
tributary to Carrabassett River, Kennebec River. 
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LEMON STREAM, Somerset County; source, Athens and Harmony; 
direction, southeast; mouth, Black Stream, Hartland; tributaries, 
several small streams at source; tributary to Black Stream, Moose 
Pond, Sebasticook River, Kennebec River. 

LITTLE POND, Rom^, Kennebec County; outlet, North Pond, Great 
Pond, Long Pond, Belgrade Stream, Messalonskee Lake, Messalon- 
skee Stream, Kennebec River; area waiter surface, 0.31 square mile, 
(U, S. G. S. Norridgewock) ; elev. 255 ft. 

LITTLE POND, Harmony, see Como Lake. 

LILY POND, J'reeman and New Portland, Franklin and Somerset 
counties ; inlet, short stream on west ; outlet, Carrabassett River, Ken- 
nebec River; area water surface, 0.15 square mile, (W. map, F. Co.). 

LOCKES POND, Chesterville, Franklin County; inlet, outlet of Sand 
Pond; outJet, Wilson Stream, Sandy River, Kennebec River; area 
water surface, 0.24 square mile, (W. mcup, F. Co.). 

LONG BOG, T 6, R I, N. B. K. P., Somerset County; inlet, short stream 
on north; outlet, into Holeb Pond, Moose River, Moosehead Lake, 
Kennebec River; area water surface, 0.03 square mile, (S. A. map). 

LONG POND, Rangeley and Dallas, see Loon Lake. 

LONG POND, T 6, R I, and 2, N. B. K. P., Somerset County; inlet, 
short stream on north; outlet, through Holeb Pond, Moose River, 
Moosehead Lake, Kennebec River; area water surface, 0.14 square 
mile, (S. A. map) ; drainage area 535 sq. m. 

LONG POND, Mount Vernon, Belgrade, Rome, Kennebec County; in- 
lets, outlet of Great Pond and several streams; outlet, Belgrade 
Stream, Messalonskee Lake, Messalonskee Stream, Kennebec River; 
area water surface, 4.1 1 square miles, (U. S. G. S. Augusta and Nor- 
ridgewock) ; present storage, 2 ft., 229,161,000 cu. ft. ; drainage area 
1 14 square miles ; elev. 238 ft. 

LONG POND, The Forks, Somerset County; outlet into Kennebec 
River; area water surface, 0.04 square mile, (U. S. G. S. The Forks) ; 
elev. 630 ft. 

LONG POND, 10,000 Acre Tract, Somerset County ; inlet, short stream 
on west ; outlet, into Ellis Pond, Dead Stream, Kennebec River ; area 
water surface, 0.03 square mile, (U, S. G. S. The Forks) ; elev. 1188 
ft. 

LONG POND, Skowhegan and Canaan, see George, Lake. 

LONG POND, T 3 and 4, R i, N. B. K. P., Somerset County; inlets. 
Upper Churchill Stream, Churchill Stream, Parlin Stream, Moose 
River, and small streams; outlet, Moose River, Moosehead Lake, 
Kennebec River; area water surface, 4.66 square miles, (S. L. S.) ; 
present storage, 8 ft., 625,000,000 cu. ft. 

LONGFELLOW POND, Whitefield and Windsor, Kennebec County; 
outlet, Togus River, Kennebec River; area water surface, 0.05 square 
mile, (U. S. G. S. Vassalboro) ; elev. 310 ft. 

LONGLEY BROOK, Somerset County; source, Solon, east part; direc- 
tion, southeast; mouth, Paine Brook, Athens; tributaries, several 
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small Streams; tributary to Paine Brook, West Branch Wesserun- 
sett Stream, Kennebec River. 

LOON LAKE, Rangeley and Dallas, Franklin County; inlet, Gow 
Pond; outlet, South Branch Dead River, Kennebec River; area water 
surface not measured. 

LOON POND, Litchfield, Kennebec County; inlet, short stream from 
west; outlet, short stream to Peasant Pond, Cobbosseecontee 
Stream, Kennebec River; area water surface, 0.04 square mile, (U. 
S. G. S. Gardiner) ; elev. 290 ft. 

LOON POND, T 6, R I, N. B. K. P., Somerset County; outlet, short 
stream to Holeb Pond, Moose River, Moosehead Lake, Kennebec 
River; area water surface, 0.02 square mile, (S. A. map). 

LOVEJOY POND, Albion, Kennebec County ; inlets, short streams from 
south; outlet. Fifteen Mile Brook, Sebasticook River, Kennebec 
River ; area water surface, 0.57 square mile, (C. atlas) ; present stor- 
age, 4 ft., 63,563,000 cu. ft. 

LUCKY POND, T I, T 14, W. E. L. S., Piscataquis County; inlet, 
short stream on north; outlet, Moosehead Lake, Kennebec River; 
area water surface, 0.08 square mile, (S. A. map). 

LUFKIN POND, Phillips, Franklin County; outlet by short stream to 
Sandy River, Kennebec River; area water surface, 0.08 square mile^ 
(W. map, F. Co.). 

LUTHER POND, T 3, R 2, N. B. K. P., Somerset County; inlets, 
several short streams ; outlet, short stream to Churchill Stream, Long 
Pond, Moose River, Moosehead Lake, Kennebec River; area water 
surface, 0.22 square mile, (C. map). 

MOGRATH POND, Oakland and Belgrade, Kennebec County; inlets, 
several short streams; outlet, Ellis, Great Pond, I^ong Pond, Bel- 
grade Stream, Messalonskee Lake, Messalonskee Stream., Kennebec 
River; area water surface, 0.76 square mile, (U. S. G. S. Norridge- 
wock) ; present storage, 6 ft., 127,126,000 cu. ft. ;. elev. 265 ft. 

MCGRAW POND, Oakland and Belgrade, see McGrath Pond, 

MCGURDYS STREAM, Franklin County; source, Chesterville, south- 
east part ; direction, north ; mouth, Sandy River, Chesterville ; tribu- 
taries, several ponds and short streams; tributary to Sandy River, 
Kennebec River. 

MADAWASKA POND, Palmyra, Somerset County; inlets, outlet of 
Whites Pond and short stream on north; outlet, short stream- to 
Sebasticook River, Kennebec River; area water surface, 0.06 square 
mile, (C. atlas). 

MAGOON BROOK, Somerset County; source, Athens, south part; 
direction, southeast; mouth. Black Stream, Hartland; tributary to 
Black Stream, Moose Pond, Sebasticook River, Kennebec River. 

MAIN INLET, Somerset County; source. Flagstaff, southwest part: 
direction, east; mouth. Flagstaff Pond, Flagstaff; tributary outlet 
of Butler Pond; tributary to Flagstaff Pond, Dead River, Kennebec 
River. 
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MAIN STREAM, Penobscot and Piscataquis counties; source, Garland, 
northwest part; direction, southwest; mouth. Moose Pond, Harmony; 
tributaries, Mill Pond an4 several small streams ; tributary to Moose 
Pond, Sebasticook River, Kennebec River. 

MAIN STREAM POND, Harmony, Somerset County ; inlets, Railbridge 
Brook, Church Brook, Main Stream; outlet, Main Stream, Moose 
Pond, Sebasticook River, Kennebec River; area water surface, 0.42 
square mile, (U. S. G. S. Skowhegan) ; elev. 314 ft. 

M ARANACOOK, ' LAKE, Winthrop and Readfield, Kennebec County; 
inlets, outlet of Torsey Pond and several streams; outlet, Lake 
Annabessacook, Cobbosseecontee Pond, Cobbosseecontee Stream, 
Kennebec River; area water surface, 2.57 square miles, (U. S. G. S. 
Augusta) ; present storage, 4 ft., 286,590,000 cu. ft. ; drainage area 
SS sq. m. ; elev. 212 ft. 

MARTIN POND, The Forks, see Long Pond. 

MARTIN STREAM, Somerset County; source, Oakland, north part; 
direction, north, northwest, east, southeast, northeast; mouth, Kenne- 
bec River, Fairfield; tributaries, Tobey Brook and small streams; 
tributary to Kennebec River. 

MARTIN STREAM, Somerset County ; source. Concord, central part ; 
direction, southeast; mouth, Kennebec River, Embden; tributaries, 
Mill Stream and small streams; tributary to Kennebec River. 

MAXWELL BROOK, Kennebec County; source, Winthrop, north 
part; direction, south; mouth, Lake Annabessacook, Winthrop; trib- 
utaries, several small streams; tributary to Lake Annabessacook, 
Cobbosseecontee Lake, Cobbosseeconitee Stream, Kennebec River. 

MEADOW BROOK, Somerset County; source, Brighton, southwest 
part; direction, south; mouth, Wentworth Pond; tributaries, several 
small stream-s; tributary to Wentworth Pond, West Branch Wes- 
serunsett Stream, Kennebec River. 

MEADOW BROOK, Somerset County; source. Harmony, east part; 
direction, south; mouth. Great Moose Lake, Harmony; tributary to 
Great Moose Lake, Sebasticook River, Kennebec River. 

MERRILL POND, Concord, Somerset County; outlet into Kennebec 
River through short stream; area water surface, 0.04 square mile, 
(U. S. G. S. Bingham) ; elev. 340 ft. 

MESSALONSKEE LAKE, Belgrade, Sidney, Oakland, Kennebec 
County; inlets, Belgrade Stream and several small streams; outlet, 
Messalonskee Stream, Kennebec River; area water surface, 5.35 
square miles, (U. S. G. S. Augusta, Norridgewock, Waterville) ; 
present storage, 6 ft., 894,897,000 cu. ft.; drainage area 175 sq. m.; 
elev. 232 ft. 

MESSALONSKEE STREAM, Kennebec, Somerset and Franklin 
Counties; source, Messalonskee Lake, Oakland; direction, northeast, 
southeast ; mouth, Kennebec River, Waterville ; tributaries, Messalon- 
skee Lake and small streams ; tributary to Kennebec River. Drainage 
area at outlet Messalonskee Lake, 175 sq. m.; at mouth, 205 sq. m. 
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MERRILL BROOK, Franklin County ; source, T 2, R 7, W. B. IC P., 
north part; direction, north; mouth, Moose River, T 2, R 8, W. B. 
K. P.; tributaries, several short streams; tributary to Moose River, 
Moosehead Lake, Kennebec River. 

MICHAEL STREAM, Somerset and Franklin counties; source, Jerusa- 
lem, southeast <part ; direction, southeast ; mouth, Sandy Stream, Lex- 
ington; tributaries, several small streams near source; tributary to 
Sandy Stream, Carrabassett River, Kennebec River. 

MICHAEL STREAM, Somerset County; source, Solon, north part; 
direction, southwest; mouth, Kennebec River, Solon; tributaries, 
several small streams; tributary to Kennebec River. 

MILE BROOK, Somerset County; source, Moxie Gore, southwest 
part; direction, south, west; mouth, Kennebec River, Moxie Gore; 
tributaries, small streams at source; tributary to Kennebec River. 

MILL BROOK, FrankKn County ; source, T 2, R 8, W. B. K. P., south- 
west part; direction, northeast, east; mouth, T i, R 8, W. B. K. P., 
Moose River; tributaries, several small streams; tributary to Moose 
River, Moosehead Lake, Kennebec River. 

MILL POND, Lowell, Franklin County; inlets. North and South 
branches Moose River; outlet, Moose River, Moosehead Lake, Ken- 
nebec River; area water surface, 0.08 square mile, (S. A. map). 

MILL POND, Pleasant Ridge, Somerset County; inlet, short stream. on 
north; outlet, short stream to Kennebec River; area water surface, 
0.04 square mile, (U. S. G. S. Bingham) ; elev. 1190 ft. 

MILL POND, Harmony, see Main Stream Pond. 

MILL STREAM, Somerset County ; source, Embden Pond, Embden ; 
direction, southeast; mouth, Carrabassett River, Anson; tributaries, 
Fahi Brook, Embden Pond and small streams; tributary to Carra- 
bassett River, Kennebec River. Drainage area at outlet Embden 
Lake, 29 sq. m. ; at mouth, 46 sq. m. 

MILL STREAM, Somerset County; source, Jackson Pond, Concord: 
direction, south ; mouth, Martin Stream, Embden ; tributaries. Jack 
son Pond and small streams on west; tributary to Martin Stream. 
Kennebec River. 

MILL STREAM, Somerset County; source, Norridgewock, southwest 
part; direction, northeast; mouth, Kennebec River, Norridgewock; 
tributaries, several small streams on south; tributary to Kennebec 
River. 

MINK BROOK, Somerset County; source. Mink Ponds, Moscow; 
direction, southwest, southeast; mouth, Austin Stream, Moscow; 
tributaries, Mink Ponds and small streams; tributary to Austin 
Stream, Kennebec River. 

MINK BROOK, Somerset County; source, Bowtown, central part; 
direction, east; mouth, Kennebec River, Bowtown; tributary to 
Kennebec River. 

MINK PONDS, Moscow, Somerset County; outlet into Mink Brook. 
Austin Stream, Kennebec River; area water surface, o.oi square 
mile, (U. S. G. S. Bingham) ; elev. 1250 ft. 
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MINWAH STREAM, Androscoggin and Kennebec counties; source, 
Wales, south part ; direction, northeast ; mouth, Cobbosseecontce 
Pond, Monmouth; tributaries, EHlnow Brook and small stream's: 
tributary to Cobbosseecontce Pond and stream, Kennebec River. 

MISERY POND, T 2, R 7, B. K. P., W. K. R., Somerset County; 
inlet, South Branch Misery Stream; outlet, Misery Stream, Bras- 
sua Lake, Moose River, Moosehead Lake, Kennebec River; area 
water surface, 0.08 square mile, (S. A. map) ; present storage, 5 ft., 
11,151,000 cu. ft. 

MISERY STREAM, Somerset County; source. Misery, north part; 
direction, east, north-east; mouth, Brassua Lake, Taunton; tribu- 
taries, several small streams; tributary to Brassua Lake, Moose 
River, Moosehead Lake, Kennebec River. 

MONTSWEAG BROOK, Lincoln and Sagadahoc counties; source, 
Wiscasset, north part; direction, south; mouth, Montsweag Bay, 
Back River; tributaries, several small stream's; tribtuary to Back 
River, Kennebec River. 

MOORES BOG, Caratunk, Somerset County; inlet, Robinson Pond 
Outlet; outlet into Pleasant Pond Stream, Kennebec River; area 
water surface, 0.04 square mile, (U. S. G. S. Bingham) ; elev. 1050 ft. 

MOORE BROOK, Somerset County; source. Big W, southwest part: 
direction, south; mouth, Moosehead Lake, Big W. ; tributary to 
Moosehead Lake, Kennebec River. 

MOORES POND, T 4, R 7, B. K. P., W. K. R., Somerset County, 
outlet, Beaver Brook, Attean Pond, Wood Pond, Moose Riven 
Moosehead Lake, Kennebec River; area water surface, 0.07 square 
mile, (S. A. map). 

MOOSE BROOK, Somerset County; source, T 4, R 7, B. K. P., W. 
K. R., east part; direction, northwest; mouth, Beaver Brook, T 4, 
R 7, B. K. P., W. K. R.; tributary to Beaver Brook, Moose River, 
Moosehead Lake, Kennebec River. 

MOOSE LAKE, GREAT, Hartland and Harmony, Somerset County: 
inlets, Black Stream, outlets of Higgins Brook, Brown Brook, 
Withey Brook, Main Streaan, outlets of ponds and small streams; 
outlet, Sebasticook River, Kennebec River; area water surface, 5.50 
square miles, (U. S. G. S. special map) ; present storage, 7 ft., 
1,044,910,000 cu. ft. ; possible storage, 15 ft., 2,718,116,000 cu. ft.; 
drainage area 325 sq. m. ; elev. 243 ft. 

MOOSE POND, Hartland and Harmony, see Great Moose Lake. 

MOOSE POND, Mount Vernon, Kennebec County; inlets, several 
streams on north; outlet by short stream to Belgrade Stream, 
Messalonskee Lake, Messalonskee Stream, Kennebec River; area 
water surface, o.ii square mile, (U. S. G. S. Augusta) ; elev. 430 

ft. 
MOOSE HORN LAKE, Coburn Gore, Franklin County; inlets, several 
short stream's; outlet. Chain of Ponds, Dead River, Kennebec River; 
area water surface, 0.48 square mile, (S. A. map). 
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MOOSE RIVER, Somerset and Franklin counties; source, T i and 2, 
R 7, T I and 2, R 8, W. B. K. P. ; direction, east ; mouth, Moose- 
head Lake, Rockwood Strip; tributaries, Brassua Lake, Misery 
Stream, Parlin Stream, Wood Pond, Attean Pond, Holeb Stream, 
Beaver Brook, Sandy Brook, Heald Stream, Upper Churchill 
Stream, Churchill Stream, Stony Brook, Fletcher Stream and many 
small streams; tributary to Moosehead Lake, Kennebec River. 
Drainage area above mouth Holeb Stream, 141 sq. m. ; below mouth 
Holeb Stream, 169 sq. m. ; below outlet Attean Pond, 259 sq. m. ; 
below outlet Wood Pond, 348 sq. m. ; below outlet Long Pond, 535 
sq. m. ; below outlet Brassua Lake, 726 sq. m. ; at U. S. gaging 
station, 729 sq. m. ; at mouth, 735 sq. m. 

MOOSEHEAD LAKE, T 2, R 6, B. K. P., E. K. R., Tomhegan, Big 
W, Little W, T A and i, R 14, W. E. L. S., T 3, R i5, W. E. L S., 
East Middlesex, Middlesex, Greenville, Days Academy Grant, Somer- 
set and Piscataquis counties ; inlets, Moose River, Tomhegan Stream, 
Socatean Stream, Kokadjo River, many small streams and outlets of 
ponds; tributary to Kennebec River; area water surface, 117.04 
square miles, (Map of Kennebec Water Power Co.) ; present stor- 
age, 7.5 ft., 23,735,000,000 cu. ft. ; drainage area 1240 sq. m. ; elev. 
1020 ft. 

MORRILL POND, Hartland, Somerset County; inlets, short streams 
on north and west; outlet, through unnamed stream to Kennebec 
River through Sibley Pond, Carrabassett River; area water surface, 
0.21 square mile, (U. S. G. S. Skowhegan) ; elev. 289 ft. 

MORSE RIVER, Sagadahoc County; source, Phippsburg, south part; 
direction, south ; mouth, Atlantic Ocean. 

MOSHER POND, Fayette, Kenn-ebec County; inlets, several short 
streams; outlet, Wilson Stream, Sandy River, Kennebec River: 
area water surface, o.ii square mile, (U. S. G. S. Livermore) ; 
elev. 366 ft. 

MOSQUITO POND, The Forks, Somerset County; inlet, Mosquito 
Stream; outlet. Mosquito Stream, Moxie Pond, Moxie Stream, 
Kennebec River; area water surface, 0.15 square mile, (U. S. G. S. 
The Forks) ; elev. 11 10 ft. 

MOSQUITO STREAM, Somerset County; source. The Forks, north 
part; direction, southeast, east; mouth, Moxie Pond, The Forks; 
tributaries. Mosquito Pond and several small streams; tributary to 
Moxie Pond, Moxie Stream, Kennebec River. 

MOSS POND, T I, R 4, B. K. P., W. K. R., Somerset County; inlet, 
short stream on north ; outlet, Moss Pond Stream, Kennebec River ; 
area water surface, o.io square mile, (S. A. map). 

MOUNT BLUE POND, Avon, central part, Franklin County; inlet, 
short stream on south; outlet, short stream to Sandy River, Kenne- 
bec River; area water surface, 0.12 square mile, (W. map, F. Co.). 

MOUNTAIN BROOK, Somerset County; source, Jackman, east pari; 
direction, east; mouth, Parlin Stream in Long Pond PI.; tributary 
to Parlin Stream, Moose River, Moosehead Lake, Kennebec River. 
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MOUNTAIN POND, Spaulding, Somerset County; outlet through 
Dimmick Ponds, Dimmick Stream, Baker Stream, Moxie Pimd, 
Moxie Stream, Kennebec River; area water surface, 0.06 square 
mile, (U. S. G. S. Bingham) ; elev. 2010 ft. 

MOUNTAIN STREAM, Somerset County; source. West Forks, north 
part; direction, southeast; mouth, Kennebec River, West Forks: 
tributary, small stream near source; tributary to Kennebec River. 

MOWERS POND, Corinna, Penobscot County; inlet, short stream on 
north; outlet, Sebasticook River, East Branch, Kennebec Kiver, 
area water surface, 0.06 square mile, (C. atlas). 

MOXIE BOG, Somerset County; source. Bald Mountain, south part: 
direction, north; mouth. Baker Stream, Bald Mountain; tributaries, 
several small streams; tributary to Baker Stream, Moxie Pond 
Moxie Stream, Kennebec River. 

MOXIE POND, The Forks, Bald Mountain and East Moxie, Somer- 
set County; inlet. Baker Stream, Little Sandy Stream, Mosquito 
Stream, Alder Stream, Sandy Stream, Bear Brook, Bald Mountain 
Brook, and unnamed streams; outlet, Moxie Stream, Kennebec 
River; area water surface, 2.71 square miles, (U. S. G. S. The 
Forks); present storage, 9 ft, 705,000,000 cu. ft; drainage area 89 
sq. m.; elev. 962 ft. 

MOXIE STREAM, Somerset County; source, Moxie Pond, Ba^ ' 
Mountain, The Forks, East Moxie; direction, north,, west; mouth 
Kennebec River, Moxie Gore; tributaries, Moxie Pond and sn-all 
streams; tributary to Kennebec River. Drainage area at outlet 
Moxie Pond, 89 sq. m. ; at mouth, 99 sq. m. 

MUD POND, Hartland, Somerset County; inlet, short stream on 
south; outlet, Withey Brook, Moose Pond, Sebasticook River, 
Kennebec River; area water surface, 0.02 square mile, (U. S G S 
Skowhegan) ; elev. 250 ft. 

MUD POND, Solon, Somerset County; outlet, Longley Brook West 
Branch Wesserunsett Stream, Kennebec River; area water surface 
o.oi square mile, (U. S. G. S. Skowhegan) ; elev. 564 ft 

MUD POND T 3, R 2, N. B. K. P., Somerset County; inlet, outlet or 
Fish Pond; outlet, Churchill Stream, Long Pond, Moose River. 
Moosehead Uke, Kennebec River; area water surface, 0x4 square 
mile, (C. map). ^ 

MUD POND, Lowell, Franklin County; outlet through short stream 

to Moose River, Moosehead Lake, Kennebec River; area water 

surface, o.oi square mile, (S. A. map). 
MUD POND, T 6, R I, N. B. K. P., Somerset County ; outlet, Holeb 

Pond, Moose River, Moosehead Lake, Kennebec River; area water 

surface, o.oi sq. m., (S. A. map). 

MUD POND, Moxie Gore, Somerset County; inlet, short stream on 
south; outlet, short stream to Kennebec River; area water surface, 
0.03 square mile, (U. S. G. S. The Forks) ; elev. 930 ft. 
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MUD POND, Winslow, southeast part, Kennebec County; inlet, short 
stream on south; outlet, short stream to Sebasticook River, Kenne- 
bec River; area water surface, 0.08 square mile, (U. S. G. S. Vas- 
salboro) ; elev. 330 ft. 

MUD POND, China, Kennebec County ; inlet, outlet of Evans Pond ; 
outlet by short stream to China Lake, Sebasticook River, Kennebec 
River; area water surface, 0.03 square mile, (U. S. G. S. Vassal- 
boro) ; elev. 285 ft. 

MUD POND, 10,000 Acre Tract, Somerset County; outlet Dead 
Stream, Kennebec River; area water surface, 0.02 square mile, 
(U. S. G. S. The Forks) ; elev. loio ft. 

MUD POND, T 2, R 4, included in Tim Pond. 

MUD POND, St. Albans, Somerset County; outlet, Indian Stream, 
Sebasticook River, Kennebec River; area water surface, 0.03 square 
mile, (C. atlas). 

MUD POND, Coburn Gore, Franklin County; inlet, outlet of Arnold 
Pond; outlet. Horseshoe Pond, Horseshoe Stream, Chain of Ponds, 

« 

Dead River, Kennebec River; area water surface, o.oi square mile, 
(C. map). 

MUD POND, T s, R I, N. B. K. P., Somerset County; inlets, outlets 
of several ponds; outlet, Wood Pond, Moose River, Moosehead 
Lake, Kennebec River; area water surface, 0.58 square mile, (C. 
map). 

MUDDY RIVER, Sagadahoc County; source, Topsham, south part; 
direction, northeast ; mouth, Merrymeeting Bay, Topsham ; tribu- 
taries, several short streams near source; tributary to Merrymeeting 
Bay, Kennebec River. 

MUSKRAT POND, T 3, R 2, N. B. K. P., Somerset County; inlets, 
several short streamis on east; outlet through Fish Pond, Mud Pond 
to Churchill Stream, Long Pond, Moose River, Moosehead Lake. 
Kennebec River; area water surface, 0.15 square mile, (C. map). 

NARROWS POND, Winthrop, Kennebec County; inlets, several short 
streams and outlet of Carlton Pond; outlet, Lake Annabessacook, 
Cobbosseecontee Pond, Cobbosseecontee Stream, Kennebec River; 
area water surface, 0.82 square mile, (U. S. G. S. Augusta) ; elev. 
170 ft. 

NARROWS STREAM, Kennebec County; source. Narrows Pond, 
Winthrop; direction, south; mouth, Lake Annabessacook, Winthrop ; 
tributaries, Narrows Pond; tributary to Lake Annabessacook, Cob- 
bosseecontee Stream, Kennebec River. 

NASH STREAM, Franklin County; source, T i, R 2, W. B. K. P., 
north part ; direction, north ; mouth. Dead River, Eustis ; tributaries! 
small streams; tributary to Dead River, Kennebec River. 

NEHUMKEAG BROOK, Kennebec County ; source, Nehumkeag Pond, 
Pittston; direction, west; mouth, Kennebec River, Pittston ; tribu- 
tary, Nehumkeag Pond; tributary to Kennebec River. 
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NEHUMKEAG POND, Pittston, Kennebec County; inlet, short 
stream on south; outlet, Nehumkeag Brook, Kennebec River; area 
water surface, 0.27 square mile, (U. S. G. S. Wiscasset) ; elev. 82 
ft. 

NEQUASSET BROOK, Sagadahoc County; source, Dresden; direc- 
tion, south, southwesit, south; mouth. Back River, Woolwich; tribu- 
taries, Nequasset Pond and small streams; tributary to Back River. 
Kennebec River. 

NEQUASSET POND, Woolwich, Sagadahoc County; inlet, Nequasset 
Brook; outlet, Nequasset Brook, Kennebec River; area water sur- 
face, 0.67 square mile, (U. S. G. S. Bath) ; present storage, 4 ft., 
74,174,000 cu. ft. ; elev. 15 ft. 

NEW MEADOWS RIVER, Cumberland and Sagadahoc counties; 
source, Brunswick and Bath; direction, south; mouth, Atlantic 
Ocean; tributaries, several small streams; tributary to Atlantic 
Ocean. 

NORCROSS BROOK, Piscataquis County; source, E. Middlesex, west 
part; direction, north, west; mouth, Mbosehead Lake, T 3, R 15, 
W. E. L. S.; tributary to Moosehead Lake, Kennebec River. 

NORCROSS POND, Chesterville, Franklin County; inlet, short stream 
from south; outlet, short stream to Wilson Stream, Sandy River, 
Kennebec River; area water surface, 0.37 square mile, (W. map, F. 
Co.). 

NORTH CREEK, Sagadahoc County; source, Phippsburg, central part: 
direction, south; mouth, Atlantic Ocean. 

NORTH POND, Wilton, Franklin County; inlet, short stream on 
north; outlet, Wilson Stream, Sandy River, Kennebec River; area 
water surface, 0.35 square mile, (W. map, F. Co.) ; present storage, 
5 ft., 48,787,000 cu. ft. 

NORTH POND, Chesterville, Franklin County; inlets, short streams 
on north; outlet, short streams to Wilson Stream, Sandy River, 
Kennebec River; area water surface, 0.12 square mile, (W. map, F. 
Co.). 

NORTH POND, Smithfield, Mercer, Rome, Somerset and Kennebec 
counties; inlets, outlet of Little Pond, Clear Brook and several 
streams; outlet, Great Pond, Long Pond, Belgrade Stream, Messa- 
lomskee Lake, Messalonskee Stream, Kennebec River; area water 
surface, 3.26 square mile, (U. S. G. S. Norridgewock) ; drainage 
area 29 sq. m. ; elev. 250 ft. 

NORTHWEST POND, T 3, R 6, W. B. K. P., Franklin County: 
inlets, outlets of small ponds and several streams; outlet through 
short streams and ponds to Horseshoe Pond Stream, Chain of 
Ponds, Dead River, Kennebec River; area water surface, 0.08 
square mile, (S. A. map). 

OAKES INLET, Franklin County; source, T 2, R i, W. B. K. P., 
north part; direction, north, northeast; mouth, Dead River Pond, 
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T 2, R 2, W. B. K. p. ; tributary to Dead River Pond, Dead River, 
Kennebec River. 

OAKES POND, Skowhegan, Somerset County; inlets, outlet of Long 
Pond, Lake George and several streams and Lambert Brook; outlet, 
Oakes Stream, Carrabasset Stream, Kennebec River; area water 
surface, 0.14 square mile, (U. S. G. S. Skowhegan) ; elev. 165 ft. 

OLDER STREAM, Franklin County; source, Kingfield, northwest 
part; direction, south; mouth, South Branch Carrabasset Stream, 
Kingfield; tributaries, several ponids near source; tributary to 
Carrabasset Stream, Kennebec River. 

OTTER POND, Chain of Ponds, Franklin County; outlet into Horse 
shoe Pond Stream., Chain of Pond;s, Dead River, Kennebec River: 
area water surface, 0.04 square mile, (S. A. map). 

OTTER POND, LOWER, T i, R 4, B. K. P., W. K. R., Somerset 
County; inlet, outlet of Upper Otter Pond; outlet. Otter Stream, 
Kennebec River; area water surface, 0.51 square mile, (S. A. map). 

OTTER POND, UPPER, T i, R 4, B. K. P., W. K. R., Somerset 
County; outlet. Otter Stream, Kennebec River; area water surface, 
0.38 square mile, (S. A. map). 

OUTLET STREAM, (China Lake), Kennebec County; source, China 
Lake, Vassalboro; direction, north; mouth, Sebasticook River, Wins- 
low; tributaries, China Lake and several small streams; tributary to 
Sebasticook River, Kennebec River; drainage area at mouth, 55 
sq. m. 

PAINE BROOK, Somerset County; source, Athens, west part; direc- 
tion, south; mouth. West Branch Wesserunsett Stream, Comville; 
tributaries, Longley Brook and small streams; tributary to West 
Branch Wesserunsett Stream, Kennebec River. 

PALMiER BROOK, Waldo County; source, Thorndike, east part; 
direction, southwest; mouth, Halfmoon Stream, Thorndike; tribu- 
tary to Halfmoon Stream, Sandy Stream, Sebasticook River, Kenne- 
bec River. 

PALMER POND, Mayfield, Somerset County; inlet, outlet- of Little 
Palmer Pond; outlet, through short stream to South Branch Austin 
Stream, Kennebec River; area water surface, 0.13 square mile, (C. 
map). 

PARKER POND, T 3, R 5, B. K. P., W. K. R., Somerset County; 
inlet, short stream on west; outlet. Little Spencer Stream, Spencer 
Stream, Dead River; area water surface, 0.13 square mile, (C. 
map). 

PARLIN POND, T 2, R 6, T 3, R 7, B. K. P., W. K. R., Somerset 
County; inlets, small stream^ and Parlin Brook; outlet, Parlin 
Stream, Moose River, Kennebec River; area water surface, 1.40 
square miles, (S. A. map) ; present storage, 5 ft., 195,149,000 cu. ft. 

PARLIN STREAM, Somerset County; source, east part T 4, R 7, 
B. K. P., W. K. R. ; direction, east, north, east, north ; mouth. Long 
Pond, Moose River PI.; tributaries, Parlin Pond, Bean Brook, 



224 STATE WATER STORAGE COMMISSION. 

Mountain Brook and small streams; tributary to Long Pond, Moose 
River, Moosehead Lake, Kennebec River. 

PATTEE POND, Winslow, Kennebec County; inlets, several small 
streams; outlet, Sebasticook Raver, Kennebec River; area water sur- 
face, 1.09 square miles, (U. S. G. S. Waterville) ; present storage, 
6.5 ft., 221,075,000 cu. ft. ; drainage area 16 sq. m. ; elev. 130 ft. 

PATTEN MILL STREAM, Kennebec and Sagadahoc counties ; source, 
Litchfield, south part; direction, east, south, southeast; mouth. 
Pleasant Pond, Litchfield; tributaries, several small streams; tribu- 
tary to Pleasant Pond, Cobbosseecontee Stream, Kennebec River. 

PEASE POND, Wilton, Franklin County; inlet, short stream from 
south; outlet, into Wilsons Stream, Sandy River, Kennebec River; 
area water surface, 0.15 square mile, (W. map, F. Co.). 

PEASE STREAM, see Saddleback Branch. 

PERHAM STREAM, Franklin County; source, Mt. Abraham, west 
part; direction, south, southwest; mouth, Sandy River, Phillips; 
tributaries, several small streams; tributary to Sandy River, Kenne- 
bec River. 

PERRY POND, Harmony, Somerset County; inlet, short stream on 
north; outlet. Brown Brook, Great Moose Lake, Sebasticook River 
Kennebec River; area water surface, 0.03 square mile, (U. S. G. S. 
Skowhegan) ; elev. 505 ft. 

PERRY POND, Chesterville, Franklin County; outlet, McGurdys 
Stream, Sandy River, Kennebec River; area water surface, o.n 
square mile, (W. map, F Co.). 

PERRY POND, 10,000 Acre Tract, see 10,000 Acre Pond. 

PHILABROWN BROOK, Franklin County; source, New Sharon, 
south part; direction, north; mouth, Sandy River, New Sharon; 
tributaries, several small streams; tributary to Sandy River, Kenne- 
bec River. 

PIERCE PONDS, T 2, R 4, B. K. P., W. K. R., Somerset County: 
inlets, several stream's and outlets of ponds; outlet. Pierce Pond 
Stream, Kennebec River; area water surface, 2.45 square miles, 
(S. A. map); present storage, 10 ft, 620,000,000 cu. ft.; drainage 
area 19 sq. m. ; elev. 11 25 ft. 

PIERCE POND STREAM, Somerset County; source. Pierce Pond in 
Pierce Pond; direction, southeast; mouth, Kennebec River, Cara- 
tunk; tributaries. Pierce Pond and outlet of Otter ponds; tributary 
to Kennebec River; Drainage area at outlet Pierce Ponds, 19 sq. 
m. ; at mouth, 33 sq. m. 

PINE TREE BROOK, Franklin County; source, Sandy River PI, 
south part; direction, northeast; mouth, Sandy River in Sandy River 
PI.; tributaries, pond at source and small streams; tributary to 
Sandy River, Kennebec River. 

PINKHAM POND, Alna, Lincoln County; outlet, short stream to 
Eastern River, Kennebec River; area water surface, 0.02 square 
mile, (U. S. G. S. Wiscasset) ; elev. 217 ft. 
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PLEASANT POND, Caratunk, SpauWing, The Forks, Somerset 
County; inlets, several small streams; outlet, Pleasant Pond Stream, 
Kennebec River; area water surface, 1.64 square miles, (U. S. G. S. 
Bingham, The Forks) ; present storage, 4 ft., 182,882,000 cu. ft. : 
possible storage, 12 ft., 548,646,000 cu. fit. ; elev. 1262 ft. 

PLEASANT POND, Litchfield, Kennebec and Sagadahoc counties; 
inlets, many unnamed streams ; outlet, Cobbosseecontee Stream, Ken- 
nebec River; area water surface, 1.09 square miles, (U. S. G. S. 
Gardiner) ; present storage, 4 ft., 121,550,000 cu. ft. ; drainage area 
27 sq. m. ; elev. 134 ft. 

PLEASANT POND STREAM, Somerset County; source. Pleasant 
Pond, Caratunk and Spaulding; direction, west; mouth, Kennebec 
River, Caratunk; tributaries, Robinson Pond Outlet, Pleasant Pond 
and small streams ; tributary to Kennebec River. 

PLYiMOUTH POND, Plymouth, Penobscot County; inlets, several 
streams and outlets of ponds; outlet. East Branch Sebasticook 
River, Kennebec River; area water surface, 2.02 square mile, (C. & 
C. atlas) ; present storage, 7 ft., 394,201,000 cu. ft. 

POND, Augusta and Windsor, east of Togus Pond, Kennebec County ; 
outlet, through Togus Pond, Togus Stream, Kennebec River; area 
water surface, o.ii square mile, (U. S. G. S. Vassalboro) ; elev. 
199 ft. 

POND, Belgrade, Kennebec County; area water surface, 0.03 square 
mile, (U. S. G. S. Augusta) ; elev. 290 ft. 

POND, Brassua, Somerset County; inlets, short streams on north; outlet 
into Moose River, Moosehead Lake, Kennebec River; area water 
surface, o.io square mile, (S. A. map). 

POND, Brighton, southeast part, Somerset County; inlets, short 
streams on north ; outlet, Higgins Stream, Moose Pond, Sebasti- 
cook River, Kennebec River; area water surface, 0.04 square 
mile, (C. atlas). 

FOND, Caratunk, central part, Somerset County; inlets, Robinson 
Pond Outlet and small streams from south; outlet into Pleasant 
Pond Stream, Kennebec River ; area water surface, o.oi square mile. 
(U. S. G. S. Bingham) ; elev. 1070 ft. 

POND, Chesterville, south of Shednake Pond, Franklin County; inlets, 
outlet of Shednake Pond and short stream; outlet, McGurdys 
Stream, Sandy River, Kennebec River; area water surface 0.09 
square mile, (W. map, F. Co.). 

POND, Corinna and Newport, Penobscot County; inlets, short streams 
from north; outlet into Stetson Stream, Sebasticook Pond, East 
Branch Sebasticook River, Kennebec River; area water surface, 
0.13 square mile, (C. atlas). 

POND, Corinna, south part, east, Penobscot County; inlet. Alder 
Stream; outlet, Sebasticook Pond, East Branch Sebasticook River, 
Kennebec River; area water surface, 0.28 square mile, (C. atlas). 
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POND, Coriraia, south part, west, Penobscot County; inlets, Dexter 
Stream and small streams; outlet, Sebasticook Pond, East Branch 
Sebasticook River, Kennebec River; area water surface, 0.40 square 
mile, (C. atlas). 
POND, Dexter, south of Dexter Pond, Penobscot County; inlets, sev- 
eral small streams; outlet. East Branch Sebasticook River, Kenne- 
bec River; area water surface, 0.19 square mile, (C. atlas). 
POND, Dixmont, south of Skinner Pond, Penobscot County; inlet, 
short stream on east; outlet through short stream and Skinner and 
Plymouth pondjs to East Branch Sebasticook River, Kennebec 
River; area water surface, 0.13 square mile, (C. & C. atlas). 
POND, Freeman, south part, Franklin County; outlet, short stream 
to Sandy River, Kennebec River; area water surface, 0.04 square 
mile, (W. map, F. Co.). 
POND, Freeman, south part, Franklin County; inlet, short stream on 
north; outlet, short stream to Sandy River, Kennebec River; area 
water surface, 0.04 square mile, (W. map, F. Co.). 
POND, Industry, west part, Franklin County; outlet. Cutlers Mill 
Stream, Sandy River, Kennebec River; area water surface, 0.04 
'square mile, (W. map, F. Co.). 
POND, Jay, southeast part, Franklin County; inlet, short stream on 
north; outlet, Wilson Stream, Sandy River, Kennebec River; area 
water surface, 0.05 square mile, (W. map, F. Co.). 
POND, Jerusalem, northeast part, Franklin County; outlet. Bog Broolc. 
Dead River, Kennebec River; area water surface, 0.02 square mile, 
(Map Harvard Forest School). 
POND, Jerusalem, north part, Franklin County; inlet, outlet of small 
pond; outlet. Poplar Brook, Carrabasset River, Kennebec River; area 
water surface, o.oi square mile, (Map, Harvard Forest School). 
POND, Jerusalem, north part, Franklin County; inlets, short streams 
on north; outlet, through small pond. Poplar Brook, Carrabassett 
River, Kennebec River; area water surface, 0.01 square mile, (Map, 
Harvard Forest School). 
POND, Jim Pond, ist pond south of Jim Pond, Franklin County; 
inlet, outlet of Jim- Pond; outlet North Branch Dead River, Kenne- 
bec River; area water surface, 0.07 square mile, (S. A. map). 
POND, 2nd pond south of Jim Pond, Franklin County; inlet, outlet 
of small pond; outlet, North Branch Dead River, Kennebec River; 
area water surface, 0.02 square mile, (S. A. map). 
POND, Lang PL, central part, Franklin County; outlet. Dead River, 
Kennebec River; area water surface, 0.15 square mile, (S. A. map). 
POND, Lowell, Franklin County; inlets, North Branch Moose Rivs^ 
and outlet small pond; outlet. North Branch Moose River, Moose- 
head Lake, Kennebec River; area water surface, o.oi square mile, 
(S. A. map). 
POND, Lowell, northwest part, Franklin County ; inlet, short stream on 
north; outlet, into North Branch Moose River, Moosehead Lake, 
Kennebec River; area water surface, 0.02 square mile, (S. A. map). 
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POND, Lowell, Franklin County; inlets. North Branch Moose River 
Moosehead Lake, Kennebec River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, Madrid, central part, Franklin County; inlet, short stream on 
north; outlet, Perham Stream, Sandy River, Kennebec River; ared 
water surface, 0.04 square mile, (W. map, F. Co.). 

POND, Manchester, northeast pa;-t, Kennebec County; outlet through 
snuill ponds and unnamed stream to Messalonskee Lake, Messalon- 
skee Stream, Kennebec River; area water surface, o.oi square mile, 
(U. S. G. S. Augusta) ; elev, 290 ft. 

POND, Manchester and Sidney, Kennebec County; outlet, through 
small pond's and unnamed stream to Messalonskee Lake, Messalon- 
skee Stream, Kennebec River; area water surface, 0.05 square mile, 
(U. S. G. S. Augusta) ; elev. 290 ft. 

POND, Middlesex Canal, north of Spencer Lake, Piscataquis County; 
inlet, short stream on north; outlet, Spencer Lake, Spencer Stream, 
Dead River, Kennebec River; area water surface, 0.04 square mile, 
(S. A, map). 

POND, Middlesex Canal, south of Moosehead Lake, Piscataquis 
County; inlet, short stream on south; outlet, Moosehead Lake, 
Kennebec River; area water surface, o.ii square mile, (S. A. map). 

POND, Moscow, southwest part, Somerset County; inlet, short stream 
on north; outlet into Kenn«bec River; area water surface, 0.02 
square mile, (U. S. G. S. Bingham.) ; elev. 470 ft. 

POND, Mt. Vernon, north of Torsey Pond, Kennebec County; inlet, 
short stream on north; outlet through Torsey Pond, Lake Marana- 
cook. Lake Annabessacook, Cobbosseecontee Pond, Cobbosseecontee 
Stream, Kennebec River ; area water surface, 0.08 square mile, (U. S. 
G. S. Augusta) ; elev. 330 ft. 

POND, New Sharon, south part, Franklin County; outlet, Philabrown 
Brook, Sandy River, Kennebec River; area water surface, o.os 
square mile, (W. map, F. Co.). 

POND, New Sharon and Vienna, Franklin County; outlet by short 
stream to Whittiers Pond, McGurdys Stream, Sandy River, Kenne- 
bec River; area water surface, o.io square mile, (W. map, F. Co.). 

POND, New Vineyard, central part, Franklin County; inlet, outlet of 
Porters Pond; outlet Carrabassett River, Kennebec River; area 
water surface, 0.07 square mile, (W. map, F. Co.). 

POND, North Sidney, Kennebec County; outlet into Kennebec River; 
area water surface, 0.04 square mile, (U. S. G. S. Vassalboro) ; 
elev. 150 ft. 

POND, Parkman, south part, Piscataquis County; inlet short stream 

on north; outlet. Main Stream, Sebasticook River, Kennebec River; 

area water surface, 0.04 square mile, (C. atlas). 
POND, Perkins, Franklin County; outlet, short stream to Wilson 

Stream, Sandy River, Kenmebec River; area water surface, 0.02 

square mile, (S. A. map). 
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POND, Phillips, north part, Franklin County; outlet, short stream to 
Sandy River, Kennebec River; area water surface, 0.04 square mile, 
(W. map, F. Co.). 

POND, Redington, south part, Franklin County; outlet, Sandy River, 
Kennebec River; area water surface, 0.12 square mile, (S. A. map). 

POND, Rome, ist above Long Pond, Kennebec County; inlets, several 
small streams; outlet. Long Pond, Belgrade Stream, Messalonskee 
Lake, Messalon'skee Stream, Kennebec River; area water surface, 
0.03 square mile, (U. S. G. S. Norridgewock) ; elev. 310 ft. 

POND, Rome, 2nd pond above Long Pond, Kennebec County; outlet, 
through small pond to Long Pond, Belgrade Stream, Messalonskee 
Lake, Messalonskee Stream, Kennebec River; area water surface, 
0.06 square mile, (U. S. G. S. Norridgewock) ; elev. 465 ft. 

POND, Sidney and Manchester, Kennebec County; outlet, short 
stream to Belgrade Stream, Messalonskee Lake, Messalonskee 
Stream, Kennebec River; area water surface, 0.06 square mile, (U. 
S. G. S. Augusta) ; elev. 290 ft. 

POND, Sidney, ist pond, Kennebec County; inlets, small ponds on 
south; outlet, through unnamed stream to Messalonskee Lake, Mes- 
salonskee Stream, Kennebec River; area water surface, 0.04 square 
mile, (U. S. G. S. Augusta) ; elev. 290 ft. 

POND, Sidney, 2nd pond, Kennebec County; outlet through small 
pond and unnamed stream to Messalonskee Lake, Messalonskee 
Stream, Kennebec River ; area water surface, 0.02 square mile, (U. S. 
G. S. Augusta) ; elev. 290 ft. 

POND, Sidney, southwest part, Kennebec County; outlet, through 
small ponds and unnamed stream to Messalonskee Lake, Messalon- 
skee Lake, Messalonskee Stream, Kennebec River; area water sur- 
face, 0.04 square mile, (U. S. G. S. Augusta) ; elev. 290 ft. 

POND, Temple, east part, Franklin County; inlet, short stream on 
north; outlet, short stream to Sandy River, Kennebec River; area 
water surface, 0.09 square mile, (W. map, F. Co.). 

POND, 10,000 Acre Tract, southwest part, Somerset County; inlet, 
short stream from north; outlet, Tomhegan Stream, Kennebec 
River; area water surface, 0.02 square mile, (U. S. G. S. The 
Forks) ; elev. 1190 ft. 

POND, The Forks, west of Mosquito Pond, Somerset County; inlet, 
Mosquito Stream; outlet. Mosquito Stream, Moxie Pond, Moxie 
Stream, Kennebec River; area water surface, 0.05 square mile, 
(U. S. G. S. The Forks) ; elev. 1115 ft. 

POND, T 2, R I, W. B. K. P., north part, Franklin County; outlet, 
Dead River, South Branch Kennebec River; area water surface, 
0.02 square mile, (S. A. map). 

POND, T 2, R I, W. B. K. P., southern part, Franklin County; inlets, 
several small streams; outlet. Pine Tree Brook, Sandy River, Ken- 
nebec River; area water surface, 0.02 square mile, (S. A. map). 
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POND, T 2, R I, W. B. K. P., Franklin County; outlet, Sad<ileback 
Branch, Sandy River, Kennebec River; area water surface, o.oi 
square mile, (S. A. map). 

POND, T 2, R i^ W. B. K. P., southeast part, Franklin County; outlet, 
Sandy River, Kennebec River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, T 2, R I, W. B. K. P.. Tranklin County; outlet Sadd1f>back 
Branch, Sandy River, Kennebec River; area water surface, coi 
square mile, (S. A. map). 

POND, T 2, R I, W. B. K. P., Franklin County; inlet, outlet of small 
pond; outlet. Saddleback Branch, Sandy River, Kennebec River; 
area water surface, o.oi square mile, (S. A. map). 

POND, T 2, R I, W. B. K. P., Franklin County; inlet, outlet of small 
pond; outlet. Saddleback Branch, Sandy River, Kennebec River; 
area water surface, o.oi square mile, (S. A. map). 

POND, T 5, R I, N. B. K. P., east of Benjamin Pond, Somerset 
County; inlets, outlets of Benjamin and Horseshoe ponds; outlet, 
Mud Pond, Wood Pond, Moose River, Moosehead Lake, Kennebec 
River; area water surface, 0.08 square mile, (C. map). 

POND, T 6, R I, N. B. K. P., north of Holeb Pond, Somerset County; 
outlet, short stream to Holeb Pond, Moose River, Moosehead Lake, 
Kennebec River; area water surface, o.oi square mile, (S. A. map). 

POND, T 6, R I, N. B. K. P., west of Holeb Pond, Somerset County ; 
outlet, Holeb Stream, Moose River, Moosehead Lake, Kennebec 
River; area water surface, 0.01 square mile, (S. A. map). 

POND, T 3, R 2, N. B. K. P., north of Muskrat Pond, Somerset 
County; inlets, short streams on east; outlet, through Muskrat 
Pond, Fish Pond, Mud Pond to Churchill Stream, Long Pond 
Moose River, Moosehead Lake, Kennebec River; area water sur- 
face, O.OI square mile, (C. map). • 

POND, T 2, R 3, N. B. K. P., northeast part, Somerset County ; outlet, 
Socattean Stream, Moosehead Lake, Kennebec River; area water 
surface, 0.03 square mile, (S. A. map). 

POND, T 2, R 3, N. B. K. P., central part, Somerset County; outlet, 
East Branch Brassua Stream, Moose River, Moosehead Lake, Ken- 
nebec River; area water surface, 0.06 square mile, (S. A. map). 

POND, T 2, R 3, B. K. P., W. K. R., north part, Somerset County; 
inlet, short stream on north; outlet, Sandy Stream, Carrabassett 
River, Kennebec River; area water surface, 0.04 square mile, (S. A. 
map). 

POND, T I, R 4, B. K. P., W. K. R., northeast part, Somerset County; 

outlet, Dead River, Kennebec River; area water surface, 0.06 square 

mile, (S. A. map). 
POND, T 2, R 4, B. K. P., W. K. R., south part, Somerset County; 

inlet, short stream on north; outlet, through short stream and pond 
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to Dead River, Kennebec River; area water surface, 0.28 square 
mile, (S. A. map). 

POND, T 2, R 4, B. K. P., W. K. R., southwest part, Somerset County; 
inlets, several small streams; outlet into Dead River, Kennebec 
River: area water surface, 0.18 square mile, (S. A. map). 

POND, T 2, R 4, W. K. P., W. K. R., west of Lower Pierce Pond, 
Somerset County; inlet, outlet of small pond; outlet. Lower Pierce 
Pond, Pierce Pond Stream, Kennebec River ; area water surface, 0.03 
square mile, (S. A. map). 

POND, T 2, R 4, B. K. P., W. K. R., north of Fish Pond, Somerset 
County; outlet by short stream to Lower Pierce Pond, Pierce Pond 
Stream, Kennebec River; area water surface, o.oi square mile, 
(S. A. map). 

POND, T 2, R 4, B. K. P., W. K. R., west of Upper Pierce Pond, 
Somerset County; inlet, short stream on west; outlet, short stream 
to Lower Pierce Pond, Pierce Pond Stream, Kennebec River; ar^ja 
water surface, 0.02 square mile, (S. A. map). 

POND, T 2, R 4, B. K. P., W. K. R, south of Upper Pierce Pond, 
Somerset County; inlet, outlet of small pond; outlet, Lower Pierce 
Pond, Pierce Pond Stream, Kennebec River; area water surface, 
0.02 square mile, (S. A. map). 

POND, T 3, R 4, B. K. P., W. K. R., Somerset County; inlet, short 
stream on north; outlet, through short stream to Dead River, Ker 
nebec River; area water surface, 0.03 square mile, (S. A. map). 

POND, T 3, R 4, B. K. P., W. K. R., Somerset County; outlet, 
through short stream to Dead River, Kennebec River; area water 
surface 0.26 square mile, (S. A. map). 

POND, T 2, R 5, B. K. P., W. K. R, ist pond on Enchanted Stream, 
Somerset County; inlet, Enchanted Stream; outlet. Enchanted 
Stream, Dead River, Kennebec River; area water surface, 0.05 
square mile, (S. A. map). 

POND, T 2, R 5, B. K. P., W. K. R., 2nd pond on Enchanted Stream, 
Somerset County; outlet. Enchanted Stream, Dead River, Kenne- 
bec River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 2, R 5, B. K. P., W. K. R., 3rd pond on Enchanted Stream, 
Somerset County; outlet, Enchanted Stream, Dead River, Kenne- 
bec River; area water surface, 0.03 square mile, (S. A. map). 

POND, T 2, R 5, B. K. P., W. K. R., Somerset County; inlet, short 
stream on north; outlet, Enchanted Stream, Dead River, Kennebec 
River; area water surface, Q.03 square mile, (S. A. map). 

POND, T 2, R 5, B. K. P., W. K. R., Somerset County ; inlets, several 
short streams; outlet, Stoney River, Dead River, Kennebec River; 
area water surface, o.oi square mile, (S. A. map). 

FOND, T 2, R 5, B. K. P., W. K. R, ist pond, Somerset County; 
inlet, Stoney River; outlet, Stoney River, Dead River, Kennebec 
River; area water surface, 0.04 square mile, (S. A. map). 
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POND, T 2, R 5, B. K. P., W. K. R., 2nd pond, Somerset County; 

inlet, Stoney River; outlet, Stoney River, Dead River, Kennebec 

River; area water surface, 0.03 square mile, (S. A. map). 
POND, T 2, R 5, B. K. P., W. K. R., 3rd pond, Somerset County; 

inlet, Stoney River; outlet, Stoney River, Dead River, Kennebec 

River; area water surface, 0.Q2 square mile, (S. A. map). 
POND, T 3, R 5, B. K. P., W. K. R., south central part, Somerset 

County; outlet, short stream to Big Sipencer Stream, Dead River, 

Kennebec River; area water surface, 0.24 square mile, (S. A. map). 
POND, T 3, R 5, B. K. P., W. K. R., southwest of Spencer Pond, 

Somerset County; outlet, Little Spencer Stream, Big Spencer 

Stream, Dead River, Kennebec River; area water surface, 0.04 

square mile, (S. A. map). 
POND, T 3, R 5, B. K. P.,W. K. R., northwest part, Somerset 

County; outlet, short stream to Big S|pencer Stream, Dead River, 

Kennebec River; area water surface, 0.06 square mile, (S. A. map). 
POND, T 3, R 5, B. K. P., W. K. R., southeast part, Somerset County ; 

inlet, short stream from north; outlet, Little Spencer Stream, Big 

Spencer Stream, Dead River, Kennebec River; area water surface, 

0.02 square mile, (S. A. map). 
POND, T 4, R 5, B. K. P., W. K. R., central part, Somerset County; 

outlet, Big Spencer Stream, Dead River, Kennebec River; area 

water surface, 0.04 square mile, (S. A. map). 
POND, T 4, R 5, B. K. P., W. K. R., south central part, Somerset 

County; outlet, short stream to Big Spencer Stream, Dead River, 

Kennebec River; area water surface, 0.04 square mile, (S. A. map). 
POND, T 4, R 5, B. K. P., W. K. R., northwest of Butler Pond, 

Somerset County; outlet, through Butler Pond, Flagstaff Pond, 

Dead River, Kennebec River; area water surface, 0.02 square mile, 

(S. A. map). 
POND, T 3, R 6, B. K. P., W. K. R., west part, Somerset County; 

outlet, Spencer Stream, Dead River, Kennebec River; area water 

surface, 0.20 square mile, (S. A. map). 
POND, T 3, R 6, B. K. P., W. K. R., 3rd pond in south part, Somerset 

County; outlet, through unnamed pond to Enchanted Stream, Dead 

River, Kennebec River; area water surface, 0.20 square mile, (S. A. 

map). 
POND, T 3, R 6, B. K. P., W. K. R., 2nd pond in south part, Somerset 

County; outlet, through unnamed pond to Enchanted Stream, Dead 

River, Kennebec River; area water surface, 0.16 square mile, (S. A. 

map). 
POND, T 3, R 6, B. K. P., W. K. R., ist pond south part, Somerset 

County; inlets, outlets of several unnamed ponds; outlet. Enchanted 

Stream, Dead River, Kennebec River; area water surface, 0.33 

square mile, (S. A. map). ♦ 
POND, T 3, R 6, B. K. P., W. K. R., southwest part, Somerset County ; 

outlet, Stoney Brook, Dead River, Kennebec River; area water 

surface, 0.12 square mile, (S. A. map). 
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POND, T 3, R 6, B. K. P., W. K. R., east part, Somerset County; 
inlet, short stream on north; outlet. Enchanted Stream, Dead River, 
Kennebec River; area water surface, o.io square mile, (S. A. map). 

POND, T 3, R 6, B. K. P., W. K. R., east part, Somerset Countjs 
inlet, outlet of small pond; outlet, through unnamed pond to En- 
chanted Stream, Dead River, Kennebec River; area water surface, 
Q^io square mile, (S. A. map). 

POND, T 3, R 6, B. K. P., W. K. R., east part, Somerset County; 
outlet, through unnamed ponds to Enchanted Stream, Dead River, 
Kennebec River; area water surface, 0.08 square mile, (S. A. map). 

POND, T 3, R 6, B. K. P., W. K. R., east central part, Somerset 
County; outlet, Salmon Brook, Dead River, Kennebec River; area 
water surface, 0.18 square mik, (S. A. map). 

POND, T 3, R 6, B. K. P., W. K. R., south part, Somerset County; 
inlet, short stream on north; outlet, into Enchanted Stream, Dead 
River, Kennebec River; area water surface, 0.04 square mile, (C. 
map). 

POND, T 4, R 6, B. K. P., W. K. R., north of Fish Pond, Somerset 
County; outlet, Spencer Pond, Spencer Stream, Dead River, Kenne- 
bec River; area water surface, 0.03 square mile, (S. A. map). 

POND, T 5, R 6, B. K. P., W. K. R., Somerset County; inlet, short 
stream on north; outlet into Big Spencer Stream, Dead River, 
Kennebec River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 5, R 6, B. K. P., W. K. R., north part, Somerset County; 
outlet, into Gold Mine Brook, Big Spencer Stream, Dead River, 
Kennebec River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 2, R 7, B. K. P., W. K. R., south part, Somerset County; 
inlet, short stream on west; outlet, Chase Stream, Kennebec River; 
area water surface, 0.04 square mile, (S. A. map). 

POND, T A, R 12, W. E. L. S., south of 3rd Kokadjo Pond, Piscata- 
quis County; inlet, short stream on east; outlet. Third Kokadjo 
Pond, Kokadjo River, Moosehead Lake, Kennebec River; area 
water surface, 0.08 square mile, (S. A. map). 

POND, T A, R 12, W. E. L. S., south of 4th Kokadjo Pond, Piscata- 
quis County; outlet, 4th and 3rd Kokadjo ponds, Kokadjo River, 
Moosehead Lake, Kennebec River; area water surface, 0.02 square 
mile, (S. A. map). 

POND, T I, R 14, W. E. L. S., Piscataquis County; inlet, short stream 
on east; outlet, Kokadjo River, Moosehead Lake, Kennebec River; 
area water surface, 0.06 square mile, (S. A. map). 

POPLAR BROOK, Franklin County; source, Jerusalem, east part; 
direction, north, southwest ; mouth, Carrabassett River, Jerusalem ; 
tributaries, several small streams; tributary to Carrabassett River, 
Kennebec River. 

PORTERS POND, Strong and New Vineyard, Franklin County; 
inlet, short stream on south; outlet. Lemon Stream, Carrabassett 
River, Kennebec River; area water surface, 0.84 square mile, (W. 
map, F. Co.). 
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POTTER MILL STREAM, Kennebec County; source, Loon Pond, 
Litchfield; direction, east, northeast, southeast; mouth, Pleasant 
Pond, Litchfield; tributaries, Loon Pond, small streams; tributary 
to Pleasant Pond, Cobbosseecontee Stream, Kennebec River. 

POWELL BOG, Madison, Somerset County; outlet. Cold Brook, Wes- 
serunsett Stream, Kennebec River; area water surface, 0.009 square 
mile, (U. S. G. S. Skowhegan) ; elev. 370 ft. 

PRESCOTT POND, Moxie Gore, Somerset County; inlet, short 
stream on north; outlet, Moxie Stream, Kennebec River; area water 
surface, 0.03 square mile, (U. S. G. S. The Forks) ; elev. 950 ft. 

PRONG POND, T A, 2, R 13 and 14, W. E. L. S. and Greenville, 
Piscataquis County; inlet, short stream on south; outlet, Moosehead 
Lake, Kennebec River; area water surface, 0.83 square mile, (S. A. 
map, C. atlas). 

PURGATORY POND, Litchfield, Kennebec County; inlet, outlet of 
Sand Pond and several streams; outlet, Cobbosseecontee Stream, 
Kennebec River; area water surface, 0.68 square mile, (U. S. G. S. 
Gardiner) ; present storage, 5 ft., 94,787,000 cu. ft. ; elev. 68 ft. 

RAILB'RIDGE BROOK, Somerset County; source. Harmony, east 
part; direction, southeast; mouth, Main Stream Pond, Harmony; 
tributary to Main Stream Pond, Main Stream, Moose Pond, Sebasti- 
cook River, Kennebec River. 

RAPID STREAM, FrankHn County; source, Jerusalem, southwest 
part; direction, south; mouth, South Branch Carrabassett River, 
Kingfield; tributaries, small streams near source; tributary to Carra- 
bassett River, Kennebec River. 

RED BROOK, Franklin County; source, T 2, R i, W. B. K. P., north 
part; direction, north; mouth, Dead River Pond in T 2, R 2, W. 
B. K. P. ; tributary to Dead River Pond, Dead River, Kenneb^fc 
River. 

REDDINGTON BROOK, Franklin County; source, west part, T i, R 2, 
W. B. K. P.; direction, west, northwest; mouth. South Branch Dead 
River, Dallas; tributary, Reddington ponds; tributary to Dead River, 
Kennebec River. 

REDDINGTON POND, Jerusalem, Franklin County; inlets, several 
short streams; outlet, short stream to Carrabassett Stream, Kenne- 
bec River; area water surface, 0.12 square mile, (G. N. P. Co. map). 

REDINGTON POND, Crockertown, Franklin County; outlet, short 
stream to Carrabasset River; area water surface, 0.28 square mile, 
(S. A. map). 

REDINGTON POND, FIRST, Redington, Franklin County; inlets, out- 
lets of two ponds; outlet, Reddington Brook, Dead River, Kennebec 
River; area water surface, 0.06 square mile, (S. A. map). 

REDINGTON POND, SECOND, Redington, Franklin County; inlet, 
outlet of pond; outlet, through pond to Reddington Brook, Dead 
River, Kennebec River; area water surface, 0.06 square mile, (S. A. 
map). 
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REDINGTON POND, THIRD, Redington, Franklin County; outlet, 
through two ponds to Reddington Brook, Dead River, Kennebec 
River; area water surface, 0.06 square mile, (S. A. map). 

REED BROOK, Somerset County ; source, pond in Bigelow PI. ; direc 
tion, north ; mouth, Dead River, Flagstaff ; tributary, small pond at 
source; tributary to Dead River, Kennebec River. 

RICHARD POND, Winthrop, Kennebec County; inlet, outlet of Shad 
Pond; outlet, Cobbosseecontee Pond, Cobbosseecontee Stream, Ken- 
nebec River; area water surface, 0.13 square mile, (U. S. G. S. 
Augusta) ; elev. 168 ft. 

RITT BROOK, Somerset County; source, Mayfield, southwest part; 
direction, west, north; mouth, South Branch Austin Stream, May- 
field; tributaries, several small streams; tributary to South Branch, 
Austin Stream, Kennebec River. 

ROACH PONDS, Ts A & i, R 12 & 13, W. E. L. S., see Kokadjo 
Lakes. 

ROBINSON POND, Spaulding and Caratunk, Somerset County; inlet, 
outlet of Doughnut Pond; outlet, Robinson Pond Outlet, Pleasant 
Pond Stream, Kennebec River; area water surface, 0.06 square mile. 
(U. S. G. S. Bingham) ; elev. 1475 ft. 

ROBINSON POND OUTLET, Somerset County; source, Robinson 
Pond, Spaulding; direction, northwest; mouth. Pleasant Pond 
Stream, Caratunk; tribu^tiaries, several small streams, Robinson 
Pond and other ponds; tributary to Pleasant Pond Stream, Kenne- 
bec River. 

ROCK POND, T 6, R 2, N. B. K. P., Somerset County; inlet, short 
stream on west ; outlet. Wood Stream, Wood Pond, Moose River, 
Moosehead Lake, Kennebec River; area water surface, o.oi square 
mile, (S. A. map). 

ROCK POND, T 5, R 6, B. K. P., W. K. R., Somerset County; inlet, 
outlet of Iron Pond and short streams; outlet, into Bog Spencer 
Stream, Dead River, Kennebec River; area water surface, 0.22 
square mile, (S. A. map). 

ROGERS BROOK, Somerset County, source, Norridgewock, north 
part; direction, south; miouth, Kennebec River, Norrid^^ewqck ; 
tributary to Kennebec River. 

ROGERS POND, Ripley, Somerset County; inlet, short stream from 
north; outlet. Little Indian Pond, Indian Stream, Sebasticook River, 
Kennebec River; area water surface, 0.40 square mile, (C. atlas). 

ROLLING DAM BROOK, Kennebec County; source, Gardiner, south 
part; direction, north, east; mouth, Kennebec River, Gardiner; 
tributaries, -several small streams on west; tributary to Kennebec 
River. 

ROUND POND, Skowhegan, Somerset County; inlet, Lambert Brook; 
outlet into Oak Pond, Oak Stream, Carrabasset River, Main river; 
area water surface, 0.02 square mile, (U. S. G. S. Skowhegan) ; 
elev. 170 ft. 
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ROUND POND, Squaretown, Somerset County; inlet, short stream 
from north; outlet, Black Brook, Kennebec River; area water sur- 
face, 0.07 square mile, (U. S. G. S. The Forks) ; elev. 1471 ft. 

ROUND POND, 10,000 Acre Tract, Somerset County; inlet, short 
stream from north; outlet, Dead Stream, Kennebec River; area 
water surface, 0.05 square mile, (U. S. G. S. The Forks) ; elev. 
1 1 50 ft. 

ROUND POND, T I, R 7, B. K. P., W. K. R., Somerset County; inlet. 
West Outlet; outlet, We«t Outlet, Indian Pond, Kennebec River; 
area water surface, 0.24 square mile, (S. A. map). 

ROUND MOUNTAIN POND, Alder Stream, Franklin County; inlets, 
several small streams; outlet. Little Alder Stream, Dead River, 
Kennebec River; area water surface, 0.12 square mile, (G. N. P. Cc. 
map). 

ROWE POND, Pleasant Ridge, Somerset County; inlets, outlets of 
Bean and Brandy ponds; outlet, Sandy Stream, Carrabassett Stream, 
Kennebec River; area water surface, 0.27 square mile, (U. S. G. S. 
Bingham) ; elev. 1206 ft. 

ROWE POND STREAM, Somerset County; source, Rowe Pond, 
Pleasant Ridge; direction, west; mouth, Sandy Stream, Highland 
PI. ; tributaries, Rowe Pond and small streams ; tributary to Sandy 
Stream, Carrabasset River, Kennebec River. 

ROWELL POND, Solon, Somerset County; inlet, short stream on 
north; outlet, Wesserunsett Stream, Kennebec River; area water 
surface, 0.02 square mile, (U. S. G. S. Anson) ; elev. 690 ft. 

SADDLEBACK BRANCH, Sandy River, Franklin County; source, 
Sandy River PL, east part; direction, southeast; mouth, Sandy 
River, Phillips; tributaries, several small streams and ponds; tribu- 
tary to Sandy River, Kennebec River. 

SALMON BROOK, Somerset County ; source, T 2, R 5, B. K. P., W. 
K. R., east part; direction, east, south; mouth, Dead River, Wea 
Forks; tributaries, several small stream's; tributary to Dead River, 
Kennebec River. 

SANBORN POND, Farmingdale and Manchester, Kennebec County; 
inlet, outlet of Jamies Pond; outlet, Cobbosseecontee Stream, Ken- 
nebec River; area water surface, 0.16 square mile, (U, S. G. S. Au- 
gusta) ; elev. 190 ft. 

SAND POND, Chesterville, Franklin County; outlet through Lockes 
Pond to Wilson Stream, Sandy River, Kennebec River; area water 
surface, 0.13 square mile, (W. map, F. Co.). 

SAND POND, Monmouth and Litchfield, Kennebec County; inlets, out- 
let of Buker Pond and small stream on south; outlet. Purgatory 
Pond, Cobbosseecontee Stream, Kennebec River; area water surface, 
0.27 square mile, (U. S. G. S. Gardiner) ; elev. 175 ft. 

SANDY BROOK, Somerset County; source, T 5, R 3, W. B. K. P., 
south part; direction, south; mouth. Wood Pond, Jackman; tribu- 
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taries, Crocker Pond and small streams; tributary to Wood Pond, 
Moose River, Moosehead Lake, Kennebec River. 

SANDY POND, Freedom, Waldo County; inlets, several small streams; 
outlet, Sandy Stream, Halfmoon Stream, Sebasticook River, Kenne- 
bec River ; area water surface, 0.62 square mile, (C map, W. Co) ; 
present storage, 6 ft., 103,708,000 cu. ft. 

SANDY POND, Embden, Somerset County; inlet, short stream on 
north; outlet, Fahi Pond, Fahi Brook, Mill Stream, Carrabassett 
River, Kennebec River; area water surface, 0.16 square mile, (U. S. 
G. S. Anson) ; elev. 410 ft. 

SANDY RIVER POND, No. i, T 2, R i, W. B. K. P., Franklin 
County; outlet, Sandy River, Kennebec River; area water surface, 
0.02 square mile, (S. A. map). 

SANDY RIVER POND, No. 2, T 2, R i, W. B. K. P., Franklin 
County; inlets, several short streams; outlet, Sandy River, Kennebec 
River; area water surface, 0.07 square mile, (S. A. map). 

SANDY RIVER POND, No. 3, T 2, R i, W. B. K. P., Franklin 
County; inlets, outlets of ponds; outlet, Sandy River, Kennebec 
River; area water surface, 0.06 square mile, (S. A. map). 

SANDY RIVER POND, No. 4, T 2, R i, W. B. K. P., Franklin 
County; inlets, outlets of ponds and short streams, outlet, Sandy 
River, Kennebec River; area water surface, 0.03 square mile, (S. A. 
map). 

SANDY RIVER, Somerset and Franklin counties ; source, Sandy River 
ponds, Sandy River PI.; direction, east, southeast, northeast; mouth, 
Kennebec River, Starks; tributaries. Lemon Stream, Bog Stream, 
Wilson Stream, small streams and outlets of ponds. North Branch, 
South Branch, Sandy River ponds, Crossman Stream, Cottle Brook. 
Valley Brook; tributary to Kennebec River. Drainage area at Phil- 
lips, 151 sq. m. ; at Fairbanks Bridge, gaging station, 270 sq. m. ; 
above mouth Wilson Stream, 353 sq. m. ; below mouth Wilson 
Stream, 477 sq. m.; above mouth Clearwater Stream, 506 sq. m. ; 
below mouth Clearwater Stream, 528 sq. m.; at Madison Electric 
Works, 619 sq. m. ; at nrsy^y ^44 gq. m. 

SANDY RIVER, NORTH BRANCH, Frariklin County; source, Sandy 
River PI., southwest part; direction, east; mouth, Sandy River, Ma- 
drid; tributaries, small streams and pond; tributary to Sandy River. 
Kennebec River. 

SANDY RIVER, SOUTH BRANCH, Franklin County; source, T 6, 
south part; direction, northeast; mouth, Sandy River, Phillips; trib 
utaries, small streams; tributary to Sandy River, Kennebec River. 

SANDY STREAM, Somerset County; source, Carrying Place, east 
part; direction, south; mouth, Carrabasset River, New Portland; 
tributaries, Alder Stream, Michael Stream and small streams; tribu- 
tary to Carrabasset River, Kennebec River; drainage area at 
mouth, loi sq. m. 
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SANDY STREAM, Waldo County; source, Sandy Pond, Freedom; 
direction, north; mouth, Half Moon Stream, Unity; tributary, 
Sandy Pond; tributary at Half Moon Stream, Twenty-five Mile 
Stream, Sebasticook River, Kennebec River. 

SANDY STREAM, Somerset County; source, East Moxie, north part; 
direction, south, southwest; mouth, Moxie Pond, East Moxie; tribu- 
taries, many small streams ; tributary to Moxie Pond, Moxie Stream, 
Kennebec River. 

SANDY STREAM, LITTLE, Somerset County; source. The Forks, 
south part; direction, southeast; mouth, Moxie Pond, Bald Moun- 
tain; tributary to Moxie Pond, Moxie Stream, Kennebec River. 

SEBASTICOOK LAKE, Newport, Penobscot County; inlets, several 
streams and outlets of lakes ; outlet, East Branch Sebasticook River ; 
area water surface, 6.50 square miles, (C. atlas) ; present storage, 5 
ft., 906,048,000 cu. ft.; possible storage capacity, 7 ft., 1,268,467,000 
cu. ft. 

SEBASTICOOK RIVER, Waldo, Kennebec, Somerset, Piscataquis 
counties; source. Dexter, Sangerville, Garland; direction, south, 
southwest; mouth, Kennebec River, Winslow; tributaries. West 
Branch, East Branch, Main Stream, Moon Stream, Sebasticook 
Lake, Moose Pond, Unity Pond, China Lake and many small 
streams; tributary to Kennebec River. Drainage area West Branch, 
outlet Moose Pond, 235 sq. m>. ; West Branch at Pittsfield, 320 sq. 
m. ; West Branch at mouth, 325 sq. m. ; East Branch, outlet Sebasti- 
cook Lake, 135 sq. m. ; East Branch at mouth, 246 sq. m. ; below 
junction. East and West branches, 571 sq. m. ; above Unity Pond 
outlet, 6x1 sq. m.; below mouth Unity Pond outlet, 754 sq. m.; at 
Clinton, 849 sq. m.. ; at Benton Falls, 890 sq. m. ; at mouth, 975 sq. m. 

SEVENMILE BROOK, Kennebec County; source, outlets of Tolman, 
Dam and Spectacle ponds, Augusta; direction, northwest; mouth, 
outlet of Webber Pond, Vassalboro; tributaries, Tolman, Dam and 
Spectacle ponds; tributary to outlet of Webber Pond, Kennebec 
River. 

SEW ALL POND, Arrowsic, Sagadahoc County; outlet, Kennebec 

River; area water surface, 0.05 square mile, (U. S. G. S. Bath). 
SHADOW POND, T 3, R 5, B. K. P., E. K. R., Piscataquis County; 

outlet, Moosehead Lake, Kennebec River; area water surface, 0.005 

square mile, (estimated). 
SHALLOW POND, Jim Pond, Franklin County; outlet. Dead River, 

Kennebec River; area water surface, 0.07 square mile, (S. A. map). 
SHED POND, Manchester, Kennebec County; inlet, short stream on 

north; outlet, into Cobbosseecontee Pond, Cobbosseecontee Stream, 

Kennebec River; area water surface, o.io square mile, (U. S. G. S. 

Augusta) ; elev. 330 ft. 
SHEDNAKE POND, Chesterville, Franklin County; outlet, McGurdys 

Stream, Sandy River, Kennebec River; area water surface, 0.09 

square mile, (W. map, F. Co.). 
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SHERMAN POND, T 6, R i, N. B. K. P., Somerset County; inlet, 
short stream on west; outlet. Moose River, Moosehead Lake, Kenne- 
bec River; area water surface, 0.02 square mile, (S. A. map). 

SIBiLEY POND, Canaan & Pittsfield, Somerset County; inlets, South 
Bog Stream, several small streams and outlets of ponds; outlet, 
Carrabasset Stream, Kennebec River; area water surface, 0.57 
square mile, (U. S. G. S. Skowhegan) ; elev. 225 ft. 

SKINNER POND, Dixmont, Penobscot County; inlets, several streams 
on east; outlet, through Plymouth Ponds to East Branch Sebasti- 
cook River, Kennebec River; area water surface, 0.13 square mile, 
(C. & C. atlas). 

SMITH POND,. Cornville, Somerset County; inlets, short stream on 
west and Wesserunsett Stream; outlet, West Branch Wesserunsett 
Stream, Kennebec River; area water surface, 0.04 square mile, 
(U. S. G. S. Skowhegan) ; elev. 210 ft. 

SMITH POND, Smithfield, Somerset County; outlet, Clear Brook, 
North Pond, Great Pond, Long Pond, Belgrade Stream, Messalon- 
skee Lake, Messalonskee Stream, Kennebec River; area water sur- 
face, o.oi square mile, (U. S. G. S. Norridgewock) ; elev. 270 ft. 

SNAKE POND, T 3, R 7, B. K. P., W. K. R., Somerset County ; outlet 
into Lang Brook, Parlin Stream, Long Pond, Moose River, Moose- 
head Lake, Kennebec River; area water surface, 0.Q2 square mile, 
(S. A. map). 

SNELL BROOK, Kennebec County; source, Carlton Pond, Winthrop; 
direction, south; mouth. Narrows Pond, Winthrop; tributaries, 
Carlton Pond and small streams; tributary to Narrows Pond, Lake 
Annabessacook, Cobbosseecontee Pond, Cobbosseecontee Stream, 
Kennebec River. 

SNOW POND, Alder Stream, Franklin County; outlet. Little Alder 
Stream, Dead River, Kennebec River; area water surface, 0.05 
square mile, (G. N. P. Co. map). 

SNOW POND, Belgrade, Sidney, Oakland, see Messalonskee lake. 

SOCATEAN POND, T 2, R 4, N. B. K. P., Somerset County; inlet, 
short stream on north; outlet, Socatean Stream, Moosehead Lake, 
Kennebec River ; area water surface, 0.24 square mile, (G. N. P. Co. 
map). 

SOCATEAN STREAM, Somerset County; source, Plymouth, south- 
west part; direction, southeast; mouth, Moosehead Lake, Middlesex 
Canal, West; tributaries, several short streams; tributary to Moose- 
head Lake, Kennebec River. 

SOUTH BOG STREAM, Somerset County; source, Pittsfield; direc- 
tion, northwest; mouth, Sibley Pond, Canaan and Pittsfield; tribu- 
taries, several small streams; tributary to Sibley Pond, Carrabassett 
Stream, Kennebec River. 

SPECTACLE POND, T 4, R 5, B. K. P., W. K. R., north central part, 
Somerset County; outlet, Kibby Stream, Big Spencer Stream, Dead 



KENNEBEC RIVER BASIN. 239 

River, Kennebec River; area water surface, 0.04 square mile, (S. A. 
map). 

SPE)CTACLE POND, Vassalboro and Augusta, Kennebec County; in- 
lets, several short streams; outlet, Sevenmile Brook, Kennebec 
River; area water surface, 0.22 square mile, (U. S. G. S. Vassal- 
boro) ; elev. 230 ft. 

SPENCER PONDS, T 3, R 5 and T 4, R 6, B. K. P., W. K. R.. 
Somerset County; inlets, several streams; outlet, short stream to 
Big Spencer Stream, Dead River, Kennebec River; area water sur- 
face, 2.36 square miles, (S. L. S.) ; present storage, 12 ft., 870,000,- 
000 cu. ft.; drainage area 48 sq. m. ; elev. 1150 ft. 

SPENCER STREAM, S6merset County; source, Spencer Pond, T 4, 
R 6, B. K. P., W. K. R., direction, south, east; nwuth, Big Spencer 
Stream, T 4, R 5, B. K. P., W. K. R.; tributaries, Spencer Pond 
and several small streams ; tributary to Dead River, Kennebec River ; 
drainage area at mouth, 62 sq. m. 

SPENCER STREAM, BIG, Somerset County; source, T 5, R 6, B. K. 
P., W. K. R. ; direction, south, east ; mouth. Dead River, T 3, R 4, 
B. K. P., W. K. R. ; tributaries, Kibby Stream, many short streams 
and outlets of many ponds ; tributary to Dead River, Kennebec River ; 
drainage area at mouth, 218 sq. m. 

SPRAGUE RIVER, Sagadahoc County; source, Phippsburg, south 
part; direction, south; mouth, Atlantic Ocean. 

SPRING IjAKE, T 3, R 4, B. K. P., W. K. R., Piscataquis County ; 
inlets, Kokadjo River and small streams; outlet, Kokadjo River, 
Moosehead Lake, Kennebec River; area water surface, 1.06 square 
miles, (S. L. S.) ; elev. 1260 ft. 

SPRUCE POND, Lexington, Somerset County; outlet. Mill Stream, 
Carrabassett River, Kennebec River; area water surface, o.ii square 
mile, (S. A. map). 

SQUAW STREAM, LOWER, Piscataquis County; source, T 3, R 5. 
B. K. P., E. K. R., north part; direction, northeast; mouth. Moose- 
head Lake, T 2, R 6, B. K. P., E. K. R. ; tributaries, outlets of sev- 
eral ponds; tributary to Moosehead Lake, Kennebec River. 

SQUAW STREAM, UPPER, Piscataquis County; source, Fitzgerald 
Pond, T 2, R 6, B. K. P., E. K. R. ; direction, east ; mouth. Lower 
Squaw Stream, T 2, R 6, B. K. P., E. K. R. ; tributary, Fitzgerald 
Pond; tributary to Lower Squaw Stream, Moosehead Lake, Kenne- 
bec River. 

STAFFORD BROOK, Somerset County; source, Skowhegan, east 
part; direction, south; mouth, Oak Stream, Skowhegan; tributary 
to Oak Stream, Carrabassett Stream, Kennebec River. 

STAFFORD POND, Hartland, Somerset County; inlets, several small 
streams; outlet, Sebasticook River, Kennebec River; area water 
surface, 0.17 square mile, (U. S. G. S. Skowhegan) ; elev. 262 ft. 
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STAPLES POND, Temple, Franklin County; inlet, short stream or. 
north; outlet, short stream to Sandy River, Kennebec River; area 
water surface, 0.15 square mile, (W. map, F. Co.). 

STARBIRD POND, Hartland, Somerset County; outlet. Moose Pond, 
Sebasticook River, Kennebec River; area water surface, 0.16 square 
mile, (U. S. G. S. Skowhegan) ; elev. 426 ft. 

STETSON POND, Stetson, Penobscot County; inlets, several small 
streams; outlet, Sebasticook Lake, East Branch, Sebasticook River, 
Kennebec River; area water surface, 0.62 square mile, (C. & C. 
atlas) ; present storage, 4 ft., 69,138,000 cu. ft. 

STETSON STREAM, Penobscot County; source. Pleasant Lake, Stet- 
son; direction, west; mouth, Sebasticook Lake, Newport; tributaries. 
Stetson Pond and small streams ; tributary to Sebasticook Lake, Se- 
basticook River, Kennebec River. 

STONY BROOK, Franklin County; source, southwest part of T 4, 
R 3, B. K. P., W. K. R.; direction, east, north; mouth, Stratton 
Brook, T 4, R 3, B. K. P., W. K. R. ; tributary to Stratton Brook, 
Dead River, Kennebec River. 

STONY BROOK, Somerset County; source. Highland PI., central 
part; direction, southeast; mouth, Sandy Stream, Highland PI.; 
tributary to Sandy Stream, Carrabassett River, Kennebec River. 

STONY BROOK, Somerset County; source, southeast part of T 3, 
R 2, N. B. K. P. ; direction, south ; mouth. Moose River, Sandwich ; 
tributary to Moose River, Moosehead Lake, Kennebec River. 

STONY BROOK, Somerset County ; source, T 2, R 5, B. K. P., W. K. 
R. ; north part ; direction, south ; mouth, Dead River, T 2, R 5, B. K. 
P., W. K. R. ; tributaries, several small ponds; tributary to Dead 
River, Kennebec River. 

STRATTON BROOK, Franklin County; source, T 4, R 3, B. K. P., 
W. K. R., south part; direction, west; mouth, Dead River, Eusti?; 
tributaries. Stony Brook and outlet Jones Pond; tributary to Dead 
River, Kennebec River. 

STUARTS POND, Palmyra and Newport, Somerset and Penobscot 
counties ; inlets, several short streams ; outlet, Sebasticook Lake, East 
Branch Sebasticook River, Kennebec River; area water surface, 0.30 
square mile, (C. atlas). 

SWEETS POND, Strong and New Vineyard, see Porters Pond. 

TACOMA LAKES, Monmouth and Litchfield, see Sand Pond. 

TAYLOR POND, Strong, Franklin County; outlet short stream to 
Sandy River, Kennebec River; area water surface, 0.13 square mile 
(W. map, F. Co.). » o h , 

TEA POND, Jim Pond, Franklin County; inlets, several small streams; 
outlet. Dead River, Kennebec River; area water surface, 0.06 square 
mile, (S. A. map). 

10,000 ACRE POND, 10,000 Acre Tract, Somerset County; inlets, sev- 
eral short stream-s; outlet. Chase Stream, Kennebec River; area 
water surface, o.ii square mile, (S. A. map). 
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THiREE MILE POND, Vassalboro and Windsor, Kennebec County ; in- 
lets, several small streams; outlet through Weber Pond, Kennebec 
River; area water surface, 1.63 square miles, (U. S. G. S. Vassal- 
boro) ; present storage, 8 ft., 363,535,000 cu. ft. ; elev. 177 ft. 
THREE CORNERED POND, Augusta, Kennebec County; inlets, sev- 
eral small streams on north; outlet, through Togus Pond to Togus 
River, Kennebec River ; area water surface, 0.29 square mile, (U. S. 
G. S. Vassalboro) ; elev. 195 ft. 
TIM BROOK, Franklin County; source, Tim Pond, T 2, R 4, W. B. 
K. P.; direction, east; mouth. Alder Stream, Eustis; tributaries, 
Tim Pond and small streams; tributary to Alder Stream, Dead 
River, Kennebec River. 
TIM POND, Tim Pond PL, Franklin County; inlets, several small 
streams; outlet. Dead River, Kennebec River; area water surface, 
0.46 square mile, (S. L. S.) ; present storage, 5 ft., 83,600,000 cu. ft. ;. 
drainage area 11 sq. m. ; elev. 1995 ft. 
TO BEY BROOK, Somerset County; source, Norridgewock, east part; 
direction, south; mouth, Martin Stream, Norridgewock; tributaries, 
small streams on west; tributary to Martin Stream, Kennebec 
River. 
TOBY POND, T 5, R 7, B. K. P., W. K. R. and T 5, R i, N. B. K. P., 
Somerset County; outlet into Moose River, Moosehead Lake, Ken- 
nebec River; area water surface, 0.06 square mile, (S. A. map). 
TOGUS POND, Augusta, Kennebec County; inlets, outlets of Three- 
cornered Pond, Little Togus Pond and several streams; outlet, To- 
gus River, Kennebec River; area water surface, i.oi square miles, 
(U. S. G. S. Vassalboro) ; present storage, 5 ft., 140,786,000 cu. ft. ; 
drainage area 4 sq. m. ; elev. 185 ft. 
TOGUS POND, LITTLE, Augusta, Kennebec County; outlet, Togus 
Pond, Togus River, Kennebec River; area water surface, 0.14 
square mile, (U. S. G. S. Vassalboro) ; elev. 190 ft. 
TOGUS STREAM, Kennebec and Lincoln counties; source, Togus 
Pond, Augusta; direction, southwest; mouth, Kennebec River, Ran- 
dolph ; tributaries, Togus Pond, several small streams and outlets of 
lakes ; tributary to Kennebec River. 
TOLMAN POND, Augusta, Kennebec County; outlet, Sevenmile 
Brook; Kennebec River; area water surface, o.io square mile, (U. 
S. G. S. Vassalboro). 

TOMHEGAN POND, T i, T 2, R 3, N. B. K. P., Somerset County; 
inlets, several short streams ; outlet, Tomhegan Stream, Moosehead 
Lake, Kennebec River; area water surface, 0.42 square mile, (S. A. 
map). 

TOMHEGAN STREAM, Somerset County; source, 10,000 Acre Tract, 
west part ; direction, south ; mouth. Cold Stream, West Forks ; trib- 
utaries, several small streams; tributary to Cold Stream, Kennebec 
River. 
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TOM'HEGAN STREAM, Somerset County; source, T 2, R 3, N. B. 
K. P.; direction, southeast; mouth, Moosehead Lake, T i, R 2, N. 
B. K. P.; tributaries. Green Pond and small streams; tributary to 
Moosehead Lake, Kennebec River. 

TORSEY POND, Readifield, Mount Vernon, Kennebec County; inlets, 
outlet of small pond and several streams; outlet, through Lake 
Maranacook, Lake Annabessacook, Cobbosseecontee Pond, Cobbos- 
seecontee Stream, Kennebec River; area water surface, 1.14 square 
miles, (U. S. G. S. Augusta); present storage, 5 ft., i58,907»ooo 
cu. ft.; drainage area 8 sq. m. ; elev. 290 ft. 

TROUT POND, Lowell, Franklin County; outlet. Moose River, Moose- 
head Lake, Kennebec River; area water surface, 0.07 square mile, 
(S. A. map). 

TROUT POND, T A, R 12, W. E. L. S., Piscataquis County; inlets 
several streams; outlet, Kokadjo River, Moosehead Lake, Kennebec 
River; area water surface, 0.17 square mile, (S. A. map). 

TROUT STREAM, Somerset and Piscataquis counties; source. Trout 
Pond, Squaw Mountain; direction, southwest; mouth, Indian Stream, 
Squaretown; tributary, Trout Pond; tributary to Indian Stream, In- 
dian Pond, Kennebec River. 

TUCKER STREAM, Somerset County; source, Brighton PI., south 
part; direction, south, east; mouth, Higgins Stream, Harmony; 
tributaries, several small streams; tributary to Higgins Stream, 
Moose Pond, Sebasticook River, Kennebec River. 

TUFTS POND, Kingfield, Franklin County; inlet, outlet of Grind- 
stone Pond; outlet, Older Stream, South Branch Carrabassett River; 
Kennebec River; area water surface, 0.25 square mile, (W. map, F. 
Co.). 

TURNER BROOK, Somerset County; source, Madison, south part; 
direction, south; mouth, Kennebec River, Skowhegan; tributaries, 
short streams near source; tributary to Kennebec River. 

TURNER POND, Moscow, Somerset County; outlet into Kennebec 
River ; area water surface, o.oi square mile, (U. S. G. S. Bingham) ; 
elev. 390 ft. 

TVRNER POND, BIG, T 6, R 2, N. B. K. P., Somerset County ; in- 
lets, several short streams; outlet. Wood Stream, Wood Pond, 
Moose River, Moosehead Lake, Kennebec River; area water sur- 
face, 0.25 square mile, (S. A. map). 

TURNER POND, LITTLE, T 6, R 2, N. B. K. P., Somerset County; 
inlet, outlet of Big Turner Pond ; outlet. Wood Stream, Wood Pond, 
Moose River, Moosehead Lake, Kennebec River; area water sur- 
face, 0.06 square mile, (S. A. map). 

TUTTLE BROOK, Somerset County; source. Barker Pond, Cornville; 
direction, southeast; mouth. Black Stream, Hartland; tributaries. 
Barker Pond and short stream; tributary to Black Stream, Moose 
Pond, Sebasticook River, Kennebec River. 



KENNEBEC RIVER BASIN. 243 

TWELVE MILE STREAM, Kennebec and Somerset counties; source, 
Canaan, south part; direction, south; mouth, Sebasticook River, 
Clinton; tributaries, several small streams; tributary to Sebasticook 
River, Kennebec River. 

TWENTY FIVE MILE POND, Burnham and Unity, Waldo County 
inlets, Carleton Brook and small streams; outlet, Sebasticook River, 
Kennebec River; area water surface, 4.26 sq. m. ; present storage, 2 
ft., 237,524,000 cu. ft.; possible storage, 8 ft., 950»096,ooo cu. ft.; 
drainage area 47 sq. m. 

TWENTY FIVE MILE STREAM, Waldo County; source, Unity 
Pond in Unity; direction, northwest; mouth, Sebasticook River, 
Burnham ; tributaries, Unity Pond, Sandy Stream ; tributary -to Se- 
basticook River, Kennebec River. Drainage area at outlet Twenty- 
five Mile Pond, 47 sq. m. ; below junction Sandy Stream, 122 
sq. m. ; at mouth, 143 sq. m. 

UNITY POND, Burnham and Unity, see Twenty-five Mile Pond. 

UNKNOWN LAKE, Ck>re north T i, R 8, W. B. K. P., Franklin 
County; outlet. Little Gulf Stream, Moose River, Moosehead Lake, 
Kennebec River; area water surface, 0.07 square mile, (S. A. map). 

UPPER POND, T 2; R 7, B. K. P., W. K. R., Somerset County; 
inlets. West Branch and small streams ; outlet, South Branch, Misery 
Stream, Brassua Lake, Moose River, Moosehead Lake, Kennebec 
River; area water surface, 0.04 square mile, (S. A. map). 

USHER INLET, Somerset County; source, Flagstaff, northeast part; 
direction, southwest; mouth. Flagstaff Pond, Flagstaff; tributary to 
Flagstaff Pond, Dead River, Kennebec River. 

VALLEY BROOK, Franklin County; source. Freeman, central part; 
direction, south; mouth, Sandy River, Strong; tributaries, small 
streams; tributary to Sandy River, Kennebec River. 

VARNUM POND, Wilton, see North Pond. 

VILES POND, Jim Pond, Franklin County; outlet. North Branch 
Dead River, Kennebec River; area water surface, 0.04 square mile, 
(S. A. map). 

WARD POND, Sidney, Kennebec County; inlets, short streams on 
north; outlet, unnamed stream to Messalonskee Lake, Messalonskee 
Stream, Kennebec River; area water surface, o.io square mile, (U. 
. S. G. S. Augusta) ; elev. 350 ft. 

WASSOKEAG LAKE, Dexter and Ripley, see Dexter Ponds. 

WEBER POND, Vassalboro, Kennebec County; inlets, several small 
streams and outlet of Threemile Pond; outlet, Weber Stream, 
Kennebec River; area water surface, 1.90 square miles, (U. S. 
G. S. Vassalboro) ; present storage, 6 ft., 317,814,000 cu. ft. ; drain- 
age area 29 sq. m. 

WEBER STREAM, Kennebec County; source, Weber Pond in Vas- 
salboro; direction, southwest, northwest; mouth, Kennebec River, 
Vassalboro; tributaries, Weber Pond, Sevenmile Brook and short 
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streams; tributary to Kennebec River. Drainage area at outlet 
Weber Pond 29 sq. m. ; at mouth, 39 sq. m. 

WEEKS POND, Bridgton, Somerset County; inlets, short streams on 
north and west; outlet, Wesserunsett Stream, Sebasticook River; 
area water surface, 0.31 square mile, (C. atlas) ; present storage, 6 
ft., 51,854,000 cu. ft. 

WELHERN POND, Eustis, Franklin County; outlet. North Branch 
Dead River, Kennebec River; area water surface, o.io square mile, 
(estimated). 

WENTWORTH POND, Solon and Athens, Somerset County; inlets, 
several short streams and outlet of Baker Pond; outlet, West Branch 
Wesserunsett Stream, Kennebec River; area water surface, 0.36 
jBquare mile, (U. S. G. S. Skowhegan) ; elev. 579 ft. 

WESSERUNSETT LAKE, Madison, Somerset County; inlets, several 
small streams; outlet into Wesserunsett Stream, Kennebec River; 
area water surface, 1.91 square miles, (U. S. G. S. Anson) ; 
present storage, 7 ft., 372,735,000 cu. ft.; drainage area 16 sq. m. ; 
elev. 330 ft. 

WESSERUNSETT STREAM, Somerset County; source. Weeks Pond, 
Brighton PI.; direction, south; mouth, Kennebec River, Skowhegan; 
tributaries. Weeks Pond and small streams, Kincaid Stream; drain- 
age area at mouth, 142 sq. m. 

WESSERUNSETT STREAM, EAST BRANCH, Somerset County; 
source, Athens, north part; direction, southeast, southwest; mouth, 
Wesserunsett Stream, Athens; tributaries, several short streams; 
tributary to Wesserunsett Stream, Kennebec River. 

WESSERUNSETT STREAM, WEST BRANCH, Somerset County; 
source, Wentworth Pond, Solon and Athens; direction, southeast; 
mouth, Wesserunsett Stream, Athens; tributaries, Bradbury Stream 
and several small streams; tributary to Wesserunsett Stream, Ken- 
nebec River. 

WESSERUNSETT STREAM, WEST BRANCH, Somerset County; 
source, Cornville, west part; direction, southeast; mouth, Wesserun- 
sett Stream, Skowhegan; tributaries. Bog Brook, Paine Brook, Kin- 
caid Brook, Haley Brook, Cold Brook and unnamed streams ; trib- 
utary to Wesserunsett Stream, Kennebec River. 

WEST BROOK, Somerset County; source. Highland PI., northwest 
part; direction, east; mouth, Sandy Stream, Highland PL; tributa- 
ries, small streams near source; tributary to Sandy Stream, Carra- 
bassett River, Kennebec River. 

WEYMOUTH POND, Corinna, Penobscot and Somerset counties; 
outlet, Indian Stream, Sebasticook River, Kenn-ebec River; area 
water surface, 0.12 square mile, (C. atlas). 

WHIPPLE POND, T 5, R 7, B. K. P., W. K. R., Somerset County; 
inlet, short stream on east; outlet, through Spencer Lake, Spencer 
Stream, Dead River, Kennebec River; area water surface, 0.27 
square mile, (S. A. map). 
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WHISKEAG CREEK, Sagadahoc County; source, small pond in Batli 
and West Bath; direction, north; mouth, Kennebec River; tribu- 
taries, several short streams; tributary to Kennebec River. 

WHITES POND, Palmyra, Somerset County; inlet, short stream 
from north; outlet, through Madawaska Pond to Sebasticook River, 
Kennebec River; area water surface, 0.25 square mile, (C. atla>). 

WHITTIERS POND, Chesterville and New Sharon, Franklin County, 
inlets, McGurdys Stream and short stream on east; outlet, Mc- 
Gurdj's Stream, Sandy River, Kennebec River; area water surface, 
0.30 square mile, (W. map, F. Co.). 

WILLIAMS BROOK, Somerset County; source. Big W., northwest 
part; direction, southeast; mouth, Moosehead Lake, Big W. ; tribu- 
tary to Moosehead Lake, Kennebec River. 

WILMOTS BROOK, Sagadahoc County; source, Richmond, north- 
east part; direction, north, east; mouth, Kennebec River, Richmond; 
tributaries, small streams on west; tributary to Kennebec Rievr. 

WILSON BOG, Winslow, Kennebec County; inlets, several small 
streams; outlet, through outlet of Pattee Pond, Sebasticook River, 
Kennebec River; area water surface, 0.70 square mile, (H. E. 
Green) ; present storage, 8 ft, 156,119,000 cu. ft. 

WILSON POND, Monmouth, Winthrop and Wayne, Kennebec County; 
inlets, outlet of Dexter Pond and small streams; outlet, Wilson 
Stream, Cobbosseecontee Stream, Kennebec River; area water sur- 
face, 0.86 square mile, (U. S. G. S. Livermore) ; elev. 242 ft. 

WILSON POND, Wilton, Franklin County; inlets, short stream- 
on north; outlet, Wilson Stream, Sandy River, Kennebec River; area 
water surface, 1.20 square miles, (W. map, F. Co.) ; present storage 
7 ft., 234,179,000 cu. ft.; drainage area 34 sq. m. 

WILSON SREAM, Franklin County; source, Wilson Pond, Wilton; 
direction, northeast, southeast, northeast; mouth, Sandy River, Farm- 
ington; tributaries, Wilson Pond, outlets of several ponds and short 
streams; tributary to Sandy River, Kennebec River. Drainage are" 
at outlet Wilson Pond, 34 sq. m. ; at mouth, 124 sq. m. 

WILSON STREAM, Kennebec County; soUrce, Wilson Pond, Win- 
throp, and Monmouth; direction, southeast; mouth, Lake Annabes- 
sacook, Monmouth ; tributaries, Wilson Pond and small streams, 
Cgchnewagon Pond; tributary to Lake Annabessacook, Cobbossee- 
contee Pond, Cobbosseecontee Stream, Kennebec River. 

WILSON HILL POND, West Forks, Somerset County; outlet, Tom- 
hegan Stream, Kennebec River; area water surface, 0.03 square 
mile, (U. S. G. S. The Forks) ; elev. 1130 ft. 

WINNECOOK LAKE, Burnham and Unity, see Twenty-five Mile 
Pond. 

WINNEGANCE CREEK, Sagadahoc County; source, Phippsburg, 
northwest part; direction, ftortheast; mouth, Kennebec River at 
Phippsburg and Bath; tributaries, several short streams; tributary 
to Kennebec River. 
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WITHAM BROOK, Somerset County; source, Spruce Pond, Lexing- 
ton; direction, southeast; mouth, Embden Pond, Embden; tributa- 
ries. Spruce Pond and short streams ; tributary to Embden Pond, 
Mill Stream, Carrabassett River, Kennebec River. 

WITHEE POND, Mayfield, Somerset County; outlet, Gulf Stream. 
Austin Stream* Kennebec River; area water surface, o.oi square 
mile, (U. S. G. S. Bingham) ; elev. 1390 ft. 

WITHY BROOK, Somerset County; source, Mud Pond, Hartland; 
direction, northwest; mouth, Great Moose Pond, Hartland; tribu- 
taries, Mud Pond, several small stream; tributary to Great Moose 
Pond, Scbasticook River, Kennebec River. 

WOOD POND, T 4 and 5, R i, N. B. K. P., Somerset County ; inlets, 
Attean Pond and small streams; outlet, Moose River, Moosehead 
Lake, Kennebec River; area water surface, 3.23 square miles, (S. 
L. S.) ; possible storage 10 ft, 2,341,700,000 cu. ft; drainage area 
348 sq. m. ; elev. 1160 ft. 

WOOD POND, LITTLE BIG, T 5, R 2, N. B. K. P., Somerset 
County; inlet. Wood Stream; outlet. Wood Stream, Wood Pond. 
Moose River, Moosehead Lake, Kennebec River ; area water surface, 
0.88 square mile, (S. A. map) ; present storage, 7 ft., 171,731,000 
cu. ft.; possible storage capacity, 17 ft, 417,061,000 cu. ft. 

WOOD STREAM, Somerset County; source, west part of T 6, R 2, 
W. B. K. P.; direction, southeast; mouth. Wood Pond in Attean; 
tributaries, several ponds and small streams; tributary to Wood 
Pond, Moose River, Moosehead Lake, Kennebec River. 

WY'MAN POND, Brighton, Somerset County; inlet, short stream on 
north; outlet, Wesserunsett Stream, Kennebec River; area water 
surface, 0.32 square mile, (C. Atlas). 

Y POND, T 3, R 2, N. B. K. P., Somerset County; inlet, short stream 
on north; outlet, Brassua Stream, Moose River, Moosehead Lake, 
Kennebec River; area water surface, 0.04 square mile, (C. map). 

YOUNGS POND, Pleasant Ridge, Somerset County; outlet, by short 
stream into Kennebec River; area water surface, 0.02 square mile, 
(U. S. G. S. Bingham) ; elev. 1310 ft. 
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ABBOT BROOK, Oxford County and N. H. ; source in N. H. ; direc- 
tion, southeast; mouth, Magalloway River, Lincoln; tributaries, 
short streams on north ; tributary to Magalloway River, Androscog- 
gin River. 

ABBOTT POND, Sumner, Oxford County; inlet, short stream on 
north; outlet, Russell Brook, West Branch Nezinscot River, An- 
droscoggin River; area water surface, 0.04 square mile, (U. S. G. S. 
Bryant Pond) ; elev. 1030 ft. 

ABBY, M. T., POND, T 4, R 6, W. B. K. P., south part, Oxford 
County; inlet. Pond Brook; outlet into Middle Brook, Magalloway 
River, Androscoggin River; area water surface, o.io square mile, 
(S. A. map). 

AKERS POND, Errol, N. H.; outlet. Clear Stream, Androscoggin 
River; area water surface, 0.63 square mile, (N. H. Geol. map) 
elev. 300 ft. 

ALDER BROOK, Franklin County; source. Temple, west part; direc- 
tion, southeast, northwest; mouth, Webbs Pond, Weld; tributaries,, 
small streams; tributary to Webbs Pond, Webbs River, Androscog- 
gin River. 

ALDER BROOK, N. H., source, Dartmouth College Grant, central 
part ; direction, south ; mouth, Swift Diamond River, Dartmouth 
College Grant; tributaries, few small streams; tributary to S"v:ft 
Diamond River, Magalloway River, Androscoggin River. 

ALDER RIVER, Oxford County; source. North and South ponds, 
Woodstock and Greenwood; direction, west; mouth, Androscoggin 
River, Bethel; tributaries, North Pond, South Pond, several streams; 
tributary to Androscoggin River; drainage area at mouth, 29 sq. '•i. 

ALLEN POND, Greene, Androscoggin County; inlets, two short 
streams on south; outlet, Allen Stream, Androscoggin River; area* 
water surface, 0.28 square mile, (U. S. G. S. Lewiston) ; elev. 342 d. 

ALLEN STREAM, Androscoggin County; source, Allen Pond, Greene; 
direction north, northwest; mouth, Androscoggin River, Leeds; 
tributaries, Allen Pond and several small streams; tributary to An- 
droscoggin River; drainage area at mouth, 14 sq. m. 

ANASAGUNTICOOK LAKE, Hartford and Canton, Oxford County; 
inlets. Sparrow Brook, Thompson Brook, several small streams; 
outlet, Whitney Brook, Androscoggin River; area water surface, 
0.87 square mile, (U. S. G. S. Buckfield) ; present storage, 5 ft., 
121,271,000 cu ft.; elev. 403 ft. 

ANDREWS BROOK, Oxford County; source, Woodstock, central 
part; direction south; mouth. Little Androscoggin River, Paris; 
tributaries, several small streams; tributary to Little Androscoggin 
River, Androscoggin River ; drainage area at mouth, 14 sq. m. 

ANDROSCOGGIN POND, Leeds and Wayne, Androscoggin and Ken- 
nebec counties; inlets, outlet of Pocasset Pond and several streams; 
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outlet, Dead River, Androscoggin River; area water surface, 5.99 
square miles, (U. S. G. S. Livermore) ; drainage area 85 sq. m. ; 
elev. 269 ft. 

ANDROSCOGGIN RIVER, Oxford, Franklin, Androscoggin, Kenne- 
bec, Sagadahoc counties and N. H. ; source, Umbagog Lake in N. 
H. ; direction, west, south, east, south southeast ; mouth Kennebec 
River, Merrymeeting Bay, Bath and Bowdoinham; tributaries, Um- 
bagog and Rangeley Lake system, Ellis River, Swift River, Dead 
River, Nezinscot River, Little Androscoggin River, Sabattus River, 
Little River, many small streams and outlets of lakes; tributary to 
Merrymeeting Bay, Atlantic Ocean. Eh-ainage area at Errol Dam 
1095 sq. m. ; below Clear Stream, 1163 sq. m. ; above Molledgewock 
Stream, 1 167 sq. m. ; below Molledgewock Stream, 1 190 sq. m. ; at 
Ponticook Dam, 1257 sq. m. ; above Chipwolnepy Stream, 1270 sq. 
m. ; below Chiprwolnepy Stream, 1305 sq. m. ; above Chandler Brook, 
1320 sq m. ; below Chandler Brook, 1350 sq. m. ; at Berlin, 1385 sq. 
m. ; at Cascade Mill, 1400 sq. m. ; at Gorham Power plant, 1410 sq. m. ; 
below Moose River, 1456 sq. m. ; above Peabody River, 1460 sq. m. ; 
below Peabody River, 15 10 sq. m. ; at Shelburne 1540 sq. m. ; at State 
line, 1550 sq. m. ; above Wild River, 1574 sq. m. ; below Wild 
River, 1640 sq. m. ; above Pleasant River, 1670 sq. m.; below Pleas- 
ant River, 1695 sq. m. ; above Alder River, 1720 sq. m. ; below Alder 
River, 1749 sq. m. ; above Sunday River, 1755 sq. m. ; below Sunday 
River, 1802 sq. m. ; above Bear River, 1806 sq. m. ; below Bear 
River, 1842 sq. m.; above Ellis River, 1867 sq. m. ; below Ellis 
River, 2020 sq. m. ; above Concord River, 2023 sq. m. ; below Con- 
cord River, 2056 sq. m. ; at Rum ford, 2090 sq. m.; below Swift 
River, 2210 sq. m. ; above Webbs River, 2215 sq. m. ; below Webbs 
River, 2337 sq. m.} at Riley, 2440 sq. m. ; at Livermore Falls, 2490 
sq. m. ; above Dead River, 2530 sq. m. ; below Dead River, 2626 sq. 
m. ; above Nezinscot River, 2640 sq. m. ; below Nezinscot River, 2822 
sq. m. ; below Allen Stream, 2836 sq. m. ; at Clarks Rips, 2844 sq. 
m. ; at Babbitt & Googin dam, 2850 sq. m.; at Deer Rips dam, 2856 
sq. m. ; above Lake Auburn . outlet, 2871 sq. m.; below Lake Auburn 
outlet, 2890 sq. m. ; above Little Androscoggin River, 2900 sq. m. ; 
below Little Androscoggin River, 3250 sq. m. ; above Sabattus River, 
3290 sq. m. ; below Sabattus River, 3366 sq. m. ; at Lisbon Falls, 3370 
sq. m. ; below Little River, 3400 sq. m. ; at Pejepscot, 3415 sq. m. ; 
at Brunswick, 3430 sq. m. 

AUBURN, LAKE, Auburn, Androscoggin County; inlets, outlet of 
The Basin and several short streams; outlet, Androscoggin River; 
area water surface, 3.47 square miles, (U. S. G. S. Poland and Lew- 
iston) ; present storage, 6 ft., 580,428,000 cu. ft.; elev. 259 ft.; drain- 
age area 17.6 ft. 

AUBURN, LAKE, STREAM, Androscoggin County; source. Lake 
Auburn ; direction, southeast ; mouth, Androscoggin River, Auburn ; 
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tributary, Lake Auburn; tributary to Androscoggin River; drain- 
age area at mouth, 19 sq. m. 

AUNT HANNAH BROOK, Oxford County; source. Half Moon 
Pond, Carthage ; ; direction, south ; mouth, Webbs River, Dixfield ; 
tributary. Half Moon Pond; tributary to Webbs River, Androscog- 
gin River. 

B POND, Upton, Oxford County; outlet intoUmbagog Lake, Andros- 
coggin River; area water surface, 0.30 square mile, (C & H atlas). 

BALL BROOK, Oxford County; source, Batchelders Grant, south- 
west part; direction, north, northeast; mouth, Evans Brook, Batchel- 
ders Grant; tributaries, several streams; tributary to Evans Brook, 
Wild River, Androscoggin River. 

BARKER BROOK, Androscoggin County; source, Webster, central 
part; direction, southwest; mouth, Sabattus River, Lisbon; tribu- 
taries, small streams ; tributary to Sabattus River, Androscoggir. 
River. 

BARKER BROOK, Oxford County; source, Newry, west part; direc 
tion, southeast ; mouth, Sunday River, Newry ; tributaries, many small 
streams on south ; tributary to Sunday River, Androscoggin River. 

BARKER BROOK, Oxford County; source, Woodstock, west part; 
direction, nortTi; mouth. Concord River, Rumford; tributaries, 
Meadow Brook, several small streams; tributary to Concord River. 
Androscoggin River. 

BARKER POND, T 4, R 6, W. B. K. P., Oxford County; inlets, 
several small streams; outlet. Pond Brook, Middle Brook, Magallo- 
way River, Androscoggin River; area water surface, 0.08 square 
mile, (S. A. map). 

BARTLETT POND, Livermore, Androscoggin County; inlets, short 
streams on north; outlet. Ford Brook, Brettuns Pond, Martin 
Stream, Nezinscot River, Androscoggin River; area water surface, 
0.03 square mile, (U. S. G. S. Livermore) ; elev. 486 ft. 

BASIN, THE, Auburn, Androscoggin County; inlets, outlet of Little 
Wilson Pond and short streams; outlet, Lake Auburn, Andros- 
coggin River; area water surface, o.ii square mile, (U. S. O. 8., 
Poland) ; elev. 270 ft. 

BASIN FALLS BROOK, Oxford County; source, Paris, east part; 
direction, east, northeast: mouth, West Branch Nezinscot River, 
Buckfield; tributaries, several small streams; tributary to West 
Branch Nezinscot River, Androscoggin River. 

BASIN POND, Fayette, Kennebec County; outlet, David Pond, Parker 
Pond, Crotched Pond, Lovejoy Pond, Pickerel Pond, Pocasset 
Pond, Androscoggin Pond, Dead River, Androscoggin River; area 
water surface, q.05 square mile, (U. S. G. S. Livermore) ; elev. 390 
ft. 

BATCHELLER BROOK, Franklin County; source, T 6, south part; 
direction, south; mouth, Webbs Pond, Weld; tributary to Webbs 
Pond, Webbs River, Androscoggin River. 
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BEALS BROOK, Androscoggin County; source, Turner, north part; 
direction, north; mouth, Ford Brook, Livermore; tributaries, few 
small streams; tributary to Ford Brook, Martin Brook, Nezinscot 
River, Androscoggin River. 

BEAN BROOK, N. H. ; source. Success, southwest part; direction, 
northwest ; mouth, Androscoggin River, Berlin ; tributaries, small 
streams on south; tributary to Androscoggin River. 

BEAR BROOK, Oxford County; source, Grafton and Andover Wer-^t 
Surplus; direction, southeast; mouth, Androscoggin River, Newry; 
tributaries, several short streams; tributary to Androscoggin River; 
drainage area at mouth, 36 sq. m. 

BEAR POND, Hartford and Turner, Oxford and Androscoggin coun- 
ties; inlets, outlet of Little Bear Pond and short stream; outlet, 
Martin Stream, Nezinscot River, Androscoggin River; area water 
surface, 0.48 square mile, (U. S. G. S. Buckfield) ; elev. 373 ft. 

BEAR POND, LITTLE, Hartford, Oxford County; inlets, several 
short streams, Hayford Brook; outlet into Bear Pond, Martin 
Stream, Nezinscot River, Androscoggin River; area water surface, 
0.17 square mile, (U. S. G. S. Buckfield) ; elev. 375 ft. 

BEAVER POND, T 3, R 5, W. B. K. P., Franklin County; inlet, 

■ 

outlet of Little Island Pond; outlet, through Long Lake to Kenne- 
bago River, Mooselucmaguntic Lake, Richardson lakes. Rapid River, 
Umbagog Lake, Androscoggin River; area water surface, 0.05 
square mile, (S. A. map). 

BEAVER POND, T 5, R 5, W. B. K. P., see Wells Pond. 

BEAVER POND, T D, R i, Franklin County inlets, several small 
streams; outlet into Bradeen Stream, Swift River, Androscoggin 
River; area water surface, 0.04 square mile, (S. A. map). 

BEAVER POND, T 4, R 5, W. B. K. P., Oxford County ; inlet, short 
stream from north; outlet, North Branch Moose Brook, Parma- 
cheenee Lake, Magalloway River, Androscoggin River; area water 
surface, 0.02 square mile, (S. A. map). 

BEAVER POND, BIG, Magalloway, Oxford County; inlet, outlet of 
Little Beaver Pond; outlet into Upper Richardson Lake, Lower 
Richardson Lake, Rapid River, Umbagog Lake, Androscoggin River; 
area water surface, 0.24 square mile, (S. A. map). 

BEAVER POND, LITTLE, Magalloway PL, Oxford County; inlet, 
stream on west; outlet, into Upper Richardson Lake, Lower Rich- 
ardson Lake, Rapid River, Umbagog Lake, Androscoggin River; 
area water surface, 0.09 square mile, (S. A. map). 

BEAVER BOG POND, T 3, R 4 and Tim Pond, Franklin County; 
inlet, small stream on north; outlet, Morton Brook, Kennebago Lake, 
Kennebago Stream, Mooselucmaguntic Lake, Richardson lakes, Rapid 
River, Umbagog Lake, Androscoggin River; area water surface, 0.24 
square mile,. (S. W. S. map). 

BEERAU BOG, T 5, R 5, W. B. K. P., Oxford County; outlet, Ma- 
galloway River, Andlroscoggin River; area water surface, o.oi 
square mile, (S. A. map). 
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BEM'IS STREAM, Franklin County; source, four ponds, T D; di- 
rection, west; mouth, Mooselucmaguntic Lake, Rangeley PL; tribu- 
taries, four pondis; tributary to Mooselucpiaguntic Lake, Richard- 
son Lakes, Rapid River, Umbagog Lake, Androscoggin River. 

BENNETTS BROOK, N. H.; source, Wentworth Location, north 
part ; ■ direction, east, north ; mouth, Swift Diamond River, Dart 
mouth College Grant; tributary, small stream; tributary to Swift 
Diamond River, Magalloway River, Androscoggin River. 

BERRY POND, Greene, Androscoggin County; inlet, short stream on 
north; outlet. Stetson Brook, Androscoggin River; area water sur- 
face, 0.03 square mile, (U.' S. G. S. Lewiston) ; elev. 430 ft. 

BICKNBLL brook, Oxford County; source, Buckfield, south part; 
direction, southeast ; mouth. Bog Brook, Hebron ; tributaries, Cobb 
Brook and small streams ; tributary to Bog Brook, Little Andros- 
coggin River, Androscoggin River. 

BILLINGS POND, T 5, R 5, W. B. K. P., Oxford County; inlet, 
short stream on west; outlet into Magallowoy River, Androscoggin 
River; area water surface, o.oi square mile, (S. A. map). 

BILLINGTON BROOK, Kennebec and Androscoggin counties; source, 
several small ponds ; direction, south ; mouth, Hiinton Brook, East 
Livermore; tributaries, Turner Pond, Hunton Brook, Androscoggin 
River. 

BIRCH POND, Roxbury, Oxford County inlet, short stream on south; 
outlet. Birch Brook, Swift River, Androscoggin River; area water 
surface, 0.02 square mile, (C & H atlas). 

BIRD POND, Norway, Oxford County; inlet. Bird Pond Brook; 
outlet. Bird Pond Brook, Pennesseewasse Lake, Little Androscog- 
gin River, Androscoggin River. 

BIRD POND BROOK, Oxford County; source, Norway, central part; 
direction, south ; mouth, Pennesseewassee Lake, Norway ; tributary. 
Bird Pond; tributary to Pennesseewassee Lake, Little Androscoggin 
River, Androscoggin River. 

BLACK BRANCH, Oxford County; source, T. C, south part; direc- 
tion, southeast; mouth, Ellis River, Andover; tributaries, several 
small streams at source; tributary to Ellis River, Androscoggin 
River. 

BLACK BROOK, Oxford County; source, Roxbury, east part; direc- 
tion, west; mouth. Swift River, Roxbury; tributary to Swift River, 
Androsccggin kiver. 

BLACK BROOK, Oxford County; source, Woodstock, central part; 
direction, south; mouth. Little Androscoggin River, Greenwood; 
tributaries, several small streams; tributary to Little Androscoggin 
River, Androscoggin River. 

BLACIC POND, Turner, Androscoggin County; outlet into Nezinscot 
River, Androscoggin River; area water surface, 0.03 square mile, 
(U. S. G. S. Poland) ; elev. 319 ft. 
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BLACK POND, LOWER, T 4, R 5, Oxford County; inlets, streams 
on west; outlet, Lower East Branch Magalloway River, Androscog- 
gin River; area water. surface, 0.08 square mile, (S. A. map). 

BLACK POND, UPPER, T 4, R 6, W. B. K. P., south part, Oxford 
County; inlet, outlet of Barker Pond; outlet, Parmacheenee Lake, 
Magalloway River, Umbagog Lake, Androscoggin River; area water 
surface not measured. 

BLACKSTRAP BROOK, Oxford County and N. H.; source, Grafton, 
Me., northwest part; direction, east, south; mouth, Chickwolnepy 
Stream, Milan; tributaries, several small streams; tributary to 
Chickwolnepy Stream, Androscoggin River. 

BLANCHARD POND, Lang PL, Franklin County; outlet into Kenne- 
bago River, Mooselucmaguntic Lake, Richardson lakes, Rapid River, 
Umbagog Lake, Androscoggin River; area water surface, o.io square 
mile, (S. A. map). 

BLANCHARD STREAM, Oxford and Androscoggin counties; sourte, 
Hartford, southeast part; direction, south, west; mouth, Bog Brook, 
Buckfield; tributary to Bog Brook, Nezinscot River, Androscoggin 
River. 

BOG BROOK, N. H. ; source, Cambridge, central part ; direction, west ; 
mouth, Androscoggin River, Cambridge; tributaries, several small 
streams on south; tributary to Androscoggin River. 

BOG BROOK, Oxford and Androscoggin counties; source, Buckfield, 
south part; direction, south; mouth. Little Androscoggin River, 
Mechanic Falls; tributaries, Gardner Brook, West Branch, Middle 
Branch, Bicknell Brook; tributary to Little Androscoggin River, An- 
droscoggin River; drainage area at mouth, 45 sq. m. 

BOG BROOK, Oxford County; source. Mason, central part; direction, 
north; mouth, Androscoggin River, Gilead; tributaries, several 
small streams; tributary to Androscoggin River. 

BOG BROOK, Oxford County; source, Hartford, north part; dircc 
tion, south; mouth, East Branch Nezinscot River, Hartford; tribu- 
taries, several small streams; tributary to East Branch Nezinscot 
River, Androscoggin River. 

BOG BROOK, Oxford County; source, junction Drew Brook and 
Blanchard Stream, Buckfield; direction, south; mouth, Nezinscot 
River, Buckfield; tributaries, Blanchard Stream, Drew Brook; trib- 
utary to Nezinscot River, Androscoggin River. 

BOG BROOK, Oxford County; source, Sumner, southwest part; direc- 
tion, southwest; mouth. Moose Pond, Paris; tributaries, several 
small streams; tributary to Moose Pond, Moose Pond Brook, Little 
Androscoggin River, Androscoggin River. 

BOG BROOK, Androscoggin and Kennebec counties; source. Bonny 
Pond, Leeds; direction, north; mouth, Androscoggin Lake; tributa- 
ries. Bonny Pond and several small streams; tributary to Andros- 
coggin Lake, Dead River, Androscoggin River. 
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BOG BROOK, Oxford County; source, Canton, south part; direction, 
northwest; mouth, Whitney Brook, Canton; tributaries, several small 
streams; tributary to Whitney Brook, Androscoggin River. 

BOG BROOK, MIDDLE BRANCH, Oxford County; source, Hebron, 
north part; direction, south; mouth. Bog Brook, Minot; tributaries, 
Cushman Brook and small streams; tributary to Bog Brook, Little 
Androscoggin River, Androscoggin River. 

BOG BROOK, WEST BRANCH, Ox;f ord and Androscoggin counties ; 
source, Hebron, east part; direction, south; mouth. Bog Brook, 
Minot; tributaries, few small streams; tributary to Bog Brook, Little 
Androscoggin River, Androscoggin River. 

BOG BROOK, SOUTH, Franklin County; source, Rangeiey PI., 
south part; direction, northwest; mouth, Rangeiey Lake, Rangeiey 
PI., tributaries, small streams. Mountain Pond and small pond; 
tributary to Rangeiey Lake, Androscoggin River. 

BONNY POND, Leeds, Androscoggin and Kennebec counties; outlet. 
Bog Brook, Androscoggin Lake, Dead River, Androscoggin River; 
area water surface 0.05 square mile, (U. S. G. S. Lewiston) ; elev. 
308 ft. . 

BOODY POND, Vienna, Kennebec County; inlet, short stream on 
north; outlet. Flying Pond, Whitten Stream, Mt. Vernon Pond, 
Crotched Pond, Love joy Pond, Pickerel Pond, Pocasset Lake, An- 
droscoggin Lake, Dead River, Androscoggin River; area water sur- 
face, o.oi square mile, (U. S. G. S. Norridgewock) ; elev. 930 ft. 

BOWMAN POND, West, T 4, R 6, W. B. K. P., Oxford County; 
inlet, small stream on west; outlet, into Magalloway River, Andros- 
coggin River; area water surface 0.03 square mile, (S. A. map). 

BOWMAN POND, East, T 4, R 6, W. B. K. P., Oxford County; 
inlet, short stream on north; outlet into Magalloway River, Andros- 
coggin River; area water surface, 0.04 square mile, (S. A. map). 

BRADFORD BROOK, Androscoggin County; source. Turner, east 
part; direction, south; mouth, Androscoggin River, Turner; tribu- 
taries, several small streams; tributary to Androscoggin River. 

BRETTUN'S POND, Livermore, «\ndroscoggin County; inlets, LeavUt 
Brook, several small streams; outlet, Martin Stream, Nezin- 
scot River, Androscoggin River; area water surface, 0.29 square 
mile, (U. S. G. S. Buckfield and Livermore) ; elev. 392 ft. 

BRYANT POND, Woodstock and Greenwood, Oxford County; inlets, 
several small streams; outlet Little Androscoggin River, Androscog- 
gin River; area water surface, 0.41 square mile, (U. S. G. S. Bryant 
Pond) ; present storage, 4 ft., 45,721,000 cu. ft. ; elev. 694 ft. 

BULL BROOK, Oxford County; source, Grafton, south part; direc- 
tion, southeast ; mouth, Sunday River, Riley ; tributaries, several small 
streams; tributary to Sunday River, Androscoggin River. 

BUNGANOCK BROOK, Oxford County; source, Bunganock Pond, 
Hartford; direction, southwest; mouth. East Branch Nezinscot River, 
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Hartford; tributaries, Bunganock Pond, several small streams; 
tributary to East Branch Nezinscot River, Androscoggin River. 

BUNGANOCK POND, Hartford, Oxford County; inlets, two small 
streams on north; outlet, Bunganock Brook, East Branch Nezinscot 
River, Androscoggin River; area water surface, 0.08 square mile, 
(U. S. G. S. Buckfield) ; elev. 467 ft. 

BUNKER POND, Roxbury, Oxford County; outlet into Swift River, 
Androscoggin River; area water surface, 0.08 square mile, (C & H 
atlas). 

BURGESS POND, Fayette, Kennebec County; outlet Hunton Brook, 
Androscoggin River; area water surface, 0.04 square mile, (U. S. 
G. S. Livermore) ; elev. 372 ft. 

CAESAR POND, Bowdoin, Sagadahoc County inlet, short stream on 
south ; outlet, through unnamed pond to Gillespie Brook, Little River, 
Androscoggin River; area water surface, o.io square mile, (U. S. 
G. S. Gardiner) ; elev. 335 ft. 

CAMBRIDGE POND, C Surplus, Oxford County; inlet, short stream 
on south; outlet, Dead Cambridge River, Cambridge River, Umba- 
gog Lake, Androscoggin River; area water surface, 0.37 square mile, 
(S. A. map). 

CAMBRIDGE RIVER, Oxford County; source, Upton; direction, 
west; mouth, Umbagog Lake, Upton; tributaries, several small 
streams, Dead Cambridge River, Swift Cambridge River; tributary 
to Umbagog Lake, Androscoggin River; drainage area at mouth, 56 
sq. m. 

CAMBRIDGE RIVER, DEAD, Oxford County; source, Cambridge 
Pond, C Surplus ; direction, west ; mouth, ' Cambridge River. Uptor ; 
tributaries, Cambridge Pond and small streams; tributary to Cam- 
bridge River, Umbagog Lake, Androscoggin River. 

CAMBRIDGE RIVER, SWIFT, Oxford County; source, Grafton; 
direction, northwest; mouth, Cambridge River, Upton, tributaries. 
Cedar Brook, small streams; tributary to Cambridge River, Umbag^i? 
Lake, Androscoggin River. 

CASCADE BROOK. N. H.; sourc«, Dixville, southwest part; direc- 
tion, east; mouth. Clear Stream, Dixville; tributary to Clear Stream,. 
Androscoggin River- 

CEDAR BROOK, Oxford County; source, Grafton, west part; direc- 
tion, northeast; mouth. Swift Cambridge River, Grafton; tributary, 
short stream on north; tributary to Swift Cambridge River, Dead 
Cambridge River, Umbagog Lake, Androscoggin River. 

CEDAR BROOK, N. H.; source, Dartmouth College Grant, east part; 
direction, southeast; mouth, Magalloway River, Dartmouth College 
Grant; tributaries, small streams on south; tributary to Magalloway 
River, Androscoggin River. 

CHANDLER BROOK, N. H.; source, Success, north part; direction, 
southwest, west; mouth, Androscoggin River, Milan; tributaries, 
North and South branches Stearns Stream, Meadow Brook and 
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small streams; tributary to Androscoggin River; drainage ar€a at 
mouth, 30 sq. m. 

CHAN.NON BROOK, Oxford County; source, Riley PL, east part; 
direction, south; mouth, Androscoggin River, Gilead; tributaries, 
several small streams; tributary to Androscoggin River. 

CHAPMAN BROOK, Oxford County; source, Riley PL, east part; 
direction, east, southeast; mouth, Bethel, west part; tributaries, 
several small streams; tributary to Androscoggin River. 

CHILDS BROOK, Oxford County; source, Peru, east part; direc- 
tion, east, southeast; mouth, Whitney Brook, Canton; tributaries, 
several small streams; tributary to Whitney Brook, Androscoggin 
River. 

CHIPWOLNEPY STREAM, N. H.; source, Success Pond, Success; 
direction, northwest, southwest; mouth, Androscoggin River, Milan; 
tributaries. Silver Stream, Blackstrap Brook, Success Pond and 
small streams; tributary to Androscoggin River; drainage area at 
mouth, 35 sq. m. 

CUAY BROOK, Androscoggin and Franklin counties; source, Jay, 
south part; direction, southwest; mouth, Redwater Brook, Eait 
Livermore; tributaries, several small brooks; tributary to Red- 
water Brook, Androscoggin River. 

CLEAR STREAM, N. H. ; source, Dixville, southwest part; direction, 
southeast, east; mouth, Androscoggin River, Errol; tributaries, Cor- 
ser Brook, Flume Brook, Cascade Brook, Pond Brook and small 
streams; tributary to Androscoggin River; drainage area at mouih 
68 sq. m. 

CLEMENTS BROOK, N. H. ; source, Shelbume, south part ; direction, 
north; mouth, Androscoggin River, Shelburne; tributary to Andros- 
coggin River. 

COBB BROOK, Oxford County; source, Hebron, northwest part; 
direction, east; mouth, Bicknell Brook, Hebron; tributaries, small 
stream's; tributary to Bicknell Brook, Bog Brook, Little Andros- 
coggin River, Androscoggin River. 

COLD BROOK, N. H. ; source, Randolph, south part; direction, norj:h; 
mouth. Moose River, Randolph; tributary to Moose River, 
Androscoggin Riyer. 

COLE BROOK, Oxford County; source, Paris, east part; direction, 
southeast, northwest, west; mouth. Little Androscoggin River, Paris; 
tributaries. Moody Brook and small streams; tributary to Little An- 
droscoggin River, Androscoggin River. 

CONCORD POND, Woodstock, Oxford County; inlet, outlet of Little 
Concord Pond and several streams; outlet. Concord River, Andros- 
coggin River; area water surface, 0.16 square mile, (U. S. G. S. 
Bryant Pond) ; elev. 991 ft. 

CONCORD POND, LITTLE, Woodstock, Oxford County; outlet into 
Concord Pond, Concord River, Androscoggin River; area water sur- 
face, 0.05 square mile, (U. S. G. S. Bryant Pond) ; elev, 1085 ft. 
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CONCORD RIVER, Oxford County; source, Woodstock, north parr; 
direction, northwest; mouth, Androscoggin River, Rumford; tribu- 
taries, Concord Pond, Little Concord Pond, Barker Brook and 
small streams; tributary to Androscoggin River; drainage area at 
mouth ss sq. m. 

COOL BROOK, Androscoggin County; source, Minot, southwest part, 
direction, south; mouth. Little Androscoggin River, Minot; tribu- 
taries, ^ew small streams; tributary to Little Androscoggin River, 
Androscoggin River. 

CORNER POND, Dummer, N. H. ; outlet, Androscoggin River; area 
water surface, 0.13 square mile, (N. H. Geol. map) ; elev. 1300 ft. 

CORSER BROOK, N. H. ; source, Dixville, southeast part ; direction, 
south; mouth. Clear Stream, Errol; tributaries, several small 
streams; tributary to, Clear Stream, Androscoggin River. 

CRANBERRY POND, Fayette, Kennebec County; inlets, two small 
streams on west; outlet, Parker Pond, Crotch ed Pond, Lovejoy 
Pond, Pocasset Lake, Androscoggin Lake, Dead River, Androscoggin 
River; area water surface, 0.04 square mile, (U. S. G. S. Liver- 
more) ; elev. 370 ft. 

CRANBERRY POND, Magalloway, Oxford County; inlets, several 
small streams; outlet, Sturtevant Stream, Sturtevant Pond, Ma- 
galloway River, Androscoggin River; area water surface, 0.21 
square mile, (S. A. map). 

CROTCHED POND, Monmouth, Readfield, Fayette, Kennebec County; 
inlet, outlet of Parker Lake and several short streams; outlet, 
Lovejoy Pond, Pickerel Pond, Pocasset Pond, Androscoggin Lake, 
Dead River, Androscoggin River; area water surface, 1.68 square 
miles, (U. S. G. S. Livermore) ; present storage 10 ft, 468,357,000 
cu ft. ; drainage area 46 sq. m. ; elev. 318 ft. 

CRYSTAL POND, Turner, Androscoggin County; outlet, Martin 
Stream, Nezinscot River, Androscoggin River; area water surface, 
0.05 square mile, (U. S. G. S. Buckfield) ; elev. 325 ft. 

CUPSUPTIO POND, T 4, R 5, W. B. K. P., Oxford County; inlets, 

.several short streams; outlet, Cupsuptic River, Cupsuptic Lake, 

Mooselucmaguntic Lake, Richardson lakes. Rapid River, Umbagog 

Lake, Androscoggin . River ; area water surface, 0.14 square mile, 

(S. A. map) ; present storage 10 ft., 39,030,000 cu. ft. 

CUPSUPTIC RIVER, Oxford County; source, Cupsuptic Pond in 
T 4, R 5; direction, south; mouth, Cupsuptic Lake, T 4, R 3; tribu- 
tary to Cupsuptic Lake, Mooselucmaguntic Lake, Richardson lakes. 
Rapid River, Umbagog Lake, Androscoggin River; drainage area at 
mouth, 90 sq. m. 

CURTIS BROOK, Androscoggin County; source, Curtis Bog, Webster; 
• direction, southwest; mouth. Maxwell Brook, Webster; tributaries, 
Curtis Bog and small streams; tributary to Maxwell Brook, Sa- 
battus River, Androscoggin River. 



ANDROSCOGGIN RIVER BASIN. 257 

CUSHMAN BROOK, Oxford County; source, Hebron, central part; 
direction, south; mouth, Middle Branch Bog Brook, Hebron; tribu- 
taries, few small streams; tributary to Middle Branch, Bog Brook, 
Little Androscoggin River, Androscoggin River. 

CUSHMAN POND, Sumner, Oxford County; outlet into North Pond, 
West Branch Nezinscot River, Androscoggin River; area water sur- 
face 0.02 square mile, (U. S. G. S. Buckfield) ; elev. 910 ft. 

DARNIT BROOK, Oxford County; source, Paris, north part and 
Sumner, southwest part; direction, east, south, southeast; mouch, 
West Branch Nezinscot River, Buckfield; tributaries, many small 
streams; tributary to West Branch Nezinscot River, Androscoggin 
River. 

DAVID POND, Fayette, Kennebec County; inlet, outlet of Tilton and 
Basin ponds; outlet, Parker Pond, Crotched Pond, Lovejoy Pond, 
Pickerel Pond, Pocasset Pond, Androscoggin Lake, Dead River, 
Androscoggin River; area water surface, 0.48 square mile, (U. S. 
G. S. Livermore) ; elev. 393 ft. 

DAVIS BROOK, Androscoggin County; source, Poland, east part; 
direction, east; mouth, Little Androscoggin River, Poland; tribu- 
taries, few small streams; tributary to Little Androscoggin River, 
Androscoggin River. 

DEAD RIVER, Androscoggin and Kennebec counties; source, An- 
droscoggin Lake; direction, southeast, northeast; mouth, Andros- 
coggin River, Leeds; tributaries, Androscoggin Lake and small 
streams ; tributary to Androscoggin River ; drainage area at mouth, 
90 sq. m. 

DEAD RIVER, Androscoggin and Kennebec counties; source, Leeds, 
south part; direction, south; mouth, Sabattus Pond; tributaries, 
Hooker Brook and small streams; tributary to Sabattus Pond, Sa- 
battus River, Androscoggin River. 

DIAMOND POND, Stewartstown, N. H., outlet. Swift Diamond 
River, Magalloway River, Androscoggin River; area water surface, 
0.38 square mile, (N. H. Geol. map) ; elev. 1700 ft. 

DIAMOND POND, LITTLE, Stewartstown, N. H. ; outlet. Swift Dia- 
mond River, Magalloway River, Androscoggin River; area water 
surface, 0.13 square mile, (N. H. Geol. map). 

DIAMOND RIVER, DEAD, N. H.; source, Webster and Carlisle; 
direction, south; mouth. Swift Diamond River, Dartmouth College 
Grant; tributaries. West Branch, East Branch, Little Dead Diamond 
Stream, Linnells Brook, Loomis Brook, Sawyers Brook; tributary 
to Swift Diamond River, Magalloway River, Androscoggin River. 

DIAMOND STREAM, LITTLE DEAD, N. H. ; source, Atkinson and 
Gilmanton Academy Grant; direction, northeast; mouth, Dead Dia- 
mond River, Atkinson and Gilmanton Academy Grant; tributaries, 
small streams; tributary to Dead Diamond River, Swift Diamond 
River, Magalloway River, Androscoggin River. 
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DIAMOND RIVER, SWIFT, N. H.; sourcfe, Diamond Ponds, Stew- 
artstown, N. H. ; direction, southeast, east; mouth, Magalloway 
River, Dartmouth College Grant; tributaries. Dead Diamond River, 
Roaring Brook, Four Mile Brook, Lary Brook, Bennetts Brook, 
small streams. Diamond Pond; tributary to Magalloway River, An- 
droscoggin River; drainage area at mouth, 171 sq. m. 

DODGE POND, Rangeley, Franklin County; inlet, outlet of Round 
Pond; outlet, Rangeley Lake, Mooselucmaguntic, Richardson, Um- 
bagog lakes, Androscoggin River; area water surface, 0.38 square 
mile, (S. W. S.). 

DREW BROOK, Oxford County; source, Hartford, south part; direc- 
tion, south; mouth, Bog Brook, Buckfield; tributaries, several small 
streams; tributary to Bog Brook, Nezinscot River, Androscoggin 
River. 

DUMMER POND, Dummer, N. H.; outlet, Androscoggin River; 
area water surface, 0.32 square mile, (N. H. Geol. map) ; elev. 1250 
ft. 

DUNHAM BROOK, Oxford County; source. Hall Pond, Paris; di- 
rection, southeast; mouth, Marshall Pond, Hebron and Oxford; 
tributaries. Noble Brook, Hall Pond, small streams; tributary to 
Marshall Pond, Gardner Brook, Bog Brook, Little Androscoggin 
River, Androscoggin River. 

EAST BROOK, Franklin County; source, Weld, northeast part; direc- 
tion, west; mouth, Webbs Pond, Weld; tributaries, several streams 
from north ; tributary to Webbs Pond, Webbs River, Androscoggin 
River. 

EAST PONDS, T 4, R 2, W. B. K. P., Oxford County; inlet, short 
stream on east; outlet, into Richardson lakes, Rapid River, Umba- 
gog Lake, Androscoggin River; area water surface, 0.22 square 
mile, (S. A. map). 

ECHO LAKE, Monmouth, Readfield, Fayette, see Crotched Pond. 

EDDY POND, T 2, R I, W. B. K. P., Franklin County; inlet, outlet 
of small pond; outlet, Saddleback Stream, Long Pond Stream, 
Rangeley Lake, Mooselucmaguntic Lake, Richandson lakes. Rapid 
River, Umbagog Lake, Androscoggin River; area water surface, 0.02 
square mile, (S. A. map). 

ELL POND, T 3, R 5, W. B. K. P., Franklin County; inlets, several 
small streams; outlet, through Long Pond, Kennebago River, Moose- 
lucmaguntic Lake, Richardson lakes. Rapid River, Umbagog Lake, 
Androscoggin River; area water surface, 0.07 square mile, (S. A. 
map). 

ELLIS POND, Roxbury and Byron, Oxford County; inlets, several 
streams on south and large stream on north; outlet, Ellis River, 
Androscoggin River; area water surface, 1.24 square mile, (C & H 
atlas). 
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ELLIS POND, LITTLE, Byron, Oxford County; outlet, into Ellis 
Pond, Ellis River, Androscoggin River; area water surface, 0.66 
square mile, (C. & H. atlas). 

ELLIS RIVER, Oxford County; source, Byron; direction, south; 
mouth, Androscoggin River at Rumford; tributaries. Black Branch, 
West Branch, Lone Brook, Gardner Brook, several small streams and 
lakes; tributary to Androscoggin River. Drainage area at outlet 
Ellis Pond, 28 sq. m. ; at mouth, 153 sq. m. 

ELLIS RIVER, WEST BRANCH, Oxford County; source, Andover, 
North Surplus; direction, south, east, south; mouth, Ellis River, 
Andover; tributaries, several small streams. Sawyer Brook; tribu- 
tary to Ellis River, Androscoggin River. 

EVANS BROOK, Oxford County; source, Batchelders Grant, south 
part; direction, north; mouth. Wild River, Batchelders Grant; tribu- 
tary to Wild River, Androscoggin River. 

FIFTH POND, T 3, R 5, W. B. K. P., Franklin County; inlet, outlet 
of Big Island Pond; outlet, through several lakes to Kennebago 

'. River, Mooselucmaguntic Lake, Richardson lakes. Rapid River, Um- 
bagog Lake, Androscoggin River; area water surface, o.oi square 
mile, (S. A. map). 

FTRST POND, T 3, R 5, W. B. K P., Franklin County; inlet, outlet 
of Second Pond; outlet, Kennebago River, Mooselucmaguntic Lake, 
Richardson lakes, Rapid River, Umbagog Lake, Androscoggin River; 
area water surface, 0.02 square mile, (S. A. map). 

FISH MEADOW BROOK, Androscoggin County; source, Livermorc, 
east part; direction, north; mouth, Androscoggin River, Livermore; 
tributaries, two small streams; tributary to Androscoggin River. 

FISHER STREAM, Androscoggin County; source, Webster; direction, 
south; mouth, Little River, Lisbon; tributaries, several small 
streams; tributary to Little River, Androscoggin River. 

FLATIRON POND, T 3, R 3, W. B. K. P., Franklin , County ; inlets, 
several small streams; outlet into Kennebago Lake, Kennebago 
Stream, Mooselucmaguntic Lake, Richardson lakes. Rapid River, 
LTmbagog Lake, Androscoggin River; area water surface, 0.04 
square mile, (S. A. map). 

FLUME BROOK, N. H. ; source, Dixville, central part; direction 
south; mouth, Clear Stream, Dixville; tributaries, several small 
streams; tributary to Clear Stream, Androscoggin River. 

FLYING POND, Mt. Vernon and Vienna, Kennebec County; inlets, 
several small streams; outlet, Whitten Stream, Mt. Vernon Pond, 
Crotched Pond, Lovejoy Pond, Pickerel Pond, Pocasset Pond, An- 
droscoggin Pond, Dead River, Androscoggin River; area water sur- 
face, 0.59 square mile, (U. S. G. S. Norridgewock) ; elev. 335 ft. 

FORD BROOK, Androscoggin County; source, Livermore, north part; 
direction, south, west; mouth, Brettuns Pond, Livermore; tributaries, 
Beals Brook, Bartlett Pond and small streams; tributary to Bret- 
tuns Pond, Martin Stream, Nezinscot River, Androscoggin River. 



260 STATE WATER STORAGE COMMISSION. 

FOREST POND, Canton, Oxford County; outlet short stream into 
Androscoggin River; area water surface, 0.07 square mile, (U. S. G. 
S. Buckfield) ; elev. 441 ft. 

FOUR PONDS, see Sdbhathday Pond, Round Pond, Long Pond and 
pond in Rangeley PI. north of Long Pond. 

FOUR MILE BROOK, N. H. ; source, Dartmouth College Grant, west 
part; direction, south; mouth, Swift Diamond River, Dartmouth 
College Grant; tributaries, several small streams; tributalry ito 
Swift Diamond River, Magalloway River, Androscoggin River. 

FOURTH POND, T 3, R 5, W. B. K. P., Franklin County; inlet, 
outlet of 5th Pond; outlet, through several ponds to Kennebago 
River, Mooselucmaguntic Lake, Richardson lakes, <Rapid River, 
Umbagog Lake, Androscoggin River; area water surface, o.oi square 
mile, (S. A. map). 

FOX POND, T 4, R 3, W. B. K. P., Oxford County; inlet, short 
stream on north; outlet, Cupsuptic River, Cupsuptic Lake, Moose- 
lucmaguntic Lake, Richardson lakes. Rapid River, Umbagog Lake^ 
Androscoggin River; area water surface, 0.03 square mile, (S. A. 
map). 

FRENCH BROOK, Oxford County; source, Riley PL, south part; 
direction, south; mouth, Androscoggin River, Gilead; tributaries^ 
small streams on west; tributary to Androscoggin River. 

FULLER BROOK, Oxford and Androscoggin counties; source. Liver - 
more, west part; direction, north; mouth, Androscoggin River, Can- 
ton; tributaries, several small streams; tributary to Androscoggin 
River. 

GARDNER BROOK, Androscoggin and Oxford counties ; source, Mar- 
shall Pond, Hebron and Oxford; direction, southeast; mouth. Bog 
Brook, Minot and Mechanic Falls; tributaries, Marshall Pond and 
small streams; tributary to Bog Brook, Little Androscoggin River, 
Androscoggin River. 

GARDNER BROOK, Oxford County; source, Andover, south part; 
direction, east; mouth, Ellis River, Andover; tributary to Ellis 
River, Androscoggin River. 

GARLAND POND, Byron, see Little Bllis Pond. 

GERRISH BROOK, Androscoggin County; source, Durham, central 
part; direction, north, east; mouth, Androscoggin River, Durham; 
tributaries, several small streams; tributary to Androscoggin River. 

GJLLESPIE BROOK, Sagadahoc County; source, Caesar Pond and 
streams in Bowdoin; direction, southwest; mouth. Little River, 
Bowdoin; tributaries, Caesar Pond and small streams; tributary to 
Little River, Androscoggin River. 

GRANT POND, T 3, R 6, W. B. K. P., Franklin County; outlet into 
Big Island Pond, Kennebago River, Mooselucmaguntic Lake, Rich- 
ardson lakes. Rapid River, Umbagog Lake, Androscoggin River; 
area water surface, 0.04 square mile, (S. A. map). 
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GREELY BROOK, Oxford and Cumberland counties; source, Nor- 
way, south part; direction, southeast; mouth, Thompson Lake, Ox- 
ford; tributaries, outlets of Moose and Sand ponds and small 
streams; tributary to Thompson- Lake, Little Androscoggin River, 
Androscoggin River. 

GREEN POND, Oxford, Oxford County; outlet into Little Andros- 
coggin River, Androscoggin River; area water surface, 0.06 square 
mile, (U. S. G. S. Poland) ; elev. 301 ft. 

GULL POND, Dallas, Franklin County; outlet into Haley Pond, 
Rangeley Lake, Mooselucmaguntic Lake, Richardson lakes. Rapid 
River, Umbagog Lake, Androscoggin River; area water surface, 0.56 
square mile, (S. A. map). 

HALES BROOK, Kennebec County; source, Fayette, central part; di- 
rection, south; mouth, Pocasset Lake, Wayne; tributaries, Hales 
Pond and several small streams; tributary to Pocasset Lake, An- 
droscoggin Lake, Dead River, Androscoggin River. 

HALES POND, Fayette, Kennebec County; inlet. Hales Brook; outlet 
into Pocasset Lake, Androscoggin Lake, Dead River, Androscoggin 
River; area water surface, o.ii square mile, (U. S. G. S. Liver- 
more) ; elev. 410 ft. 

HALF MOON POND, Carthage, Franklin County; outlet. Aunt Han- 
nah Brook, Webb River, Androscoggin River; area water surface, 
0.12 square mile, (S. W. S.). 

HALL POND, Paris, Oxford County; outlet, Dunham Brook, West 
Branch Bog Brook, Little Androscoggin River, Androscoggin River; 
area water surface, 0.08 square mile, (U. S. G. S. Poland) ; elev. 
839 ft. 

HAYFORD BROOK, Oxford County; source, Hartford, central part; 
direction east, northeast; mouth. Little Bear Pond, Hartford; tribu- 
taries, small streams; tributary to Little Bear Pond, Bear Pond, 
Martin Stream, Nezinscot River, Androscoggin River. 

HICKS POND, Greenwood, Oxford County; inlets, outlet of Mud 
Pond and small streams, Sanborn River; outlet into Little Andros- 
coggin River, Androscoggin River; area water surface, a 13 square 
mile, (U. S. G. S. Bryant Pond) ; present storage, 5 ft., 18,121,000 
cu. ft.; elev. 686 ft. 

HODGKINS BROOK, Androscoggin County; source, Minot, east part; 
direction, southeast; mouth, Taylor Pond, Auburn; tributaries, 
small streams; tributary to Taylor Pond, Taylor Brook, Little An- 
droscoggin River, Androscoggin River. 

HOGAN POND, Oxford, Oxford County; inlets, several small 
streams and outlet of Tripp Pond; outlet. Little Androscoggin 
River, Androscoggin River; area water surface, 0.26 square mile, (U. 
S. G. S. Poland) ; elev. 301 ft. 

HOOKER BROOK, Androscoggin County; source, Greene, north part; 
direction, southeast; mouth, Dead River, Greene; tributaries, several 
small streams; tributary to Dead River, Sabattus River, Andros- 
coggin River. 
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HORSESHOE POND, Andover, Oxford County; outlet, Ellis River, 
Androscoggin River; area water surface, 0.07 square mile, (C & H 
atlas). 

HOUGHTON BRANCH, Oxford and Franklin counties; source, Swift 
Pond, T. E; direction, southwest; mouth. Swift River, Byron; tribu- 
tary. Swift Pond; tributary to Swift River, Androscoggin River. 

HOUGHTON BROOK, Franklin County; source. Weld, east part; 
direction, west; mouth, Webbs Pond, Weld; tributary to Webbs 
Pond, Webbs River Androscoggin River. 

HOUSE BROOK, Androscoggin County; source, Auburn, south part; 
direction, northeast; mouth, Androscoggin River, Durham; tribu- 
taries, several small streams; tributary to Androscoggin River. 

HOUSE BROOK, Androscoggin County; source. Turner, northeast 

part; direction, south; mouth, Lively Brook, Turner; tributary to 

Lively Brook, Martin Stream, Nezinscot River, Androscoggin River. 

HOWARD POND, Hanover, Oxford County; outlet, short stream into 
Androscoggin River; area water surface, 0.30 square mile, (C & H 
atlas) ; present storage, 5 ft., 41,818,000 cu. ft. - 

HUNTON BROOK, Androscoggin County; source, ponds in East 
Livermore; direction, southwest; mouth, Androscoggin River, East 
Livermore; tributaries, Billington Brook, Meadow Brook, small 
streams, Schoolhouse Pond, Burgess Pond, Rack Pond, Round 
pond; tributary to Androscoggin River. 

IMP BROOK, N. H. ; source. Beans Purchase, northwest part; direc- 
tion, west; mouth, Peabody River, Martins Location; tributaries, 
small streams on south; tributary to Peabody River, Androscoggin 
River. 

INDIAN BROOK, Androscoggin County; source, Minot, central part; 
direction, south ; mouth. Little Androscoggin River, Minot ; tribu- 
taries, Morgan Brook and small streams; tributary to Little Andros- 
coggin River, Androscoggin River. 

INDIAN POND, Greenwood, Oxford County; inlet, short stream on 
north; outlet, short stream to Little Androscoggin River, Andros- 
coggin River; area water surface, 0.09 square mile, (U. S. G. 3. 
Bryant Pond) ; elev. 600 ft. 

INGALLS BROOK, Oxford County and New Hampshire; source, 
Success, N. H.; direction, southeast, south; mouth, Lary Brook, 
Androscoggin River, Gilead; tributaries, small streams at source; 
tributary to Lary Brook, Androscoggin River. 

ISLAND POND, Leeds, Androscoggin County ; outlet into Dead River, 
Sabattus Pond, Sebattus River, Androscoggin River; area water 
surface 0.03 square mile, (U. S. G. S. Lewiston) ; elev. 330 ft. 

ISLAND POND, BIG, T 3, R 5, W. B. K. P., Franklin County ; inlets, 
several small streams; outlet through several small lakes to Kenne- 
bago River, Mooselucmaguntic Lake, Richardson lakes. Rapid River, 
Umbagog Lake, Androscoggin River; area water surface, 0.55 square 
mile, (S. A. map). 
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ISLAND POND, LITTLE, T 3, R 5, W. B. K. P., Franklin County; 
inlets, several small streams; outlet, Beaver Pond, Long Pond, Ken- 
nebago River, Mooselucmaguntic Lake, Richardson lakes, Rapid 
River, Umbagog Lake, Androscoggin River ; area water surface, 0.06 
square mile, (S. A. map). 

JENNE POND, Carthage and Mexico, Oxford and Franklin counties; 
inlet, outlet of lake on south; outlet into Webbs River, Androscog- 
gin River; area water surface, 0.09 square mile, (C & H atlas). 

JEPSON BROOK, Androscoggin County; source, Lewiston, central 
part; direction, north, west; mouth, Androscoggin River, Lewiston; 
tributaries, several small streams; tributary to Androscoggin River. 

JOHNS POND, T 3, R 3, W. B. K. P., Franklin County; inlets, 
several small streams; outlet into Kennebago River, Mooselucmagun- 
tic Lake, Richardson lakes. Rapid River, Umbagog Lake, Andros- 
coggin River; area water surface, 0.34 square mile, (S. A. map). 

JORDAN BROOK, Oxford County; source, Riley PL, central part; 
direction, north; mouth, Sunday River, Riley PI.; tributaries, small 
streams near source; tributary to Sunday River, Androscoggin 
River. 

KEITH BROOK, Androscoggin County; source, Livermore, central 
part; direction, south; mouth, Androscoggin River, Livermore; trib- 
utaries, small streams; tributary to Androscoggin River. 

REMANKEAG POND, T 3, R 3, W. B. K. P., Franklin County; in- 
lets, several short streams; outlet, Kennebago River, Mooselucma- 
guntic Lake, Richardson lakes. Rapid River, Umbagog Lake, Andros- 
coggin River; area water surface, 0.07 square mile, (S. A. map). 

KENDALL BROOK, Oxford County; source, Albany, north part; 
direction, north, northwest; mouth, Androscoggin River, Bethel; 
tributaries. Alder River and small streams; tributary to Androscog- 
gin River. 

KENNEBAGO LAKE, T 3, R 3 and 4, Franklin County; inlets, Mor- 
ton Brook and several streams; outlet, Kennebago Stream, Moose- 
lucmaguntic Lake, Upper and Lower Richardson lakes. Rapid River^ 
Umbagog Lake, Androscoggin River; area water surface, 2.74 square 
miles, (S. L. S.) ; present storage, 8 ft., 1,1x8,042,000 cu. ft.; drain- 
age area 112 sq. m., below jet. Little Kennebago Lake; elev. 1774 ft, 

KENNEBAGO POND, LITTLE, T 3, R 4, Franklin County; inlets, 
streams from north; outlet, Kennebago Stream, Cupsuptic Lake, 
Mooselucmaguntic Lake, Richardson lakes. Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, 0.26 square mile, 
(S. W. S.) ; drainage area below jet. Kennebago Lake 112 sq. m. 

KENNEBAGO RIVER, Franklin and Oxford counties ; source, several 
lakes in T 3, R 5, W. B. K. P.; direction, south; mouth, Moose- 
lucmaguntic Lake, Rangeley; tributaries, outlet of Kennebago Lake 
and several small streams and ponds; tributary to Mooselucmagun- 
tic Lake, Richardson lakes. Rapid River, Umbagog Lake, Andros- 
coggin River. Drainage area below junction Kennebago and Little 
Kennebago lakes, 112 sq. m. ; at mouth, 146 sq. m. 
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KIMBALL POND, Vienna, Kennebec County; outlet into Flying Pond, 
Whitten Stream, Mt. Vernon Pond, Crotched Pond, Lovejoy Pond, 
Pickerel Pond, Pocasset Lake, Androscoggin Lake, Dead River, 
Androscoggin River; area water surface, 0.04 square mile, (U. S. 
G. S. Norridgewock) ; elev. 930 ft. 

LABRADOR POND, Sumner, Oxford County; inlets, several small 
streams; outlet, East Branch Nezinscot River, Androscoggin River; 
area water surface, 0.15 square mile, (U. S. G. S. Buckfield) ; elev. 
463 ft. 

LABRADOR POND, LITTLE, Sumner, Oxford County; inlets, two 
small streams; outlet into Labrador Pond, East Branch Nezinscot 
River ; area water surface, 0.02 square mile, (U. S. G .S. Buckfield) ; 
elev. 490 ft. 

LAPHAM BROOK, Androscoggin County; source, Minot, east part; 
direction, east, south; mouth, Taylor Pond, Auburn; tributaries, 
several small streams ; tributary to Taylor Pond, Taylor Brook, 
Little Androscoggin River, Androscoggin River. 

LARY BROOK, LITTLE, Oxford County ;. source. Mason, west part ; 
direction, northwest; mouth. Wild River, Batchelders Grant; tribu- 
taries, several small streams; tributary to Wild River, Androscog- 
gin River. 

LARYS BROOK, N. H. ; source, Wentworths Location, north part; 
direction, northeast; mouth. Swift Diamond River, Dartmouth 
College Grant; tributaries, few small streams; tributary to Swift 
Diamond River, Magalloway River, Androscoggin River. 

LARY BROOK, N. H. and Oxford County; source, Success, east 
part; direction, southeast, south; mouth, Androscoggin River, 
Gilead; tributaries, Ingalls Brook and streams at source; tributary 
to Androscoggin River. 

LEAVITT BROOK, Androscoggin and Oxford counties; source, Hart- 
ford, northeast part; direction southeast; mouth, Brettuns Pond, 
Livermope; tributaries, several small streams; tributary to Brettuns 
Pond, Martin Stream, Nezinscot River, Androscoggin River. 

LINCOLN BROOK, Oxford County; source, Lincoln Pond, Parker- 
town; direction, soulthwest; mouth. Sawyer Lake, Parkertown; 
tributary, Lincoln Pond; tributary to Sawyer Lake, Magalloway 
River, Umbagog Lake, Androscoggin River. 

LINCOLN POND, Parkertown, T 5, R 3, W. B. K. P., Oxford Coun- 
ty; outlet, Lincoln Brook, Magalloway River, Androscoggin River; 
area water surface, 0.46 square mile, (S. A. map). 
LINNELLS BROOK, N. H. ; source, Dartmouth College Grant, north- 
west part; direction, southeast; mouth, Dead Diamond River, Dart- 
mouth College Grant; tributary, small stream on east; tributary to 
Dead Diamond River, Swift Diamond River, Magalloway River, 
Androscoggin Riven 
LITTLE RIVER, Androscoggin and Sagadahoc counties; source, junc- 
tion, Fisher Stream and Purington Brook, Lisbon; direction, south; 
mouth, Androscoggin River, Lisbon Falls; tributaries, Fisher 
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Stream, Purington Brook, Potter Brook, Gillespie Brook, small 

streams; tributary to Androscoggin River; drainage area at mouth, 
27 sq. m, 

LITTLE ANDROSCOGGIN RIVER, Oxford and Androscoggin coun- 
ties; source, Bryant Pond, Woodstock; direction, southeast, east, 
northeast; mouth, Androscoggin River, Auburn; tributaries, Black 
Brook, Twitchell Brook, Andrews Brook, Moose Pond Brook, Moody 
Brook, Gore Brook, Greely Brook, Minister Brook, Thompson Lake, 
Bog Brook, Range Brook, Taylor Brook, many small streams and 
lakes; tributary to Androscoggin River. Drainage area at West 
Paris, 40 square miles; above Andrews Brook, 41 sq. m. ; below 
Andrews Brook, 54 sq. m. ; above Moose Pond Brook, 56 sq. m. ; 
at Snows Falls, ^2 sq. m. ; at Briscoe Falls, 75 sq. m. ; above Pen- 
nesseewassee Stream, no sq. m. ; below Pennesseewassee Stream, 
140 sq. m. ; above outlet Thompson Lake, 150 sq. m. ; below outlet 
Thompson Lake, 196 sq. m. ; above Range Brook, 230 sq. m. ; at 
Mechanic Falls, 251 sq. m. ; above Bog Brook, 252 sq. m. ; below Bog 
Brook, 297 sq. m. ; at Littlefields, 327 sq. m. ; at mouth, 350 sq. m. 

LIVELY BROOK, Androscoggin County; source. Pleasant Pond, Tur- 
ner; direction, west, southwest; mouth, Martin Brook, Turner; 
tributaries, Hous« Brook, Pleasant Pond; tributary to Martin 
Brook, Nezinscot River, Androscoggin River. 

LONE BROOK, Oxford County ; source, Andover, central part ; direc- 
tion, east; mouth, Ellis River, Andover; tributary, short stream 
from north; tributary to Ellis Riv^, Androscoggin River. 

LONG POND, Livermore, Androscoggin County; inlet, outlet of 
Round Pond; outlet into Androscoggin River; area water surface, 
0.33 square mile, (U. S. G. S. Livermore) ; elev. 474 ft. 

LONG POND, Turner, Androscoggin County; area water surface, 0.02 
square mile, (U. S. G. S. Lewiston) ; elev. 430 ft. 

LONG POND, T 2, R I, W. B. K. P., Franklin County; inlets. Inlet 
Brook and streams; outlet into Rangeley Lake, Mooselucmaguntic 
Lake, Richardson lakes. Rapid River, Umbagog Lake, Androscog- 
gin River; area water surface, 0.89 square mile, (S. A. map). 

LONG POND, T 3, R 5, W. B. K. P., Franklin County; inlet, outlet 
of Beaver Pond; outlet, Kennebago River, Mooselucmaguntic Lake, 
Richardson lakes, Rapid River, Umbagog Lake, Androscoggin 
River; area water surface, 0.06 square mile, (S. A. map). 

LONG POND, Lynchtowns, T 5, R 4, W. B. K. P., Oxford County; 
inlets, several small streams on north; outlet. Little Magalloway 
River, Magalloway River, Androscoggin River; area water surface, 
0.03 square mile, (S. A. map). 

LONG POND, D and E Townships, R i, Franklin County; inlets, 
outlets of Round Pond and Sabbathday Pond; outlet, Bemis Stream, 
Mooselucmaguntic Lake. Richardson lakes. Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, 0.42 square mile, 
(S. A. map). 
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LOOMIS BROOK, N. H. ; source, Dix*s Grant, northeast part; direc- 
tion, east, southeast; mouth, Dead Diamond River, Dartmouth Col- 
lege Grant; tributaries, small s-treams at source; tributary to Dead 
Diamond River, Swift Diamond River, Magalloway River, Andros- 
coggin River. 

LOON POND, Webster, Androscoggin County; outlet into Curtis 
Brook, Maxwell Brook, Sabattus River, Androscoggin River; area 
water surface, o.ii square mile, (U. S. G. S. Lewiston) ; elev. 348 
ft. 

LOVEJOY POND, Readfield and Fayette, Kennebec County; inlet, 
outlet of Crotched Pond; outlet. Pickerel Pond, Pocasset Lake, An- 
droscoggin Lake, Dead River, Androscoggin River; area water sur- 
face, 0.57 square mile, (U. S. G. S. Livermore) ; elev, 301 ft. 

LOWER EAST BRANCH, Oxford County; source, T 4, R 5, west 
part; direction, southwest; mouth, Pamiachenee Lake, T 5, R 5; 
tributary to Parmachenee Lake, Magalloway River, Androscoggin 
River. 

MADISON BROOK, N. H.; source. Low and Burbanks Grant, east 
part; direction, east; mouth, Peabody River, Martins Location; 
tributary to Peabody River, Androscoggin River. 

MAGALLOWAY RIVER, Oxford County and N. H.; source, Parma- 
chenee Lake, T 5, R 4, W. B. K. P.; direction, south; mouth, An- 
droscoggin River in N. H. ; tributaries, Parmachenee Lake, Little 
Magalloway River, many small streams and outlets of lakes; tribu- 
tary to Androscoggin River. Drainage area at outlet Parmachenee 
Lake, 105 sq. m. ; .at Azicohos Dam, 215 sq. m. ; above Diamond 
River, 244 sq. m. ; below Diamond River, 415 sq. m. ; at mouth, 455 
sq. m. 

MAGALLOWAY RIVER, LITTLE, Oxford County ; source, T 5, R 5, 
west part; direction, southeast; mouth, Magalloway River, Lynch - 
town; tributary to Magalloway River, Androscoggin River. 

MARSHALL POND, Hebron and Oxford, Oxford County; inlets, 
Dunham Brook, Gardner Brook, several short streams; outlet, West 
Branch Bog Brook, Little Androscoggin River, Androscoggin River; 
area water surface, 0.22 square mile, (U. S. G. S. Poland) ; elev. 
350 ft. 

MARTIN STREAM, Oxford and Androscoggin counties; source, 
Brettuns Pond, Livermore; direction, south; mouth, Nezinscot River, 
Turner; tributaries, Lively Brook, Bear Pond, Brettuns Pond, and 
several streams; tributary to Nezinscot River, Androscoggin River; 
drainage area at mouth, 38 sq. m. 

MAXWELL BROOK, Androscoggin County; source, Webster, north 
part; direction, south, southwest; mouth, Sabattus River, Webster: 
tributaries, Curtis Brook and small streams; tributary to Sabattui 
River, Androscoggin Bmtr. 

MEADOW BROOK, Androscoggin and Cumberland counties; source, 
Freeport and Durham ; direction, northeast ; moufh, Androscoggin 



ANDROSCOGGIN RIVER BASIN. 267 

River, Durham ; tributaries, several small streams near source ; 
tributary to Androscoggin River. 

MEADOW BROOK, Androscoggin County; source, Turner, south 
part ; direction, north ; mouth, Nezinscot River, Turner ; tributaries, 
several small streams; tributary to Nezinscot River, Androscoggin 
River. 

MEADOW BROOK, N. H. ; source. Success, central part; direction, 
west, north; mouth. Chandler Brook, Success; tributaries, several 
small streams; tributary to Chandler Brook, Androscoggin River. 

MEADOW BROOK, Androscoggin County; source, Poland, west part; 
direction, southeast; mouth, Tripp Pond, Poland; tributaries, sm'ill 
streams; tributary to Tripp Pond, Hogan Pond, Little Androscog- 
gin River, Androscoggin River. 

MEADOW BROOK, Oxford County; source, Oxford, northwest part; 
direction, southeast; mouth. Little Androscoggin River, Oxford: 
tributaries. Town Farm Brook and small streams; tributary to 
Little Androscoggin River, Androscoggin River. 

MEADOW BROOK, Androscoggin and Kennebec counties; source, 
Fayette, west part; direction, south, west; mouth, Hunton Brook, 
East Livermore; tributaries, Schoolhouse Pond and small streams; 
tributary to Hunton Brook, Androscoggin River. 

MEADOW BROOK, Oxford County; source, Woodstock, west part; 
direction, northwest; mouth. Barker Brook, Woodstock; tributary 
to Barker Brook, Concord River, Androscoggin River. 

MERRILL BROOK, Oxford County; source, Riley PL, east part; 
direction, east, north; mouth, Sunday River, Newry; tributaries, 
small streams near source; tributary to Sunday River, Androscoggin 
River. 

METALLAK BROOK, Oxford County; source, T. C, east part; direc- 
tion, northwest; mouth, Upper Richardson Lake, Richardson; tribu- 
taries, Metallak Pond and small stream; tributary to Richardson 
lakes, Rapid River, Umbagog Lake, Androscoggin River. 

METALLAK POND, T. C, Oxford County ; inlet, short stream from 
south; outlet, Mosquito Brook, Richardson lakes. Rapid River, Um- 
bagog Lake, Androscoggin River; area water surface, o.io square 
mile, (S. A. map). 

METALLIC POND, UPPER, Parkertown, T 5, R 3, W. B. K. P., 
Oxford County; outlet, Magalloway River, Androscoggin River; 
area water surface, 0.02 square mile, (S. A. map). 

METALLIC POND, LOWER, T 5, R 3, W. B. K. P., Oxford County; 
outlet, into Magalloway River, Androscoggin River; area water sur- 
face, 0.03 square mile, (S. A. map). 

MILES BROOK, Oxford County; source. Mason, south part; direc- 
tion, north; mouth. West Branch Pleasant River, Mason; tributa- 
ries, short streams at source; tributary to Pleasant River, West 
Branch, Androscoggin River. 

MILL BROOK, Oxford County; source, Albany, northeast part; di- 
rection, northwest; mouth, Androscoggin River, Bethel; tributaries. 
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several short streams near source, Wild Brook; tributary to An- 
droscoggin River. 

MILL BROOK, Oxford County; source Richardson Ponds, T 4, R 2; 
direction, south; mouth. Upper Richardson Lake, T 4, R i ; tribu- 
taries, Richardson Ponds; tributary to Upper Richardson Lake, 
Lower Richardson Lake, Rapid River, Umbagog Lake, Androscoggin 
River. 

MILLSPIELD PONDS, Millsfield, N. H.; outlet. Clear Stream, An- 
droscoggin River; area water surface, 0.44 square mile, (N. H. 
Geol. map) ; elev. 1550 ft. 

MINE BROOK, N. H. ; source. Pages Pond, Success; direction, south, 
mouth, Androscoggin River, Shelburne; tributaries. Pages Pond and 
small streams; tributary to Androscoggin River. 

MINISTER BROOK, Oxford County; source, Oxford, north part; 
direction, south; mouth. Little Androscoggin River, Oxford; tribu- 
utaries, several small streams; tributary to Little Androscoggin 
River, Androscoggin River. 

MINNEHONK POND, Mount Vernon, see Mount Vernon Pond. 

MISS BARNES BROOK, N. H.; source. Low & Burbanks Grant, 
northeast part; direction, northeast; mouth, Peabody River, Gor- 
ham ; tributary to Peabody River, Androscoggin River. 

MITCHELL BROOK, Oxford County; source, Hartford, south part; 
direction, south; mouth, Swan Pond, Hartford; tributaries, small 
streams; tributary to Swan Pond, Swan Pond Brook, East Branch 
Nezinscot River, Androscoggin River. 

MOLLECHUNKAMUNK LAKE, see Upper Richardson Lake. 

MOLLEDGEWOCK POND, Upton, Oxford Coujpty; inlet, short 
stream; outlet, short stream to Swift Cambridge River, Umbagog 
Lake, Androscoggin River; area water sur»face, 0.04 square mile, 
(C & H atlas). 

MOLLEDGEWOCK STREAM, N. H.; source, Cambridge, east part; 
direction, northwest; mouth, Androscoggin River, Errol; tributa- 
ries, several small streams; tributary to Androscoggin River; drain- 
age area at mouth, 23 sq. m. 

MOLLYWOOKETT BROOK, N. H.; source, Success, south part; 
direction, northwest ; mouth, Androscoggin River, Berlin ; tributa- 
ries, several small streams; tributary to Androscoggin River. 

MOODY BROOK, Oxford County; source, Paris, east part; direction, 
southwest; mouth. Cole Brook, Paris; tributaries, several small 
streams; tributary to Cole Brook, Little Androscoggin River, An- 
droscoggin River. 

MOOSE BOG, T 4, R 6, W. B. K. P., Oxford County; inlets, stream 
from north and several from south; outlet, Magalloway River, An- 
droscoggin River; area water surface, 0.09 square mile, (S. A. map). 

MOOSE BRANCH, Oxford County; source, T 4, R 5, west part; 
direction, southwest; mouth, Parmachenee Lake, Lynchtown; tribu- 
tary to Parmachenee Lake, Magalloway River, Androscoggin River. 
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MOOSE BROOK, N. H. ; source, Randolph east part ; direction, east ; 
mouth, Androscoggfin River, Gorham; tributaries, small streams on 
north; tributary to Androscoggin River. 

MOOSE RIVER, N. H. ; source. Low & Burbanks Grant, north part; 
direction, northwest, east; mouth, Androscoggin River, Gorham; 
tributaries. Cold Brook and small streams; tributary to Andros- 
coggin River; drainage area at mouuth, 46 sq. m. 

MOOSE POND, Otisfield, Cumberland County; outlet into Greeley 
Brook, Thompson Lake, Little Androscoggin River, Androscoggin 
River ; area water surface, 0.28 square mile, (U. S. G. S. Norway) ; 
elev. 530 ft. 

MOOSE POND, Paris, Oxford County; inlet. Bog Brook and several 
streams; outlet. Moose Pond Brook, Little Androscoggin River, 
Androscoggin River; area water surface, 0.13 square mile, (U. S. G. 
S. Bryant Pond) ; present storage, 4.5 feet, 16,309,000 cu. ft. ; possi- 
ble storage capacity, 7.5 feet, 27,181,000 cu. ft.; elev. 530 ft. 

MOOSE POND, Millsfield, N. H.; outlet, Androscoggin River; area 
water surface, 0.06 square mile, (N. H. Geol. map) ; elev. 1450 ft. 

MOOSE HILL POND, East Livermore, Androscoggin County; inlet, 
small stream on north; outlet into Redwater Brook, Androscoggin 
River; area water surface, 0.14 square mile, (U. S. G. S. Liver- 
more) ; elev. 467 ft. 

MOOSE POND BROOK, Oxford County ; source. Moose Pond, Paris ; 
direction, southwest; mouth. Little Androscoggin River, Paris; trib- 
utaries. Moose Pond and small streams; tributary to Little Andros- 
coggin River, Androscoggin River; drainage area at mouth 16 sq. m. 

MOOSELUCMAGUNTIC LAKE, Rangeley, Rangeley PL, Richardson, 
T 4, R 2, Oxford and Franklin counties; inlets, Kennebago Stream, 
outlet of Rangeley Lake, Cupsuptic Lake and small streams; outlet. 
Upper and Lower Richardson Lakes, Rapid River, Umbagog Lakc^, 
Androscoggin River; area water surface surface, 25.95 square miles, 
(S. L. S.) ; present storage, 13 feet, 8,632,597,000 cu. ft.; drainage 
area 405 sq. m. ; elev. 1467 ft. 

MORGAN BROOK, Andiroscoggin County; source, Minot, south part; 
direction, south, mouth, Indian Brook, Minot; tributaries, few small 
streams; tributary to Indian Brook, Little Androscoggin River, 
Androscoggin River. 

MORRISONS BROOK, Oxford County; source. Mason, west part; 
direction, west; mouth, Evans Brook, Batchelders Grant; tributaries, 
several small streams; tributary to Evans Brook, Wild River, 
Androscoggin River. 

MORTON BROOK, Franklin County; source, T 3, R 4 east part; 
direction, south; mouth, Kennebago Lake, T 3, R 4; tributary, out- 
let of Beaver Bog; tributary to Kennebago Lake, Kennebago River, 
Mooselucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog 
Lake, Androscoggin River. 

MOSQUITO BROOK, Oxford and Franklin counties; source, T. D, 
west part; direction, northwest; mouth. Upper Richardson Lake, 
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Richardson; tributaries, small streams near source; tributary to 
Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin River. 

MT. VERNON POND, Mt. Vernon, Kennebec County; inlet, Whitten 
Stream and small stream on south; outlet, Crotched Pond, Lovejoy 
Pond, Pickerel Pond, Pocasset Pond, Androscoggin Pond, Dead 
River, Androscoggin River; area water surface, 0.20 square mile, 
(U. S. G. S. Augusta and Norridgewock) ; elev. 310 ft. 

MOUNTAIN POND, Rangeley PL, Franklin County; outlet into 
small lake, Bog Stream, Rangeley Lake, Mooselucmaguntic Lake, 
Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin River ; 
area water surface, 0.02 square mile, (S. A. map). 

MOUNTAIN BROOK POND, T. D, Franklin County; outlet, Swift 
River, Androscoggin River; area water surface, 0.15 square mile, 
(S. W. S.). 

MOXIE POND, T. D, R i, Franklin County; outlet into Long Pond, 
Bemis Stream, Rangeley Lake, Mooselucmaguntic Lake, Richardson 
Lakes, Rapid River, Umbagog Lake, Androscoggin River; area water 
surface, o.oi square mile, (S. A. map). 

MUD BROOK, Oxford County; source. Mason, west part; direction, 
west; mouth, Evans Brook, Batchelders Grant; tributaries, several 
small streams; tributary to Evans Brook, Wild River Androscoggin 
River. 

MUD POND, Greenwood, Oxford County; outlet into Hicks Pond, 
Little Androscoggin River, Androscoggin River; area water sur- 
face, 0.07 square mile, (U. S. G. S. Bryant Pond) ; elev, 690 ft. 

MUD POND, Oxford and Poland, Oxford and Androscoggin counties; 
outlet into Little Androscoggin River, Androscoggin River; area 
water surface, 0.03 square mile, (U. S. G. S. Poland) ; elev. 300 ft. 

MUD POND, Peru, Oxford County; inlets, two short streams; outlet 
into East Branch Nezinscot River, Androscoggin River; area water 
surface, o.oi square mile, (U. S. G. S. Buckfield) ; elev. 560 ft. 

MUD POND, Turner, Androscoggin County; inlet, short stream from 
north; outlet. Little Wilson Pond, The Basin, Lake Auburn, An- 
droscoggin River; area water surface, 0.03 square mile, (U. S. G. 
S. Poland) ; elev. 301 ft. 

MUNN POND, Errol, N. H. ; outlet, Androscoggin River; area water 
surface, 0.13 square mile, (N. H. Geol. map) ; elev. 1280 ft. 

NELSON POND, Livermore, and Canton, Oxford and Androscoggin 
counties; outlet into Brettuns Pond, Martin Stream, Nezinscot 
River, Androscoggin River; area water surface, 0.02 square mile, 
(U. S. G. S. Buckfield) ; elev. 770 ft. 

NEWELLS BROOK, N. H.; source, Dummer, north part; direction, 
southeast; mouth, Androscoggin River, Dummer; tributary, small 
stream on north; tributary to Androscoggin River. 

NEWELL BROOK, Androscoggin County; source, Durham, south 
part; direction, north; mouth, Androscoggin River, Durham; tribu- 
taries, few small streams; tributary to Androscoggin River. 
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NEZINSCOT RIVER, Oxford and Androscoggin counties; source, 
West Branch in Woodstock and East Branch in Peru: direction, 
southeast, east, northeast; mouth, Androscoggin River, Turner; 
tributaries, Russell Brook, Darnit Brook, Bog Brook, Bunganock 
Brook, Swan Pond Brook, Bog Brook, Martin Stream, Meadow 
Brook, and many small streams and outlets of lakes; tributary to 
Androscoggin River. Drainage area below junction East and Weit 
branches, 98 sq. m;.. above mouth Martin Stream, 117 sq. m.; below 
mouth Martin Stream, 155 sq. m. ; at mouth, 182 sq. m. 

NEZINSCOT RIVER, EAST BRANCH, Oxford County; source, 
Peru, south part; direction, south; mouth, Nezinscot River, Buck- 
field; tributaries, several streams and ponds; tributary to Nezinscot 
River, Androscoggin River ; drainage area at mouth, 43 sq. m. 

NEZINSCOT RIVER, WEST BRANCH, Oxford County; source, 
Woodstock, east part; direction, southeast; mouth, Nezinscot River, 
Buckfield; tributaries, small streams and ponds; tributary to Nezin- 
scot River, Androscoggin River; drainage area at mouth, 55 sq. m. 

NILES BROOK, Oxford County; source. Greenwood, south part; 
direction, north; mouth, outlet of Hicks Pond, Greenwood; tribu- 
taries, few short streams; tributary to outlet Hicks Pond, Twitchell 
Brook, Little Androscoggin River, Androscoggin River. 

NINETEEN MILE BROOK, N. H.; source. Beans Purchase, west 
part; direction, northwest; mouth, Peabody River, Greens Grant; 
tributary to Peabody River, Androscoggin River. 

NO NAME BROOK, Androscoggin County; source, No Name Pond, 
Lewiston; direction, south, east; mouth, Sabattus River, Lewiston; 
tributaries. No Name Pond and several small streams; tributary 10 
Sabattus River, Androscoggin River. 

NO NAME POND, Lewiston, Androscoggin County; inlet, short 
stream from north; outlet No Name Brook, Sabattus River, An- 
droscoggin River; area water surface, 0.22 square mile, (U. S. G. S. 
Lewiston) ; elev. 237 ft. 

NOBLE BROOK, Oxford County; source. Cole Pond, Oxford; direc- 
tion, northeast; mouth, Dunham Brook, Oxford; tributaries Cole 
Pond and small streams; tributary to Dunham Brook, Gardner 
Brook, Bog Brook, Little Androscoggin River, Androscoggin River. 

NOISY BROOK, Oxford County; source, Muskrat Pond, Roxbury; 
direction, south, west; mouth. Swift River, Roxbury; tributary, 
Muskrat Pond; tributary to Swift River, Androscoggin River. 

NORTH POND, Norway, Oxford County; inlets, several short 
streams; outlet into Pennesseewassee Lake, Little Androscoggin 
River, Androscoggin River; area water surface, 0.25 square mile, 
(U. S. G. S. Bryant Pond) ; present storage, 2 ft., i3,939,ooo cu. ft. ; 
elev. 482 ft. 

NORTH POND, Sumner, Oxford County; inlets, small streams from 
north; outlet into West Branch Nezinscot River, Androscoggin 
River ; area water surface, 0.22 square mile, (U. S. G. S. Buckfield) ; 
present storage, 4 ft., 24,533,000 cu. ft.; elev. 514 ft. 
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NORTH POND, Woodstock, Oxford County; inlets, several smafl 
streams; outlet into Alder River, Androscoggin River; area water 
surface, 0.46 square mile, (U. S. G. S. Bryant Pond) ; present stor- 
age, 5 ft, 64,120,000 cu. ft.; elev. 719 ft. 

NORTH POND, Grafton, Oxford County; outlet, York Pond, Swift 
Cambridge River, Cambridge River, Umbagog Lake, Androscoggin 
River; area water surface, o.oi square mile (C & H atlas). 

NORTHEAST POND, Hartford, Oxford County; inlet, short stream 
on south ; outlet into Bunganock Brook, East Branch Nezinscot 
River, Androscoggin River; area water surface, o.oi square mile, 
(U. S. G. S. Buckfield) ; elev. 450 ft. 

OTTER BROOK, Oxford County; source, Bethel, south part; direc- 
tion, north; mouth, Androscoggin River, Bethel; tributaries, several 
small streams; tributary to Androscoggin River. 

OTTER POND, T 5, R 5, W. B. K. P., Oxford County; outlet into 
Magalloway River, Androscoggin River; area water surface, 0.005 
square mile, (S. A. map). 

O VERSETT POND, Greenwood, Oxford County ; outlet into Twitchell 
Brook, Little Androscoggin River, Androscoggin River; area water 
surface, 0.02 square mile, (U. S. G. S. Bryant Pond) ; elev. 910 ft. 

PARLIN BROOK, Franklin County ; source, Weld, east part ; direction^ 
west; mouth, Webbs Pond, Weld; tributary to Webbs Pond, Webbs 
River, Androscoggin River. 

PARMACHEENEE LAKE, T 5, R 4, W. B. K. P. Oxford County; 
inlets. Moose Brook, Magalloway River and several small streams; 
outlet, Magalloway River, Androscoggin River; area water surface, 
1.33 square mile, (S. A. map) ; present storage, 12 feet, 444,940,000 
cu. ft; drainage area 105 sq. m. 

PARKER POND, Chesterville, Fayette, Mt. Vernon and Vienna, 
Kennebec County; inlet, outlet of Davis Pond; outlet, Crotched 
Pond, Lovejoy-Pond, Pickerel Pond, Pocasset Pond, Androscoggin 
Lake, Dead River, Androscoggin River; area water surface, 2.48 
square miles, (U. S. G. S. Livemiore) ; elev. 358 ft. ; drainage area 
16 sq. m. 

PEA BROOK, N. H.; source, Shelburne, southwest part; direction, 
north; mouth, Androscoggin River, Shelburne; tributary to Andros- 
coggin River. 

PEABODY BROOK, Oxford County ; source, Gilead, south part ; direc- 
tion, south; mouth, Androscoggin River, Gilead; tributaries, several 
small streams; tributary to Androscoggin River. 

PEABODY RIVER, N. H.; source, Sargents Purchase, north part; 
direction, northeast; mouth, Androscoggin River, Gorham; tribu- 
taries, Miss Barnes Brook, Madison Brook, West Branch, Nineteen 
Mile Brook, Imp Brook, and small streams; tributary to Andros- 
coggin River ; drainage area at mouth, 50 sq. m. 

PENNESSEEWASSEE LAKE, Norway, Oxford County; inlets, 
several short streams and outlets of lakes ; outlet Little Androscoggin 
River, Androscoggin River; area water surface, 1.38 square miles. 



ANDROSCOGGIN RIVER BASIN. 273 

(U. S. G. S. Norway); present storage, 5 ft., 192,361,000 cu. ft.; 
. drainage area 22 sq. m. ; elev. 398 ft. 

PENNESSEEWASSEE POND, LITTLE, Norway, Oxford County; 
inlets, several streams from north; outlet into Pennesseewassee 
Lake, Little Androscoggin River; area water surface 0.17 square 
mile, (U. S. G. S. Norway) ; present storage, 5 ft, 23,697,000 cu. ft; 
elev. 541 ft. 

PENNESSEEWASSEE STREAM, Oxford County; source, Pennes- 
seewassee Lake, Norway; direction, southeast; mouth. Little An- 
droscoggin River, Oxford; tributaries, Pennesseewassee Lake and 
small streams; drainage area at mouth, 30 sq. m. 

PICKEREL POND, Wayne, Kennebec County; inlet, outlet of Love- 
joy Pond; outlet, Pocasset Pond, Androscoggin Lake, Dead River, 
Androscoggin River; area water surface, 0.18 square mile, (U. S. 
G. S. Livermore) ; elev. 290 ft. 

PINE VALLEY BROOK, Oxford County; source, Parkertown, south- 
west part; direction, southeast; mouth, Sawyer Lake, Lincoln PI.; 
tributaries, small streams; tributary to Sawyer Lake, Magalloway 

, River, Umbagog Lake, Androscoggin River. 

PLEASANT POND, Sumner, Oxford County; inlets, several small 
streams; outlet into West Branch Nezinscot River, Androscoggin 
River; area water surface, 0.17 square mile, (U. S. G. S. Buckfield) ; 
present storage, 4 ft., 18,957,000 cu. ft.; elev. 582 ft. 

PLEASANT POND, Turner, Androscoggin County; inlet, short 
stream on north; outlet. Lively Brook, Nezinscot River, Androscog- 
gin River; area water surface, 0.27 square mile, (U. S. G. S. Liver- 
more) ; elev. 383 ft. 

PLEASANT RIVER, Oxford County; source. Mason, east part; di- 
rection, north; mouth, Androscoggin River, Bethel; tributaries, 
several small streams; tributary to Androscoggin River; drainage 
area at mouth, 25 sq. m. 

POCASSET LAKE, Wayne, Kennebec County; inlet, outlet of Pick- 
erel Pond; outlet, Androscoggin Lake, Dead River, Androscoggin 
River; area water surface, 0.89 square mile, (U. S. G. S. Liver- 
more) ; elev. 284 ft. 

POND BROOK, N. H.; source, Millsfield Pond, Millsfield; direction, 
north ; mouth. Clear Stream, Millsfield ; tributaries, outlets of Mills- 
field and Rock ponds; tributary to Clear Stream, Androscoggin 
River. 

POND-IN-RIVER, C and C Surplus, Oxford County; inlet, outlet of 
Lower Richardson Lake; outlet. Rapid River, Umbagog Lake, An- 
droscoggin River; area water surface, 0.83 square mile, (S. L. S.) ; 
elev. 1402 ft. 

POND, Bowdoin, north of Caesar Pond, Sagadahoc County; inlets, 
outlet of Caesar Pond and small streams; outlet into Gillespie 
Brook, Little River, Androscoggin River; area of water surface, 0.02 
square mile, (tj. S. G. S. Gardiner) ; elev. 330 ft. 

18 
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POND, Byron and Roxbury, Oxford County ; outlet, Noisy Brook, Swift 
River, Androscoggin River; area water surface, 0.08 square mile, 
(C& H atlas). 

POND, Mexico, north part, Oxford County; outlet into Swift River, 
Androscoggin River; area water surface, a04 square mile, (C & H 
atlas). 

POND, Mexico, northeast part, Oxford County; inlets, small streams 
on south; outlet into unnamed lake, Webbs River, Androscoggin 
River; area water surface, 0.05 square mile, (C & H atlas). 

POND, Rangeley PI., east part, Franklin County ; inlet, outlet of small 
stream; outlet into Bog Stream, Rangeley Lake, Mooselucmagunticf 
Lake, Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin 
River; area water surface, 0.05 square mile, (S. A. map). 

POND, Rumford, west part, Oxford County; outlet, Ellis River, An- 
droscoggin River; area water surface, 0.01 square mile, (C & H 
atlas). 

POND, Temple, northwest part, Franklin County; inlets, several short 
streams; outlet, short stream to Webbs Pond, Webbs River, Andros- 
coggin River; area water surface, 0.07 square mile, (W. map, F. 
Co.). 

POND, Errol, N. H. ; outlet, Androscoggin River; area water surface, 
0.13 square mile, (N. H. map). 

POND, T 2, R I, W. B. K. P., east of Eddy Pond, Franklin County; 
outlet. Saddleback Stream, Long Pond Stream, Rangeley Lake, 
Mooselucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, o.oi square mile, 
(S. A. map). 

POND, T 2, R I, W. B. K. P., north of Eddy Pond, Franklin County ; 
outlet, Saddleback Stream, Long Stream, Rangeley Lake, Moose- 
lucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog Lake, 
Androscoggin River; area water surface, o.oi square mile, (S. A. 
map). 

POND, T 4, R 3, W. B. K. P., south part, Oxford County ; inlet, short 
stream on north; outlet into Kennebago River, Mooselucmaguntic 
Lake, Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin 
River; area water surface, 0.02 square mile, (S. A. map). 

POND, T 4, R 4, W. B. K. P., south part, Oxford County ; inlets, two 
streams on east; outlet. Little East Branch Cupsuptic River, Cup- 
suptic Lake, Mooselucmaguntic Lake, Richardson Lakes, Rapid River, 
Umbagog Lake, Androscoggin River; area water surface, 0.03 
square mile, (S. A. map). 

POND, T 4, R 5, W. B. K. P., east part, Oxford County; inlets, sev- 
eral small streams; outlet, Dennison Brook, Little Kennebago River, 
Kennebago River, Mooselucmaguntic Lake, Richardson Lakes, Rapid 
River, Umbagog Lake, Androscoggin River; area water surface, 0.05 
square mile, (S. A. map). 
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POND, T 5, R 5, W. B. K. P., Oxford County ; inlet, short stream from 
west; outlet, Magalloway River, Androscoggin River; area water 
surface, o.oi square mile, (S. A. map). 

POND, T 5, R 5, W. B. K. P., Oxford County; outlet into Magalloway 
River, Androscoggin River; area water surface, o.oi square mile, 
(S. A. map). 

POND, T 4, R 6, W. B. K. P., north part, Oxford County ; inlet, short 
stream on north; outlet, Boundary Brook, Magalloway River, An- 
droscoggin River; area water surface, 0.02 square mile, (S. A. map). 

POTASH B'ROOK, Androscoggin County; source, Poland, southwest 
part; direction, north; mouth, Thompson Lake, Poland; tributaries 
few small streams ; tributary to Thompson Lake, Little Androscoggin 
River. 

POTTER BROOK, Androscoggin County; source, Lisbon, north part; 
direction, southeast; mouth, Little River, Lisbon; tributaries, small 
streams; tributary to Little River, Androscoggin River. 

PURINGTON BROOK, Androscoggin and Sagadahoc counties; source, 
Bowdoin and Webster; direction, south; mouth. Little River, Lis- 
bon; tributaries, several small streams; tributary to Little River, 
Androscoggin River. 

QUIMBY POND, Rangeley, Franklin County; outlet, Rangeley Lake, 
Mooselucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, 0.27 square mile, 
(S. W. S. map). 

RACK POND, East Livermore, Androscoggin County; inlet, outlet of 
Round Pond; outlet, Hunton Brook, Androscoggin River; area water 
surface, 0.008 square mile, (U. S. G. S. Livermore) ; elev. 375 ft. 

RANGE BROOK, Androscoggin County; source. Lower Range Pond, 
Poland; direction, north; mouth. Little Androscoggin River, Me- 
chanic Falls; tributaries, Cousins Brook, Lower Range Pond and 
small streams; tributary to Little Androscoggin River, Androscog- 
gin River. Drainage area at outlet Lower Range Pond, 15 sq. m. ; 
at mouth, 21 sq. m. 

RANGE POND, LOWER, Poland, Androscoggin County; inlets. Mid- 
dle Range Pond and small streams; outlet. Range Brook, Little An- 
droscoggin River, Androscoggin River; area water surface, 0.43 
square mile, (U. S. G. S. Poland) ; present storage, 5 ft., 59,939iOOO 
cu. ft.; drainage area 15 sq. m. ; elev. 304 ft. 

RANGE POND, MIDDLE, Poland, Androscoggin County; inlets, 
Upper Range Pond and several short streams; outlet. Lower Range 
Pond, Range Brook, Little Androscoggin River, Androscoggin River ; 
area water surface, 0.59 square mile, (U. S. G. S. Poland) ; present 
storage, 4 ft., 82,241,000 cu. ft. ; elev. 305 ft. 

RANGE POND, UPPER, New Gloucester, Androscoggin County; 
inlets, several short streams on south; outlet. Middle Range Pond, 
Lower Range Pond, Range Brook, Little Androscoggin River, An- 
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droscoggin River; area water surface, 0.59 square mile, (U. S. G. S. 
Poland and Gray) ; present storage, 2 ft., 32,896,000 cu. ft. ; elev. 

305 ft. 

RANGELEY LAKE, Rangeley and Rangeley PI., Franklin County; 
inlets, Saddleback Stream and several small streams and outlets of 
lakes; outlet, Mooselucmaguntic Lake, Richardson Lakes, Rapid 
River, Umbagog Lake, Androscoggin River; area water surface, 9.76 
square miles, (S. L. S.) ; present storage, 4 ft., 1,055,476,000 cu. ft.; 
drainage area 90 sq. m. ; elev. 1517 ft. 

RAPID RIVER, Oxford County; source, Lower Richardson Lake, 
T. C; direction, southwest, northwest; mouth, Umbagog Lake, Ma- 
galloway; tributaries. Lower Richardson Lake, Pond-In-River ; 
tributary to Umbagog Lake, Androscoggin River; drainage area at 
mouth, 520 sq. m. 

RATTLE BROOK, N. H.; source, Shelburne, south part; direction, 
north; mouth, Androscoggin River, Shelburne; tributary to Andros- 
coggin River. 

REDWATER BROOK, Androscoggin County; source. Moose Hill 
Pond ; direction, south, northwest, west ; mouth, Androscoggin 
River, East Livermore; tributaries. Moose Hill Pond, Clay Brook, 
small streams ; tributary to Androscoggin River. 

RICHARDSON LAKES, UPPER AND LOWER, Richardson, Ma- 
galloway and T. C, Oxford County; inlets, outlet of Mooselucmagun- 
tic Lake, Mill Brook, several streams and outlets of lakes; outlet. 
Rapid River, Umbagog Lake, Androscoggin River; area water sur- 
face, 13.08 square mile, (S. L. S.) ; present storage, 18 ft., 5,632,142,- 
000 cu. ft.; drainage area 509 sq. m.; elev. 1449 ft. 

RICHARDSON PONDS, T 4, R 2, W. B. K. P., Oxford County ; inlet, 
Deer Mountain Stream; outlet. Mill Brook, Upper Richardson Lake, 
Lower Richardson Lake, Rapid River, Umbagog Lake, Androscoggiil 
River; area water surface, 0.77 square mile, (S. A. map); present 
storage, 10 ft., 214,664,000 cu. ft. 

ROARING BROOK, N. H.; source, Dix's Grant,. north part; direc- 
tion, south; mouth. Swift Diamond River, Dix*s Grant; tributaries, 
small streams on west; tributary to Swift Diamond River, Magal 
loway River, Androscoggin River. 

ROBBING BROOK, N. H.; source, Milan, northwest part; direction, 
northeast; mouth, Androscoggin River, Dummer; tributary to An- 
droscoggin River. 

ROCK POND, Millsfield, N. H.; outlet. Pond Brook, Clear Stream, 
Androscoggin River; area water surface, 0.19 square mile, (N. H. 
Geol. map) ; elev. 1600 ft. 

ROUND POND, Greenwood, Oxford County; inlet, outlet of South 
Pond; outlet. Alder River, Androscoggin River; area water surface, 
0.16 square mile, (U. S. G. S. Bryant Pond) ; present storage, 5 ft, 
22,303,000 cu. ft.; elev. 719 ft. 



ANDROSCOGGIN RIVER BASIN. 277 

ROUND POND, Livermore, Androscoggin County; inlets, two short 
streams on north; outlet. Long Pond, Androscoggin River; area 
water surface, 0.25 square mile, (U. S. G. S. Livermore) ; elev. 
475 ft. 

ROUND POND, Rangeley, Franklin County; inlet, short stream on 
north; outlet. Dodge Pond, Rangeley Lake, Mooselucmaguntic Lake, 
Rickardson Lakes, Rapid River, Umbagog Lake, Androscoggin 
River; area water surface, 0.18 square mile, (S. W. S. map). 

ROUND POND, East Livermore, Androscoggin County; outlet, Rack 
Pond, Hunton Brook, Androscoggin River; area water surface, 0.005 
square hiile, (U. S. G. S. Livermore) ; elev. 376 ft. 

ROUND POND, Turner, Androscoggin County; area water surface, 
0.02 square mile, (U. S. G. S. Lewiston) ; elev. 310 ft. 

ROUND POND, T. E, Franklin County; inlets, short streams; outlet, 
Long Pond, Bemis Stream; Mooselucmaguntic Lake, Richardson 
Lakes, Rapid River, Umbagog Lake, Androscoggin River; area 
water surface, 0.07 square mile, (S. A. maip). 

ROXBURY POND, Roxbury and Byron, see Bllis Pond. 

RUMP POND, T 5, R 5, W. B. K. P., Oxford County; inlet, short 
stream on north; outlet, Magalloway River, Androscoggin River; 
area water surface, 0.05 square mile, (S. A. map). 

RUSSELL BROOK, Oxford County; source, Peru, southeast part: 
direction, south; mouth, East Branch Nezinscot River, Sumner; 
tributary to Nezinscot River, Androscoggin River. 

RUSSELL BROOK, Oxford County; source, Sumner, north part; di- 
rection, southeast; mouth. West Branch Nezinscot River, Sumner; 
tributaries, several small streams; tributary to West Branch Nezin- 
scot River, Androscoggin River. 

SABATTUS POND, Greene, Wales, and Webster, Androscoggin 
County; inlets, Dead River and several small streams; outlet, Sabar- 
tus River, Androscoggin River; area water surface, 4.56 square 
miles, (U. S. G. S. Lewiston) ; present storage, 6 ft., 762,753,000 
cu. ft. ; drainage area 35 sq. m. ; elev. 243 ft. 

SABATTUS POND, LITTLE, Greene, Androscoggin County; inlet, 
short stream from north; outlet. Hooker Brook, Sabattus Pond, 
Sabattus River, Androscoggin River; area water surface, 0.05 
square mile, (U. S. G. S. Lewiston) ; elev. 267 ft. 

SABATTUS RIVER, Androscoggin County; source, Sabattus Pond; 
direction, south; mouth, Androscoggin River, Lisbon; tributaries, 
Maxwell Brook, No Name Brook, Barker Brook, several small 
streams; tributary to Androscoggin River. Drainage area at outlet 
Sabattus Pond, 35 sq. m. ; at mouth, 76 sq. m. 

SABBATHDAY POND, T. E, Franklin County; inlet, short stream 
on north; outlet. Long Pond, Bemis Stream, Mooselucmaguntic Lak?, 
Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin River ; 
area water surface, 0.08 square mile, (S. A. map). 

SADDLEBACK STREAM, Franklin County; source, small ponds in 
central part Sandy River PI.; direction, west; mouth, Rangeley 
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Lake, Sandy River, PL; tributaries, small stream and lake; trib!i- 
tary to Rangeley Lake, Mooselucmaguntic Lake, Richardson Lakes 
Rapid River, Umbagog Lake, Androscoggin River. 

SALMON POND, Dallas, see Gull Pond. 

SANBORN RIVEiR, Oxford County; source, Albany, east part; direc- 
tion, east; mouth. Hicks Pond, Greenwood; tributaries, several small 
streams; tributary to Hicks Pond, Twitchell Brook, Little Andros- 
coggin River, Androscoggin River. 

SAND POND, Norway, Oxford County; inlet, outlet of small pond; 
outlet, Greeley Brook, Thompson Lake, Little Androscoggin River, 
Androscoggin River; area water surface, 0.11 square mile, (U. S. 
G. S. Norway) ; elev. 490 ft. 

SANDY BOTTOM POND, Turner, Androscoggin County; outlet into 
Nezinscot River, Androscoggin River; area water surface, 0.05 
square mile, (U. S. G. S. Poland) ; elev. 310 ft. 

SATURDAY POND, Otisfield, Cumberland County; outlet. Sucker 
Brook, Thompson Lake, Little Androscoggin River, Androscoggin 
River ; area water surface, 0.29 square mile, (U. S. G. S. Norway) ; 
elev. 530 ft. 

SAWYER BROOK, Oxford County; source, C. Surplus, east part: 
direction, southeast; mouth. West Branch Ellis River, Andover; 
tributaries, few small streams; tributary to West Branch Ellis River, 
Androscoggin River. 

SAWYER LAKE, Lincoln, Parkertown, Lynchtown, Oxford County; 
outlet, Magalloway River, Androscoggin River; area water surface, 
10.50 square miles, (W. H. Sawyer) ; present storage, 47 ft., 8,000,- 
000,000 cu. ft. ; elev. 1520 ft. (approximate) ; drainage area 215 sq. m. 

SAWYERS BROOK, N. H.; source, Dartmouth College Grant, east 
part; direction, south; mouth. Dead Diamond River, Dartmouth 
College Grant; tributaries, small streams; tributary to Dead Dia- 
mond River, Swift Diamond River, Magalloway River, Androscog- 
gin River. 

SCHOOLHOUSE POND, East Livermore and Fayette, Androscoggin 
and Kennebec counties; inlet, Hunton Brook; outlet, Hunton Brook, 
Androscoggin River; area water surface, 0.03 square mile, (U. S. G. 
S. Livermope) ; elev. 371 ft. 

SCOTT BROOK, Kennebec and Androscoggin counties; source, Fay- 
ette, southwest part; direction, west; mouth, Androscoggin River, 
East Livermore; tributaries, several small streams; tributary to 
Androscoggin River. 

SECOND POND, T 3, R 5, W. B. K. P., Franklin County ; inlet, outlet 
of Third Pond; outlet, through several ponds to Kennebago River, 
Mooselucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, o.oi square mile, 
(S. A., map). 

SECRET POND, T 3, R 5, W. B. K. P., Franklin County; inlets, 
several small streams; outlet, Kennebago River, Mooselucmagu»tic 
Lake, Richardson Lakes, Rapid River, Umbagog Lake, Androscoggin 
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River; area water surface, 0.02 square mile, (S. A. map). 

SEVENMILE BROOK, Franklin and Androscoggin counties; source, 
Carthage, east part; direction, southeast; mouth, Androscoggin 
River, Jay; tributaries, several small streams; tributary to Andros- 
coggin River. 

SEVEN PONDS, Seven Ponds Township, see Long, Big, and Little 
Island, Secret, Beaver, Bll and Whitecap ponds. 

SHAGG POND, Woodstock, Oxford County; inlets, several small 
streams; outlet into West Branch Nezinscot River, Androscoggin 
River; area water surface, 0.08 square mile, (U. S. G. S. Bryant 
Pond) ; present storage, 4.5 ft., 10,036,000 cu. ft. ; elev. 855 ft. 

SILVER STREAM, N. H. and Oxford County; source, Grafton, Me., 
southwest part; direction, west; mouth, Chickwolnepy Stream, 
Milan, N. H. ; tributaries, small streams on north; tributary to 
Chickwolnepy Stream, Androscoggin River. 

SNOWMAN BROOK, Franklin County; source. Weld, west part; 
direction, east; mouth, Webbs Pond, Weld; tributary to Webbs 
Pond, Webbs River, Androscoggin River. 

SOUTH POND, Buckfield, Oxford County; inlets, several small 
streams; outlet, short stream into West Branch Nezinscot Rive**, 
Androscoggin River; area water surface, 0.05 square mile, (U. S. 
G. S. Buckfield ; elev. 362 ft. 

SOUTH POND, Greenwood, Oxford County; inlets, several small 
streams; outlet into Round Pond, Alder Stream, Androscoggin 
River; area water surface, 0.46 square mile, (U. S. G. S. Bryant 
Pond) ; present storage, S ft., 64>i20,ooo cu. ft. ; elev. 719 ft. 

SPARROW BROOK, Oxford County; source, Hartford, north part; 
direction, southeast; mouth. Lake Anasagunticook, Hartford; tribu- 
taries, several small streams; tributary to Lake Anasagunticook, 
Whitney Brook, Androscoggin River. 

SPEARS STREAM, Oxford County; source, Milton PL, east part; 
direction, northeast, north; mouth, Androscoggin River, Peru; trib- 
utaries, many small streams; tributary to Androscoggin River. 

SPENCER POND, T. D, R i, Franklin County; outlet into Bradeen 
Stream, Swift River, Androscoggin River; area water surface, 0.02 
square mile, (S. A. map). 

STEARNS STREAM, NORTH BRANCH, N. H. and Oxford County ; 
source, Grafton, Me., southwest part ; direction, west ; mouth. Chand- 
ler Brook, Success; tributaries, several small streams; tributary to 
Chandler Brook, Androscoggin River. 

STEARNS STREAM, SOUTH BRANCH, N. H. and Oxford County ; 
source, Riley, Me., northwest part; direction, west; mouth. Chand- 
ler Brook, Success; tributaries, several streams; tributary to Chand- 
ler Brook, Androscoggin River. 

STETSON BROOK, Androscoggin County; source, Greene, west part; 
direction, south, west; mouth, Androscoggin River, Lewiston; trib- 
utaries. Berry Pond, and several brooks; tributary to Androscoggin 
River; drainage area at mouth, 14 sq. m. 
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STONY BROOK, Oxford County; source, Paris, east part; direction, 
northwest, southwest; mouth. Little Androscoggin River, Paris; 
tributaries, several small streams; tributary to Little Androscoggin 
River, Androscoggin River; drainage area at mouth, 15 sq. m. 

STONY BROOK, Oxford County; source, Newry, east part; direction, 
south; mouth, Androscoggin River, Hanover; tributary to Andros- 
coggin River. 

STONY BROOK, Oxford County ; source, Mason, southwest part ; 
direction, northwest, north; moutli, Evans Brook, Batchelders Grant; 
tributaries, several small streams; tributary to Evans Brook, Wild 
River, Androscoggin River. 

STURTEVANT POND, Magalloway, Oxford County; inlet, Sturte- 
vant Stream; outlet into Magalloway River, Androscoggin River; 
area water surface, 0.70 square mile, (S. A. map). 

SUCCESS POND, Milan, N. H.; outlet, Androscoggin River; area 
water surface, 0.44 square mile, (N. H. Geol. map) ; elev. 1640 ft. 

SUCKER BROOK, Cumberland County; source, Saturday Pond, Otis- 
field; direction, southeast; mouth, Thompson Lake, Otisfield; 
tributaries, Saturday Pond and small streams; tributary to Thomp- 
son Lake, Little Androscoggin River, Androscoggin River. 

SUNDAY POND, T 5, R 4, W. B. K. P., Oxford County ; outlet into 
Little Magalloway River, Magalloway River, Androscoggin River; 
area water surface, 0.03 square mile, (S. A. map). 

SUNDAY POND, Magalloway, Oxford County; inlet short stream on 
east; outlet, Umbagog Lake, Androscoggin River; area water sur- 
face, 0.02 square mile, (S. A. map). 

SUNDAY RIVER, Oxford County; source, Riley, northeast part; di- 
rection, southeast; mouth, Androscoggin River, Bethel; tributaries. 
Bull Brook and small streams; tributary to Androscoggin River; 

, drainage area at mouth, 47 sq. m. 

SURPLUS POND, Andover, North Surplus, Oxford County; outlet, 
Ellis River, Androscoggin River; area water surface, 0.02 square 
mile, (S. A. map). 

SUTHERLAND POND, Webster, Androscoggin County; outlet. Max- 
well Brook, Sabattus River, Androscoggin River; area water sur- 
face, 0.06 square mile, (U. S. G. S. Lewiston) ; elev. 330 ft. 

SWAN POND, Hartford, Oxford County; inlet, Mitchell Brook and 
short stream; outlet. Swan Pond Brook, East Branch Nezinscot 
River, Androscoggin River; area water surface, 0.03 square mile, 
(U. S. G. S. Buckfield) ; elev. 575 ft. 

SWAN POND BROOK, Oxford County; source. Swan Pond, Hart- 
ford; direction, south; mouth. East Branch Nezinscot River, Buck- 
field; tributaries. Swan Pond, small streams; tributary to East 
Branch Nezinscot River, Androscoggin River. 

SWETT BROOK, Franklin County; source. Weld, southwest part: 
direction, east, north; mouth, Webbs Pond, Weld; tributary to 
Webbs Pond, Webbs River, Androscoggin River. 
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SWIFT RIVER, Franklin and Oxford counties ; source, Ts D and E ; 
direction, south; mouth, Androscoggin River, Mexico; tributaries, 
several small streams and lakes, tributary to Androscoggin River ; 
drainage area at mouth, 120 sq. ni. 

SWiIFT RIVER, EAST BRANCH, Franklin and Oxford counties; 
source, T 6, west part; direction, west; mouth. Swift River, Byron; 
tributary, short stream ; tributary to Swift River, Androscoggin 
River. 

SWIFT RIVER, WEST BRANCH, Oxford and Franklin counties; 
source, T. D, south part; direction, east; mouth, Swift River, Byron; 
tributary, short stream from north; tributary to Swift River, An- 
droscoggin River. 

SWIFT RIVER POND, T. E, Franklin County; inlets, several small 
streams; outlet, Houghton Stream, Swift River, Androscoggin 
River, area water surface, 0.02 square mile, (S. A. map). 

TAYLOR BROOK, Androscoggin County; source, Taylor Pond, Au- 
burn; direction, south, east; mouth, Little Androscoggin River, 
Auburn; tributaries, Taylor Pond and short streams; tributary to 
Little Androscoggin River, Androscoggin River. 

TAYLOR POND, Auburn, Androscoggin County; inlets, Lapham 
Brook, Hodgkins Brook, several small streams; outlet, Taylor 
Brook, Little Androscoggin River, Androscoggin River; area water 
surface, 0.98 square mile, (U. S. G. S. Poland) ; present storage, 4 
ft.,, 109,283,000 cu. ft. ; drainage area 15 sq. m. ; elev. 239 ft. 

THIRD POND, T 3, R 5, W. B. K. P., Franklin County; inlet, outlet 
of 4th Pond; outlet, through several ponds to Kennebec River, 
Mooselucmaguntic Lake, Richardson Lakes, Rapid River, Umbagog 
Lake, Androscoggin River; area water surface, 0.02 square mile, 
(S. A. map). 

THOMAS BROOK, Oxford County ; source, Peru, north part ; direc- 
tion, west; mouth, Worthley Brook, Peru; tributaries, small 
streams; tributary to Worthley Brook, Androscoggin River. 

THOMPSON BROOK, Oxford County; source, Hartford, east part; 
direction, northwest; mouth. Lake Anasagunticook, Hartford; tribu- 
taries, several small streams; tributary to Lake Anasagunticook, 
Whitney Brook, Androscoggin River. 

THOMPSON LAKE, Casco, Poland, Otisfield, Oxford and Cumber- 
land, Oxford and Androscoggin counties; inlets, many small streams 
and outlets of lakes; outlet. Little Androscoggin River, Androscog- 
gin River; area water surface, 6.82 square miles, (U. S. G. S. Po- 
land) ; present storage, 5 ft., 950,654,000 cu. ft.; drainage area 46 
sq. m. ; elev. 325 ft. 

THURSTON BROOK, Oxford County; source, Rumford, south part; 
direction, north; mouth, Androscoggin River, Rumford; tributaries, 
several small streams; tributary to Androscoggin River. 

TILTON POND, Fayette, Kennebec County; inlet, short strcanl on 
south; outlet, David Pond, Parker Pond, Crotched Pond, Lovejoy 
Pond, Pickerel Pond, Pocasset Lake, Androscoggin Lake, Dead 



282 STATE WATER STORAGE COMMISSION. 

River, Androscoggin River; area water surface, 0.16 square mile, 
(U. S. G. S. Livermore) ; elev. 403 ft. 

TOWN FARM BROOK, Oxford County; source, Paris, south part; 
direction, south\i^est, southeast; mouth. Meadow Brook, Oxford 
County; tributary to Meadow Brook, Little Androscoggin River, 
Androscoggin River. 

TOWNSEND BROOK, Androscoggin County; source, Auburn, north 
part; direction, south; mouth. Lake Auburn, Auburn; tributary lo 
Lake Auburn, Androscoggin River. 

TRIPP POND, Poland, Androscoggin County; inlets. Meadow Brook 
and short streams; outlet into Little Androscoggin River, Andros- 
coggin River; area water surface, 1.15 square miles, (U. S. G. S. 
Poland) ; present storage, 5 ft., 160,301,000 cu. ft. ; drainage area 9 
sq. m. ; elev. 306 ft. 

TROUT POND, Mason, Oxford County; outlet. Pleasant River, An- 
droscoggin River; area water surface, 0.02 square mile, (U. S. G. 
S. Bethel) ; elev. 890 ft. 

TROUT POND, Dixville, N, H.; outlet. Swift Diamond River, Ma- 
galloway River, Androscoggin River; area water surface, 0.06 
square mile, (N. H. Geol. map). 

TURNER POND, East Livermore, Androscoggin County; outlet, Bil- 
lington Brook, Hunton Brook, Androscoggin River; area water 
surface, 0.005 square mile, (U. S. G. S. Livermore) ; elev. 365 ft. 

TWENTY MILE RIVER, see Nezinscot River. 

TWICHELL BROOK, Oxford County; source, Bethel, west part; 
direction, southeast; ipouth, Androscoggin River, Bethel; tributaries, 
several streams on north; tributary to Androscoggin River. 

TWITCHELL BROOK, Oxford County; source, Twitcbell Pond, 
Greenwood; direction, south, east; mouth. Little Androscoggin 
River, Greenwood; tributaries, Twitchell Pond, outlet of Overselt 
Pond and small streams, outlet of Hicks Pond; tributary to Little 
Androscoggin River, Androscoggin River. 

TWITCHELL POND, Greenwood, Oxford County; inlets, several 
small streams; outlet, Twitchell Brook, Little Androscoggin River, 
Androscoggin River; area water surface, 0.24 square mile, (U. S. G. 
S. Bryant Pond) ; present storage, 6 ft., 40,145,000 cu. ft. ; elev. 763 
ft. 

UMBAGOG LAKE, Magalloway, Upton and N. H., Oxford County and 
N. H. ; inlets, Rapid River, Dead Cambridge River and small 
streamis; outlet, Androscoggin River; area water surface, 15.80 
square miles, (S. L. S.) ; present storage, 10 ft, 3,132,138,000 cu. ft.; 
drainage area at outlet, 634 sq. m. ; at Errol Dam, 1095 sq. m. ; elev. 
1246 ft. 

VILLAGE BROOK, Oxford County; source, Woodstock, northwest 
part; direction, south, west; mouth, Bryant Pond, Bryant PonJ 
Village; tributary, small stream; tributary to Bryant Pond, Little 
Androscoggin River, Androscoggin River. 
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WASHBURN POND, Woodstock, Oxford County; outlet into West 
Branch Nezinscot River, Androscoggin River; area water surface, 
0.02 square mile, (U. S. G. S. Bryant Pond) ; present storage, 2 ft, 
1,115,000 cu. ft. 

WEBBS POND, Carthage and Weld, Franklin County; inlets, several 
small streams; outlet, Webbs River, Androscoggin River; area water 
surface, 3.98 square miles, (S. W. S. map). 

WEBBS RIVER, Franklin and Androscoggin counties; source, Webbs 
Pond, Carthage; direction, south; mouth, Androscoggin River, 
Dixfield; tributaries, several small streams and Webbs Pond, Aunt 
Hannah Brook; tributary to Androscoggin River; drainage area at 
mouth, 122 sq. m. 

WELD POND, Weld, see Webbs Pond. 

WELOKENNEBACOOK LAKE, see Lower Richardson Lake. 

WELLS POND, T 5, R 5, W. B. K. P., Oxford County; outlet, Par- 
macheene Lake, Magalloway River, Umbagog Lake, Androscoggin 
River; area water surface, not measured. 

WENTWORTH POND, Wentworth Location, N. H.; outlet, Akers 
Pond, Androscoggin River; area water surface, 0.13 square mile, 
(N. H. Geol. map). 

WETS BROOK, Franklin County; source, Weld, northwest part; di- 
rection, east; mouth, Webbs Pond, Weld; tributaries, short streams 
on north; tributary to Webbs Pond, Webbs River, Androscoggin 
River.. 

WHETSTONE BROOK, Franklin County; source, Rangeley, north- 
west part; direction, west; mouth, Kennebago River, Rangeley; 
tributary to Kennebago River, Mooselucmaguntic Lake, Richardson 
Lakes, Umbagog Lake, Androscoggin Lake. 

WHITECAP BROOK, Oxford County; source, Grafton, east part; 
direction, west; mouth. Swift Cambridge River, Grafton; tributary 
to Swift Cambridge River, Dead Cambridge River, Androscoggin 
River. 

WHITECAP POND, T 3, R 5, W. B. K. P., Franklin County ; inlets, 
several small streams on south; outlet, Whitecap Brook, Kenne- 
bago River, Mooselucmaguntic Lake, Richardson Lakes, Rapid River, 
Umbagog Lake, Androscoggin River, area water surface, 0.02 square 
mile, (S. A. map). 

WHITES BROOK, Oxford County; source, Riley PI., east part; di- 
rection, south; mouth, Androscoggin River, Gilead; tributaries, 
several small streams; tributary to Androscoggin River. 

WHITNEY BROOK, Oxford County; source. Lake Anasagunticook. 
Canton; direction, north; mouth, Androscoggin River, Canton: 
tributaries. Lake Anasagunticook, Bog Brook, Childs Brook, small 
streams; tributary to Androscoggin River. 

WHITNEY POND, Oxford County, Oxford; inlet, small stream on 
west; outlet into Little Androscoggin River, Androscoggin River; 
area water surface, 0.28 square mile, (U. S.'G. S. Poland) ; elev. 301 
ft. 
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WHITTEN STREAM, Kennebec County; source, Flying Pond, Vi- 
enna; direction, south; mouth, Mt. Vernon Pond, Mt. Vernon; trib- 
utary, Flying Pond; tributary to Crotched Pond, Lovejoy Pond, 
Pocasset Lake, Androscoggrin Lake, Dead River, Androscoggin 
River. 

WILD BROOK, Oxford County; source, Albany, east part; direction, 
west; mouth. Mill Brook, Albany; tributary to Mill Brook, Andros- 
coggin River. 

WILD RIVER, Oxford County and N. H. ; source. Beans Purchase, 
N. H. ; direction, northeast; mouth, Androscoggin River, Gilead; 
tributaries, Evans Brook in Maine and several streams in N. H. ; 
tributary to Androscoggin River; drainage area at mouth, 66 sq. m. 

WILSON POND, LITLE, Turner, Androscoggin County; inlet, outlet 
of Mud Pond; outlet into The Basin, Lake Auburn, Androscoggin 
River ; area water surface, 0.17 square mile, (U. S. G. S. Poland) ; 
elev. 295 ft. 

WORTHLEY BROOK, Oxford County ; source, Worthley Pond, Peru ; 
direction, north; mouth, Androscoggin River, Peru; tributaries, 
Worthley Pond, Thomas Brook; tributary to Androscoggin River. 

WORTHLEY BROOK, Androscoggin County; source, Worthley Pond, 
Poland; direction, north; mouth, Little Androscoggin River, Po- 
land; tributaries, Worthley Pond and small streams; tributary to 
Little Androscoggin River, Androscoggin River. 

WORTHLEY POND, Peru, Oxford County; inlets, many small 
streams; outlet, Worthley Brook, Androscoggin River; area water 
surface, 0.54 square mile, (U. S. G. S. Buckfield) ; elev. 571 ft. 

WORTHLEY POND, Poland, Androscoggin County; inlets, short 
streams from south; outlet, Worthley Brook, Little Androscoggin 
River, Androscoggin River; area water surface, 0.08 square mile, 
(U. S. G. S. Poland) ; elev. 307 ft. 

YORK POND, Grafton, Oxford County; inlet, outlet of North Pond; 
outlet, Swift Cambridge River, Cambridge River, Umbagog Lake, 
Androscoggin River; area water surface, 0.02 square mile, (C & H 
atlas). 

ZIRCON BROOK, Oxford County; source, Wilton, east pa'rt; direc- 
tion, north; mouth, Androscoggin River, Rumford; tributaries, 
several small streams; tributary to Androscoggin River. 
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CHANDLER RIVER, Cumberland and Androscoggin counties; source, 
Durham and New Gloucester; direction, southeast, southwest; 
mouth. Royal River, North Yarmouth; tributaries, several un- 
named streams; tributary to Royal River. Drainage area at West 
Pownal, 10.4 sq. m. ; above East Branch, 16.5 sq. m. ; East Branch 
below Pownal, 15.9 sq. m. ; East Branch at mouth, 17.0 sq. m. ; at 
mouth, 34.2 sq. m. 

COLlrYER BROOK, Cumberland County; source, Dry Pond, Gray; 
direction, southeast; mouth. Royal River, Gray; tributaries. Dry 
Pond, Eddy Brook, and unnamed streams; tributary to Royal River; 
drainage area at mouth, 11. 3 sq. m. 

DEER BROOK, Cumberland County; source, Cumberland, north part; 
direction, north, east; mouth, Royal River, Yarmouth. 

DRY POND, Gray, Cumberland County; inlet, short stream from 
north; outlet, CoUyer Branch, Royal River; area water surface, D.28 
square mile, (U. S. G. S. Gray) ; elev. 305 ft. 

EDDY BROOK, Cumberland County; source. New Gloucester, central 
part; direction, south; mouth, Collyer Brook, Gray; tributary 10 
Colly er Bpook, Royal River. 

HARRASEEKET RIVER, Cumberland County; source, Brunswick, 
southwest part; direction, southwest; mouth, Atlantic Ocean; tribu- 
taries, two unnamed streams near mouth. 

LILY ' POND, New Gloucester, Cumberland County ; inlelt, short 
stream from south; outlet into Royal River; area water surface, 
0.04 square mile, (U. S. G. S. Gray) ; elev. 290 ft. 

NOTCHED POND, Raymond, Gray and New Gloucester, Cumber- 
land County; inlets, several short streams; outlet into Sabbathday 
Pond, Royal River; area water surface, 0.24 square mile, (U. S. G. 
S. Gray) ; present siorage, 5 ft., 33454,000 cu. ft. ; elev. 345 ft. 

POND, Durham, Androscoggin County; inlets, several short streams; 
outlet. Chandler River, Royal River; area water surface, 0.13 square 
mile, (U. S. G. S. Freeport) ; elev. 150 ft. 

ROYAL RIVER, Cumberland and Androscoggin counties; source, 
Sabbathday Pond, New Gloucester; direction, northeast, south, 
southeast; mouth, Atlantic Ocean; tributaries. Chandler River, 
Collyer Brook, several unnamed streams, Stevens Brook. Drainage 
area at outlet Sabbathday Pond, 4.7 sq. m. ; above Collyer Branch, 
32.3 sq. m.; below Collyer Branch, 43.6 sq. m. ; above Chandler 
River, 54.3 sq. m. ; below Chandler River, 88.5 sq. m. ; at mouth 97.C 
sq. m. 

SABBATHDAY POND, New Gloucester, Cumberland County; inlet, 
outlet of Notched Pond and several streams. Shaker Bog; outlet. 
Royal River; area water surface, 0.58 square mile, (U. S. G. S. 
Gray) ; present storage, 5 ft., 80,847,000 cu. ft. ; drainage area 4.69 
sq. m.; elev. 298 ft. 
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SHAKER BOG, New Gloucester, Androscoggin and Cumberland coun- 
ties; outlet, Sabbathday Pond, Royal River; area water surface, 0.25 
square mile, (U. S. G. S. Gray) ; elev. 450 ft. 

STEVENS BROOK, Cumberland County; source. New Gloucester, 
central part ; direction, southeast ; mouth, Royal River, New Glou- 
cester; tributary to Royal River. 
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ADAMS POND, Bridgton, Cumberland County; outlet, through Holt 
Pond, Muddy River, Sebago Lake, Presumpscot River; area water 
surface, 0.17 square mile, (U. S. G. S. Sebago) ; elev. 650 ft. 

ALBANY BiRCX>K, Oxford County; source, Pappoose Pond, Albany; 
direction, southeast; mouth. Crooked River, Albany; tributaries, 
several short streams and small ponds; tributary to Crooked River, 
Sebago Lake, Presumpscot River. 

ALLEN MILL POND, Gray, Cumberland County; inlet, short stream 
from north; outlet into Pleasant River, Presumpscot River; area 
water surface, 0.09 square mile, (U. S. G. S. Gray) ; elev. 350 ft. 

ANN FLINT BROOK, Oxford County; source, Albany, east part; 
direction, south, west; mouth, Crooked River, Albany; tributary, 
short stpeam from south; tributary to Crooked River, Sebago Lake, 
Presumpscot River. 

ANONYMOUS POND, Harrison, Cumberland County; inlets, Sucker 
Brook and short stream from north; outlet. Long Lake, Songo 
River, Sebago Lake, Presumpscot River; area water surface, 0.73 
square mile, (U. S. G. S. Norway) ; present storage, 8 ft., 162,- 
810,000 cu ft.; drainage area 9.60 sq. m. ; elev. 294 ft.; elev. of 
crest, 30325 ft. 

BARKER BROOK, Oxford County; source, Albany, east part; direc- 
tion, west, northwest, southwest; mouth, Crooked River, Albany; 
tributaries, several small streams; tributary to Crooked River, Se- 
bago Lake, Presumpscot River. 

BEAR POND, Waterford, Oxford County; inlet, outlet of Keoka 
Lake and short stream en north; outlet. Bear River, Long Lake, 
Songo River, Sebago Lake, Presumpscot River; area water surface, 
0.37 square mile, (U. S. G. S. Norway) ; present storage, 7 ft., 
72,205,000 cu. ft. ; drainage area 17.5 sq. m. ; elev. 375 ft. 

BEAR RIVER, Oxford and Cumberland counties ; source, Bear Pond, 
Waterford; direction, south; mouth. Long Lake, Harrison; tribu- 
taries. Bear Pond and small streams; tributary to Long Lak?,, 
Brandy Pond, Songo River, Sebago Lake, Presumpscot River. 
Drainage area at outlet Bear Pond, 17.5 sq. m. ; mouth, 20.3 sq. m. 

BLACK BROOK, Cumberland County; source, Windham, east part; 
direction, south; mouth, Presumpscot River, Windham; tributaries, 
small streams; tributary to Presumpscot River. 

BLACK POND, Sweden, Oxford County; inlets, short streams on 
north; outlet into Stearns Pond, Highland Lake, Long Lake, Songo 
River, Sebago Lake, Presumpscot River; area water surface, 0.0 r 
square mile, (U. S. G. S. Fryeburg) ; elev. 5x0 ft. 

BOG POND, Waterford, Oxford County; outlet, Kingman Brook, 
Keoka Lake, Bear Pond, Bear River, Long Lake, Songo River, Se- 
bago Lake, Presumpscot River; area water surface, 0.06 square 
mile, (U. S. G. S. Nomvay) ; elev. 630 ft. 
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BOG POND, Harrison, Cumberland County; outlet, Sucker Brook, 
Anonymous Pond, Long Lake, Songo River, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.04 square mile, (U. S. G. S. 
Norway) ; elev. 570 ft. 

BRANDY POND, Naples, Cumberland County; inlet, outlet of Long 
Lake and short streams; outlet, Songo River, Sebago Lake, Prc- 
sumpscot River; area water surface, i.ii square miles, (U. S. G. S. 
Sebago) ; present storage, 8 ft., 247,560,000 cu. ft. ; drainage area 
120 sq. m. ; elev. 267 ft; elev. crest, 271.8 ft. 

BROKEN BRIDGE POND, Albany, Oxford County; outlet into Pat- 
tee Brook, Crooked River, Sebago Lake, Presumpscot River; area 
water surface, 0.02 square mile, (U. S. G. S. Bethel) ; elev. 789 ft? 

BROWNS POND, Sebago, Cumberland County; outlet. Mill Brook, 
North West River, Sebago Lake, Presumpscot River; area water 
surface, 0.13 square mile, (U. S. G. S. Sebago) ; elev. 510 ft. 

BURNT LAND POND, Albany, see Little Pappoose Pond. 

CHALK POND, Albany, Oxford County; outlet into Swett Brook, 
Crooked River, Sebago Lake, Presumpscot River; area water sur- 
face, 0.04 square mile, (U. S. G. S. Bethel); elev. 701 ft. 

COFFEE POND, Casco, Cumberland County; outlet, Davis Brook, 
Tenny River, Panther Run, Sebago Lake, Presumpscot River; area 
water surface, 0.17 square mile, (U. S. G. S. Sebago and Gray) ; 
elev. 470 ft. 

COLDRAIN CREEK, Cumberland County; source, Naples, west part; 
direction, southeast, northwest; mbuth, Peabody Pond; trib- 
utary to Peabody Pond, Northwest River, Sebago Lake, Presump- 
scot River. 

COLLERWRIGHT BROOK, Cumberland County; source, Windham, 
east part; direction, south; mouth, Presumpscot River, Windham; 
tributaries, several small streams; tributary to Presumpscot River. 

COLLINS POND, Windham, Cumberland County; inlet, outlet of 
Little Sebago Lake; outlet, Ditch Brook, Pleasant River, Presump- 
scot River; area water surface, 0.09 square mile, (U. S. G. S. 
Gray) ; elev. 270 ft. 

COOKS POND, Casco, Cumberland. County; inlet, outlet of Pleasant 
Pond; outlet into Crooked River, Songo River, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.04 square mile, (U. S. G. S. 
Sebago) ; elev. 280 ft. 

CROOKED RIVER, Oxford and Cumberland counties ; source, Songo 
Pond, Albany; direction, southeast; mouth, Sebago Lake; tributa- 
ries, many small streams and lakes; tributary to Sebago Lake, Pre- 
sumpscot River. Drainage area at outlet Songo Pond, 2.6 sq. m. ; 
above Mill Brook, 29 sq. m. ; below Mill Brook, 42 sq. m. ; above 
Swett Brook, 51 sq. m. ; above Long Pond outlet, 69 sq. m. ; above 
Herrick Brook, 74 sq. m. ; below Herrick Brook, 84 sq. m. ; at Bol- 
sters Mills, loi sq. m. ; at Edes Falls, 126 sq. m.; above Pleasant 
Lake Stream, 129 sq. m. ; below Pleasant Lake Stream, 145 sq. m. i 
at mouth, 151 sq. m. 
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CRYSTAL LAKE, Harrison, se^ Anonymous Pond. 

DAVIS BROOK, Cumberland County; source, CoflFee Pond, Casco; 
direction, east, northeast; mouth, inlet of Rattlesnake Pond; tribu- 
taries, CoflFee Pond and sev^eral small ponds and streams; tributary 
to Rattlesnake Pond, Tenny River, Panther Pond, Panther Run, 
Sebago Lake, Presumpscot River. 

DAY BROOK, Cumberland County; source, west part of Bridgton; 
direction, southeast: mouth, Willett Brook, Bridgton; tributary to 
Willett Brook, Long Lake, Brandy Pond, Songo River, Sebago 
Lake, Presumpscot River. 

DEER DROP BROOK, see White Brook. 

DITCH BROOK, Cumberland County; source. Little Sebago Lake 
and small lakes in Windham; direction, southeast; mouth. Pleasant 
River, Windham; tributaries, Collins Pond, Little Sebago Lake and 
small ponds; tributary to Pleasant River, Presumpscot River. Drain- 
age area at outlet Little Sebago Lake, 18.6 sq. m. ; at mouth, 20.3 
sq. m. 

DUCK POND BROOK, Cumberland County; source. Duck Pond, 
Windham and Falmouth; direction, south, east; mouth, Presump- 
scot River, Westbrook; tributaries. Duck Pond and several streams; 
tributary to Presumpscot River; drainage area at mouth, 14 sq. m. 

DUCK POND BROOK, Oxford County; source, Waterford, Ehick 
Pond in southwest part; direction, south; mouth, Stearns Pond, 
Sweden; tributaries. Duck Pond and several short streams; tribu- 
tary to Stearns Pond, Highland Lake, Long Lake, Brandy Pond, 
Songo River, Sebago Lake, Presumpscot River. 

DUCK POND, Falmouth and Windham, Cumberland County; inlets, 
several short streams ; outlet. Duck Pond Brook, Presumpscot River ; 
area water surface, 0.96 squane mile, (U. S. G. S. Gray) ; present 
storage 5 ft., 133,816,000 cu. ft. ; drainage area 10 sq. m. ; elev. 185 
ft. 

DUCK POND, Waterford, Oxford County; outlet. Duck Pond Brook, 
Stearns Pond, Highland Pond, Long Lake, Songo River, Sebago 
Lake, Presump-scot River; area water surface, o.oi square mile, 
(U. S. G. S. Fryebuftg) ; elev. 1070 ft. 

DUCK POND, LITTLE, Windham, Cumberland County; inlets, two 
short streams; outlet into Duck Pond, Duck Pond Brook, Presump- 
scot River; area water surface, 0.05 square mile, (U. S. G. S. Gray) ; 
elev. 375 ft. 

DUMPLING POND, Casco, Cumberland County; inlets, outlet of 
CoflFee Pond and short stream from south; outlet, Davis Brook, 
Rattlesnake Pond, Tenny River, Panther Run, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.05 square mile, (U. S. G. S. 
Gray) ; elev. 450 ft. 

FRANK BROOK, Cumberland County; source, Gray, central part; 
direction, south; mouth. Pleasant River, Gray; tributaries, short 
streams; tributary to Pleasant Rier, Presumpscot River. 
19 
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FURLONG POND, Greenwood, Albany, Norway, Oxford County; 
inlet, short stream from west; outlet, Hobbs Brook, Crooked River, 
Sebago Lake, Presumpscot River; area water surface, 0.02 square 
mile, (U. S. G. S. Bryant Pond) ; elev. 913 ft. 
GOODWIN BROOK, Oxford County; source, Stoneham, east part; 
direction, south; mouth, Virginia Lake, Stoneham; tributaries, short 
streams near source; tributary to Virginia Lake, Stone Brook, Mill 
Brook, Crooked River, Sebago Lake, Presumpscot River. 
GOOSE POND, Cumberland, Falmouth, Gray, Cumberland County, 
inlets, several short streams on west; outlet, Piscataqua River, 
Presumpscot River; area water surfacce, 0.31 square mile, (U. S. 
G. S. Gray) ; present storage, 5 ft., 43,212,000 cu. ft. ; elev. 275 ft. 

HANNAH BROOK, Oxford County; source, Stoneham, east part; 
direction, south, southeast; mouth, Virginia Lake, Stoneham; tribu- 
tary, short stream near source; tributary to Virginia Lake, Sto'io 
Brook, Mill Brook, Crooked River, Sebago Lake, Presumpscot 
River. 

HERRI CK BROOK, Oxford County; source. Greenwood, south part; 
direction, southeast; mouth. Crooked River, Waterford; tributaries, 
several short streams; tributary to Crooked River, Sebago Lake, 
Presumpscot River; drainage area at mouth, 10.5 sq. m. 

HIGHLAND LAKE, Bridgton, Cumberland County; inlet, outlet of 
Stearns Pond and several small streams; outlet into Long Lak«*, 
Songo River, Sebago Lake, Presumpscot River; area water surface, 
2.10 square miles, (U. S. G. S. Norway and Fryeburg) ; present 
storage, 7 ft., 409,812,000 cu. ft.; drainage area 20 sq. m. ; elev. 423- 
426 ft. 

HILLS BROOK, Cumberland; source, Sebago, north part; direction, 
east; mouth. North West River, Sebago; tributary to North West 
River, Sebago Lake, Presumpscot River. 

HOBBS BROOK, Oxford County; source, Furlong Pond, Greenwood; 
direction, south ; mouth, Crooked River, Norway ; tributaries, Fur- 
long Pond, several streams; tributary to Crooked River, Sebago 
Lake, Presumpscot River; drainage area at mouth, 5.6 sq. m. 

HOLT POND, Bridgton and Naples, Cumberland County; inlets, 
several streams from west; outlet, into Muddy River, Sebago Lake, 
Presumpscot River; area water surface, o.io sq m. ; elev. 430 ft. 

HUTCHINSON POND, Albany, Oxford County; outlet into Swett 
Brook, Crooked River, Sebago Lake, Presumpscot River; area water 
surface, 0.12 square mile, (U. S. G. S. Bryant Pond) ; elev. 916 ft. 

INGALLS POND, Bridgton, Cumberland County; inlet, short stream 
from west; outlet. Muddy River, Sebago Lake, Presumpscot River; 
area water surface, 0.13 square mile, (U. S. G. S. Sebago) ; elev. 
450 ft. 

INKHORN BROOK, Cumberland County; source, Windham, southeast 
part; direction, south; mouth, Presumpscot River, Windham; tribu- 
taries, several small streams; tributary to Presumpscot River. 

ISLAND POND, Harrison and Waterford, Cumberland County; inlet, 
short stream from north ; outlet, Crooked River, Songo River, Sebago 
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Lake, Presumpscot River; area water surface, 0.20 square mile, 
(U. S. G. S. Norway) ; elev. 530 ft. 

KEDAR, BROOK, Oxford County; source, Waterford, central part; 
direction, southeast; mouth, Keoka Lake, Waterford; tributaries, 
small streams ; tributary to Keoka Lake, Bear River, Long Lake, 
Songo River, Sebago Lake, Presumpscot River. 

KEEWAYDIN LAKE, Stoneham, Oxford County; inlet, outlet of 
Virginia Lake; outlet. Crooked River, Sebago Lake, Presumpscot 
River; area water surface, 0.41 square mile, (U. S. G. S. Bethel); 
drainage area 8.4 square miles; elev. 681 ft. 

KEOKA LAKE, Waterford, Oxford County; inlets, Brook Kedar, 
Plummer and Kingman brooks, several short streams ; outlet, Bear 
Pond, Bear River, Long Lake, Songo River, Sebago Lake, Presump- 
scot River; area water surface, 0.72 square mile, (U. S. G. S. Nor- 
way) ; present storage, 7.5 ft., 150,543,000 cu. ft. ; drainage area 8.0 
sq. m. ; elev. 492 ft. 

KINGMAN BROOK, Oxford County; source. Bog Pond, Waterford; 
direction, north; mouth, Keoka Lake, Waterford; tributary, Bog 
Pond; tributary to Keoka Lake, Bear River, Long Lake, Songo 
River, Sebago Lake, Presumpscot River. 

KNEELAND POND, Albany, Oxford County; inlet, out of Papoose 
Pond; outlet into Crooked River, Sebago Lake, Presumpscot River: 
area water surface, 0.02 square mile, (U. S. G. S. Bethel) ; elev. 
590 ft. 

LITTLE POND, Otisfield, Cumberland County; outlet, Crooked River, 
Songo River, Sebago Lake, Presumpscot River; area water surface, 
0.02 square mile, (U. S. G. S. Norway) ; elev. 430 ft. 

LITTLE RIVER, Cumberland County; source, Gorham, north part; 
direction, southeast, east; mouth, Presumpscot River, Gorham; trib- 
utaries, several unnamed streams; tributary to Presumpscot River; 
drainage area at mouth, 49 sq. m. 

LONG LAKE, Bridgton, Harrison, Naples, Cumberland County; inlets, 
Bear River, many small streams and outlets of lakes ; outlet. Brandy 
Pond, Songo River, Sebago Lake, Presumpscot River; area water 
surface, 9.55 square miles, (U. S. G. S. Sebago and Norway): 
present storage, 8 ft., 2,129,909,000 cu. ft.; drainage area 115 sq. m. ; 
elev. 267 ft. 

LONG POND, Waterford, Oxford County; outlet. Crooked River, 
Songo River, Sebago Lake, Presumpscot River; area water surface, 
0.72 square mile, (U. S. G. S. Norway) ; present storage, 5 tr., 
100,362,000 cu. ft.; drainage area 3.1 sq. m. ; elev. 533 ft. 

MCWAIN POND, Waterford, north part ; Presumpscot Basin. 

MILL BROOK, Oxford County; source, Stoneham; direction, south- 
east; mouth. Crooked River, Waterford; tributaries, several short 
streams; tributary to Crooked River, Presumpscot River! Drainage 
area at outlet Keewaydin Lake, 8.4 square miles; at mouth, 128 
sq. m. 
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MILL BROOK, Cumberland County; source, Sebago, west part; direc- 
tion, east; mouth, Northwest River, Sebago; tributaries, several 
small streams; tributary to North West River, Sebago Lake, Pre- 
sumpscot River. 

MILL BROOK, Cumberland 'County; source, Cumberland, north part; 
direction, southeast, southwest; mouth, Piscataqua River, Cumber- 
land; tributaries, several small streams, White Brook; tributary to 
Piscataqua River, Presumpscot River. 

MILL BROOK POND, Sebago, Cumberland County; outlet into Mill 
Brook, North West River, Sebago Lake, Presumpscot River; area 
water surface, 0.03 square mile, (U. S. G. S. Sebago) ; elev. 430 ft. 

MOOSE POND, Waterford, Oxford County; outlet into Long Lake. 
Songo River, Sebago Lake, Presumpscot River; area water surface, 
0.28 square mile, (U. S. G. S. Norway) ; elev. 510 ft. 

MOSQUITO POND, Albany, Oxford County; outlet by short stream 
to Crooked River, Sebago Lake, Presumpscot River; area water sur- 
face, 0.005 sq. m. (U. S. G. S. Bethel) ; elev. 1070 ft. 

MUD POND, Waterford, see Duck Pond. 

MUDDY RIVER, Cumberland County; source, three small ponds in 
Bridgton ; direction, ^ southeast ; mouth, Sebago Lake ; tributaries, 
Adams Pond, Holt Pond, Ingalls Pond, several streams; tributary 
to Sebago Lake, Presumpscot River; drainage area at mouth, 16.7 
sq. m. 

NEW ENGLAND B'ROOK, Oxford County; source, Stoneham, east 
part; direction, northeast; mouth, Patte Brook, Albany; tributaries, 
several small streams; tributary to Patte Brook, Crooked River, 
Sebago Lake, Presumpscot River. 

NORTHWEST RIVER, Cumberland County; source, Peabody Pond, 
Sebago; direction, southeast; mouth, Sebago Lake, Sebago; tribu- 
taries, Peabody Pond, Hills Brook, Mill Brook, small streams: 
tributary to Sebago Lake, Presumpscot River; drainage area at 
mouth, 23.5 sq. m. 

NUBBLE POND, Raymond, Cumberland County; inlet, short stream 
from north; outlet. Panther Pond, Panther Run, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.05 square mile, (U. S. G. S. 
Gray) ; elev. 330 ft. 

OTTER POND, Bridgton, Cumberland County ; outlet into Long Lake, 
Songo River, Sebec Lake, Presumpscot River; area water surface, 
0.17 square mile, (U. S. G. S. Norway) ; elev. 370 ft. 

PANTHER POND, Raymond, Cumberland County; inlets, Tenny 
River, Staples Brook, several streams; outlet. Panther Run, Sebago 
Lake, Presumpscot River; area water surface, 2.10 square mile, 
(U. S. G. S. Gray); present storage, 4.7 ft., 275,157,000 cu. ft.; 
drainage area 30 sq. to. ; elev. 277 ft. 

PANTHER RUN, Cumberland County; source. Panther Pond, Ray- 
mond; direction, south, west; mouth, Sebago Lake; tributary. Pan- 
ther Pond; tributary to Sebago Lake, Presumpscot River; drainage 
age area at mouth, 31.6 sq. m. 
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PAPOOSE POND, Albany, Oxford County; outlet, Albany Brook, 
Crooked River, Sebago Lake, Presumpscot River; area water sur- 
face, o.oi square mile, (U. S. G. S. Bethel) ; elev. 821 ft. 

PAPOOSE POND, Waterford, Oxford County; inlets, several short 
streams; outlet, Crooked River, Songo River, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.12 square mile, (U. S. G. S. 
Norway) ; elev. 479 ft. 

PAPOOSE POND, LITTLE, Albany, Oxford County; outlet, short 
stream into Crooked River, Sebago Lake, Presumpscot River; area 
water surface, 0.03 square mile, (U. S. G. S. Bethel) ; elev. 550 ft. 

PARKER POND, Casco, Cumberland County; inlet, short stream 
from east; outlet. Pleasant Pond, Crooked River, Songo River, 
Sebago Lake, Presumpscot River; area water surface, 0.26 square 
mile, (U. S. G. S. Sebago) ; elev. 430 ft. 

PATTE BROOK, Oxford County; source, Broken Bridge Pond, Al- 
bany; direction, north, northeast; mouth. Crooked River, Albany: 
tributaries. New England Brook, Walker Pond and small streams; 
tributary to Crooked River, Sebago Lake, Presumpscot River; 
drainage area at mouth, ^.d sq. m. 

PEABODY POND, Bridgton, Naples, Sebago, Cumberland County; 
inlet, Coldrain Creek; outlet, North West River, Sebago Lake, Pre- 
sumpscot River; area water surface, 1.09 square miles, (U. S. G. S. 
Sebago) ; present storage, 3 ft., 91,162,000 cu. ft. ; drainage area 6.4 
sq. m. ; elev. 470 ft. 

PERLEY POND, Sebago, Cumberland County; outlet, North West 
River, Sebago Lake, Presumpscot River; area water surface, 0.04 
square mile, (U. S. G. S. Sebago) ; elev. 430 ft. 

PISCATAQUA RIVER, Cumberland County; source. Gray, south part; 
direction, south; mouth, Presumpscot River^ Falmouth; tributaries, 
Goose Pond and several streams; tributary to Presumpscot River; 
drainage area at mouth, 20 sq. m. 

PISCATAQUA RIVER, EAST BRANCH, Cumberland County; 
source, Yarmouth and Cumberland; direction, southwest ; mouth, 
Piscataqua River, Falmouth; tributaries, a number of small streams 
at source; tributary to Piscataqua River, Presumpscot River. 

PLEASANT POND, Casco and Otisfield, Cumberland County; inlets, 
several short streams; outlet into Crooked River, Songo River, 
Sebago Lake, Presumpscot River; area water surface, 1.66 square 
miles, (U. S. G. S. Norway) ; present storage, 5 ft., 231,391,000 cu. 
ft. ; drainage area 10. i sq. m. ; elev. 425 ft. 

PLEASANT RIVER, Cumberland County; source. Gray, east part; 
direction, southwest; mouth, Presumpscot River, Windham; tribu- 
taries, Frank Brook, Ditch Brook, and several streams; tributary 
to Presumpscot River. Drainage area above Ditch Brook, 24.5 sq. 
m. ; below Ditch Brook, 44.8 sq. m. ; at mouth, 48.0 sq. m. 

PLUMMER BROOK, Oxford County; source, Waterford, central 
part; direction, south; mouth, Keoka Lake, Waterford; tributary to 
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Keoka Lake, Bear River, Long Lake, Songo River, Sebago Lake, 
Presumpscot River. 

POND, Casco, Cumberland County; outlet, Rattlesnake Pond, Tenny 
River, Panther Pond, Panther Run, Sebago Lake, Presumpscot 
River; area water surface, 0.04 square mile, (U. S. G. S. Gray and 
Poland) ; elev. 370 ft. 

rOND, Gray and Raymond, ist pond north of Little Sebago Pond; 
Cumberland County; inlet, outlet of small pond; outlet, Little 
Sebago Lake, Ditch Brook, Pleasant River, Presumpscot River ; 
area water surface, 0.03 square mile, (U. S. G. S. Gray) ; elev. 335 ft. 

POND, Naples, west of Trickey Pond, Cumberland County; inlets, 
Muddy River and several short streams; outlet, Sebago Lake, Pre- 
sumpscot River; area water surface, 0.19 square mile, (U. S. G. S. 
Sebago) ; drainage area 17.40 sq. m. ; elev. 270 ft. 

POND, Windham, south of Tuttle Pond, Cumberland County; inlel. 
outlet of Tuttle Pond ; outlet, into Sebago Lake, Presumpscot River ; 
area water surface, 0.04 square mile, (U. S. G. S. Gray) ; elev. 290 ft. 

POWERS BROOK, Oxford County; source, Sweden, east part; di- 
rection, south ; moutk, Stearns Pond, Sweden ; tributary to Stearns 
Pond, Highland Lake, Long Lake, Brandy Pond, Songo River, 
Presumpscot River. 

PRESUMPSCOT RIVER, Cumberland County; source, Sebago Lake; 
direction, southeast, northeast, east; mouth, Casco Bay; tributaries. 
Sebago Lake, Crooked River, Pleasant River, Piscataqua River 
and many small streams and lakes; tributary to Casco Bay, Atlantic 
Ocean. Drainage area at outlet Sebago Lake, 436 sq. m. ; at Steep 
Falls, 437 sq. m. ; at Great Falls, 440 sq, m.; at Dundee Falls, 443 
sq. m. ; above Pleasant River, 447 sq. m. ; below Pleasant River, 495 
sq. m. ; at Gambo Falls, 496 sq. m. ; at Little Falls, 502 sq. m. ; at 
Mallison Falls, 503 sq. m. ; above Little River, 510 sq. m. ; below 
Little River, 559 sq. m. ; at Saccarappa, 567 sq. m. ; at Cumberland 
Mills, 568 sq m. ; above Duck Pond Brook, 572 sq. m. ; below Duck 
Pond Brook, 586 sq. m. ; above Piscataqua River 593 sq. m. ; below 
Piscataqua River, 613 sq. m. ; at mouth, 615 sq. m. 

PROCTOR POND, Albany, Oxford County; inlet, Mill Brook; outlet, 
Mill Brook, Crooked River, Songo River, Sebago Lake, Presumpscot 
River ; area water surface, 0.06 square mile, (U. S. G. S. Fryeburg) ; 
elev. 584 ft. 

RATTLESNAKE POND, Casco and Raymond, Cumberland Count> ; 
inlets, several streams and outlets of several lakes; outlet, Tenny 
River, Panther Pond, Panther Run, Sebago Lake, Presumpscot 
River ; area water surface, 1.25 square miles, (U. S. G. S. Gray) ; 
present storage, 4.7 ft., 163,780,000 cu. ft.; drainage area 15 sq. m. ; 
elev. 277 ft. 

RAYMOND POND, Raymond, Cumberland County^ inlets, several 
short streams; outlet. Rattlesnake Pond, Tenny River, Panther Pond 
Panther Run, Sebago Lake, Presumpscot River; area water surface. 
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0.64 square mile, (U. S. G. S. Gray) ; present storage, 5 ft., 89,211,000 
cu. ft.; elev. 315 ft. 

RAYMOND, POND, EAST, Raymond, second pond north of Little 
Sebago Lake, Cumberland County; inlet, short stream from north; 
outlet, Little Sebago Lake, Ditch Brook, Pleasant River, Presumpscot 
River; area water surface, 0.14 square mile, (U. S. G. S. Gray); 
elev. 355 ft. 

SANDY BEACH BROOK, Cumberland County; source, Sebago, east 
part; direction, south; mouth, Sebago Lake, Sebago; tributary to 
Sebago Lake, Presumpscot River. 

SANDY CREEK POND, Bridgton, Cumberland County; inlet, Wil- 
lett Brook; outlet, Willett Brook, Long Lake, Songo River, Sebago 
Lake, Presumpscot River; area water surface, 0.03 square mie, (U. 
S. G. S. Norway) ; elev. 430 ft. 

SEBAGO LAKE, Windham, Standish, Sebago, Naples, Casco, Ray- 
mond, Cumberland County; inlets, Songo River, Panther Run, many 
streams and outlets of lakes; outlet, Presumpscot River; area water 
surface, 44.80 square miles, (U. S. G. S. Sebago and Gray) ; present 
storage, 8 ft., 10,253,600,000 cu. ft. ; drainage area 436 sq. m. ; elev. 262 
ft. 

SEBAGO POND, EAST, Sebago, Cumberland County; inlet. North 
West River; outlet, Sebago Lake, Presumpscot River; area water 
surface, 0.02 square mile, (U. S. G. S. Sebago) ; drainage area 25.20 
sq. m. ; elev. 290 ft. 

SEBAGO POND, LITTLE, Gray and Windham, Cumberland County; 
inlets, several short stream; outlet. Ditch .Brook, Pleasant River, 
Presumpscot River; area water surface, 2.94 square miles, (U. S. G. 
S. Gray) ; present storage, 10 ft., 819,625,000 cu. ft. ; drainage area 
18.65 sq. m. ; elev, 285 ft. 

SONGO POND, Albany, Oxford County; outlet. Crooked River, Se- 
bago Lake, Presump-scot River; area water surface, 0.29 square 
mile, (U. S. G. S. Bethel) ; drainage area 2.6 sq. m. ; elev. 650 ft. 

SONGO RIVER, Cumberland County; source, Brandy Pond, Long 
Lake, Naples; direction, south; mouth, Sebago Lake; tributaries. 
Crooked River, Brandy Pond, Long Lake; tributary to Sebago Lake^ 
Presumpscot River. Drainage area above Crooked River 120 sq. m. ; 
below Crooked River, 271 sq. m. ; at mouth, 273 sq. m. 

SPECK POND, Norway, Oxford County; outlet into Hobbs Brook, 
Crooked River, Presumpscot River ; area water surface, 0.01 square 
mile, (U. S. G. S. Bryant Pond) ; elev. 870 ft. 

STAPLES BROOK, Cumberland County; source, Casco, eastern part; 
direction, southeast; mouth. Panther Pond; tributary to Panther 
Pond, Panther Run, Sebago Lake, Presumpscot River. 

STEARNS POND, Sweden, Oxford County; inlets, several streams 
from north; outlet, Highland Lake, Long Lake, Songo River, Se- 
bago Lake, Presumpscot River; area water surface, 0.37 square mil**, 
(U. S. G. S. Fryeburg) ; present storage, 7 ft., 72,205,000 cu. ft. i 
drainage area 9.3 sq. m. ; elev. 444 ft. 
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STICKY RIVER, Cumberland County; source, Standish, south part; 
direction, northeast; mouth, Sebago Lake; tributary to Sebago Lake, 
Presumpscot River. 

STONE BROOK, Oxford County; source, Virginia Lake, Stoneham* 
direction, southeast; mouth, Keewaydin Lake; tributary, Virginia 
Lake; tributary to Keewaydin Lake, Crooked River, Sebago Lake. 
Presumpscot River. 

STONE LAKE, LOWER, Stoneham, see Keewaydin Lake. 

STONE LAKE, UPPER, see Virginia Lake. 

SUCKER BROOK, Cumberland County; source, Bog Pond; direction, 
north, southwest; mouth. Anonymous Pond; tributaries. Bog Brook, 
small streams,- tributary to Anonymous Pond, Long Lake, Brandy 
Pond, Songo River, Sebago Lake, Presumpscot River. 

SWETTS BROOK, Oxford County; source, Albany, east part; direc- 
tion, south; mouth. Crooked River, Norway; tributaries, Hutchin- 
son Pond and several small streams; tributary to Cropked River, 
Sebago Lake, Presumpscot River; drainage area at mouth, 6.5 sq. :n. 

TENNY RIVER, Cumberland County; source. Rattlesnake Pond, 
Raymond; direction, south; mouth. Panther Run, Raymond; tribu- 
tary, Rattlesnake Pond; tributary to Panther Pond, Panther Run, 
Sebago Lake, Presumpscot River. 

THOMAS POND, Casco and Raymond, Cumberland County; inlets, 
several short streams on north; outlet, Sebago Lake, Presumpscot 
River; area water surface, 0.71 square mile, (U. S. G. S. Sebago and 
Gray) ; present storage, 5.5 ft., 106,865,000 cu. ft. ; drainage area 
5.3 sq. m. ; elev. 275 ft. 

THOMAS POND, Waterford, see Keoka Lake. 

TRICKEY POND, Naples, Cumberland County; outlet into Sebago 
Lake, Presumpscot River; area water surface, 0.48 square mile, 
(U. S. G. S. Sebago) ; present storage, 4 ft., 53,526,000 cu. ft. ; elev. 
370 ft. 

TUTTLE POND, Windham, Cumberland County; inlet, short stream 
from north; outlet into Sebago Lake, Presumpscot River; area water 
Surface, 0.09 square mile, (U. S. G. S. Gray) ; elev. 300 ft. 

VIRGINIA LAKE, Stoneham, Oxford County; outlet. Stone Brook, 
^ Keewaydin Lake, Crooked River, Sebago Lake, Presumpscot River; 
area water surface, 0.21 square mile, (U. S. G. S. Bethel) ; elev. 826 
ft. 

WALKER BROOK, Oxford County; source. Bethel, southwest part; 
direction, southeast; mouth, Patte Brook, Albany; tributary to Patte 
Brook, Crooked River, Sebago Lake, Presumpscot River. 

WARREN BROOK, Oxford County; source, Waterford; direction, 
northwest, north; mouth, Crooked River, Waterford; tributary to 
Crooked River, Sebago Lake, Presumpscot River. 

WEBBS POND, Casco, Cumberland County; inlets, outlet of Dump- 
ling Pond and short streams ; outlet, Davis Brook, Rattlesnake Pond, 
Tenny River, Panther Pond, Panther Run, Sebago Lake, Presumpscot 



PRESUMPSCOT RIVER BASIN. 297 

River; area water surface, 0.02 square mile, (U. S. G. S. Gray) ; 
elev. 410 ft. 

WEYMOUTH POND, Stoneham, Oxford County; outlet, into Mill 
Brook, Crooked River, Songo River, Sebago Lake, Presumpscot 
River ; area water surface, 0.02 square mile, (U. S. G. S. Fryeburg) ; 
elev. 690 ft. 

WHITE BiROOK, Cumberland County; source, North Yarmouth, 
south part; direction, east, south; mouth, Mill Brook, Cumberland; 
tributaries, small streams; tributary to Mill Brook, Piscataqua River, 
Presumpscot River. ' 

WHITNEY POND, Stoneham, Oxford County; inlet, outlet of Wey- 
mouth Pond; outlet. Mill Brook, Crooked River, Songo River, 
Sebago Lake, Presumpscot River; area water surfacce, o.oi square 
mile, (U. S. G. S. Fryeburg) ; elev. 610 ft. 

WILLETT BROOK, Cumberland County; source, Bridgton; direc- 
tion, northeast, north; mouth, Long Lake, Bridgton; tributaries. Day 
Brook, outlet of Wood Pond and small streams; tributary to Long 
Lake, Brandy Pond, Songo River, Sebago Lake, Presumpscot River. 
Drainage area above Highland Lake, outlet, 20 sq. m. ; below High- 
land Lake outlet, 40 sq. m. ; at mouth, 42 sq. m. 

WOOD POND, Bridgton, Cumberland County; outlet, Willett Brook. 
Long Lake, Songo River, Sebago Lake, Presumpscot River; area 
water surface, 0.63 square mile, (U. S. G. S. Norway) ; present stor- 
age, 5 ft. 87,817,000 cu. ft. ; elev. 450 ft. 
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SACO RIVER BASIN 

ADAMS POND, Newiield, York County; inlets, two short streams 
from north; outlet, into Little Ossipee River, Saco River; area 
water surface, 0.19 square mile, (U. S. G. S. Newfield) ; present 
storage 5 ft., 26,484,000 cu. ft.; elev. 430 ft. 

ALBANY BROOK, N. H. ; source, Bartlett, southwest part; direction, 
north; mouth, Saco River, Bartlett; tributaries, small stream on 
west; tributary to Saco River. 

ALDER BROOK, Oxford County; source, Lovell, south part; direc- 
tion, south; mouth, Kezar River, Saco River; tributary, short, un- 
named stream; tributary to Kezar River, Saco River. 

ALLEN POND, Parsonsfield, York County; outlet into Great Brook, 
Ossipee River, Saco River; area water s^irface, o.oi square mile, 
(U. S. G. S. Kezar Falls) ; elev. 530 ft. 

ANDREW.S BROOK, Oxford County; source, Lovell, east part; di- 
rection, west; mouth. Mill Brook, Lovell; tributary to Mill Brook, 
Upper Kezar Lake, Saco River. 

ARTISTS FALLS BROOK, N. H. ; source, North Conway ; direction, 
west; mouth, Saco River, North Conway; tributary, to Saco River. 

AVALANCHE BROOK, N. H.; source, Harts Location, northwest 
part; direction, east; mouth, Saco River, Harts Location; tributary 
to Saco River. 

BACK BROOK, York County; source, Limington, central part; direc- 
tion, north ; mouth, . Saco River, Limington ; tributary to Saco River. 

BALCH POND, Newfield, Me. and Wakefield, N. H., York County 
and N. H. ; inlets, outlets of several ponds; outlet into Little Ossi- 
pee River, Saco River; area water surface, 1.20 square miles, (U. 
S. G. S. Newfield and N. H. Geol. map) ; present storage, 8 ft., 
238,639,000 cu. ft.; possible storage capacity, 12 ft., 357,959,ooo cu. 
ft.; drainage area 13 sq. m. ; elev. 530 ft. 

BARKER POND, Hiram and Sebago, Cumberland County; inlet, out- 
let of Middle Pond; outlet, Hancock Brook, Saco River; area 
water surface, 0.33 square mile, (U. S. G. S. Sebago and Kezar 
Falls) ; present storage, 5 ft., 45,999,000 cu. ft. ; elev, 491 ft. 

BARKER POND, Lyman and Dayton, York County; outlet into Saco 
River; area water surface, o.ii square mile, (U. S. G. S. Buxton); 
elev. 290 ft. 
. BARNES BROOK, Oxford County; source, Hiram, central part; di- 
rection, east; mouth, Saco River, Hiram; tributary to Saco River. 

BARTLETT POND, Waterboro, York County; inlets, short streams; 
outlet. Cooks Brook, Saco River; area water surface, 0.005 square 
mile, (U. S. G. S. Buxton.). 

BEAN POND, Ossipee, N. H.; outlet, Lovells River, Great Ossipee 
River, Saco River; area water surface, 0.06 square mile, (N. H. 
Geol. map). 
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BEAR CAMP POND, Sandwich, N. H.; inlet. Bear Camp River; out- 
let, Bear Camp River, Great Ossipee River, Saco River; area water 
surface, 0.44 square mile, (N. H. Geol. map). 

BEAR CAMP RIVER, N. H. ; source. Sandwich, west part ; direction, 
east ; mouth, Ossipee Lake, Ossipee ; tributaries, Chocorua River, Cold 
River and small streams; tributary to Ossipee Lake, Great Ossipee 
River, Saco River ; drainage area at mouth, 158 sq. m. 

BEAVER BROOK, Oxford County; source, Stoneham, north part: 
direction, south; mouth. Great Brook, Stoneham; tributaries, several 
small streams; tributary to Great Brook, Kezar Lake, Saco River. 

BEAVER BROOK, Oxford County; source, unnamed pond in Den- 
mark ; direction, ' west ; mouth. Pleasant Pond, Denmark ; tributary 
unnamed pond; tributary to Pleasant Pond, Saco River. 

BEAVER POND, Denmark, Oxford County; inlets, several small 
streams ; outlet, Beaver Brook, Pleasant Pond, ' Saco River ; area 
water surface, 0.13 square mile, (U. S. G. S. Kezar Falls) ; elev. 398 
ft. 

BEAVER POND, Bridgton, Cumberland County; inlet, short stream 
from north; outlet into Moose Pond, Moose Pond Brook, Saco 
River; area water surface, 0.1 1 square mile, (U. S. G. S. Fryeburg) ; 
elev. 473 ft. 

BEECH RIVER, N. H.; source, Upper Beech Pond, Wolf eborough ; 
direction, north, east; mouth. Pine River, Ossipee; tributaries, sev- 
eral ponds and small streams; tributary to Pine River, Ossipee 
Lake, Great Ossipee River, Saco River. 

BEECH POND, LOWER, Tuftonborough, N. H.; inlet, outlet of 
Upper Beech Pond; outlet, Beech River, Ossipee Lake, Great Ossi- 
pee River, Saco River; area water surface, 0.44 square mile, (N. H. 
Geol. map). 

BEECH POND, UPPER, Wolfborough, N. H.; outlet into Lower 
Beech Pond, Beech River, Pine River, Great Ossipee River, Saro 
River; area water surface, 0.32 square mile, (N. H. Geol. map). 

BEMIS BROOK, N. H. ; source; Livermore, northeast part; direction, 
east ; mouth, Saco River, Harts Location ; tributary to Saco River. 

BERRY POND, Sweden, Oxford County; inlets, several short streams 
from north; outlet. Moose Pond, Moose Pond Brook, Saco River; 
area water surface, o.oi square mile, (U. S. G. S. Fryeburg) ; elev. 
470 ft. 

BICKFORD BROOK, Oxford County; source, Stoneham, west part; 
direction, southwest; mouth, Cold River, Stow; tributaries, several 
small streams ; tributary to Cold River, Charles Pond, Charles River, 
Saco River. 

BICKFORD POND, Porter, Oxford County; inlets, several short 
streams and outlets of ponds; outlet. Mill Brook, Great Ossipee 
River, Saco River; area water surface, 0.32 square mile, (U. S. G. 
S. Kezar Falls); present storage, 8 ft., 71,369,000 cu. ft; elev. 461 
ft. 
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BILLY BROOK, Oxford County; source, Brownfield, south part; di- 
rection, north; mouth, Shepard River, Brownfield; tributary to 
Shepard River, Saco River. 

BLACK BROOK, Oxford County; source, Fryeburg, east part; di- 
rection, south; mouth. Pleasant Pond, Denmark; tributary to Pleas- 
ant Pond, Saco River. 

BLACK POND, Fryeburg, Oxford County; outlet, Wards Brook, 
Lovewell Pond, Saco River; area water surface, 0.03 square mile, 
(U. S. G. S. Kezar Falls) ; elev. 570 ft. 

BOG POND, Fryeburg, Oxford County; inlets, short streams on 
south; outlet, Saco River; area water surface, 0.06 square mile, 
(U. S. G. S. Fryeburg) ; elev. 390 ft. 

BOSTON POND, Denmark, Oxford County; outlet, Horseshoe Pond, 
Saco River ; area water surface, 0.02 square mile, (U. S. G. S. Kezar 
Falls) ; elev. 370 ft. 

BOYD POND, Limington, York County; outlet into Little Ossipee 
River, Saco River; area water surface, 0.06 square mile, (U. S. G. 
S. Buxton) ; elev. 310 ft. 

BRADLEY BROOK, Oxford County; source, Lovell, west part; di- 
rection, southeast; mouth. Sucker Brook, Lovell; tributary, Howard 
Brook; tributary to Sucker Brook, Lower Kezar Lake, Saco River. 

BRADLEY BROOK, Oxford Courtty and N. H. ; source, N. H., North 
Chatham; direction, east; mouth. Great Cold River, Stow; tribu- 
taries, several unnamed streams; tributary to Great Cold River, 
Charles Pond, Charles River, Saco River. 

BRADLEY POND, Lovell, see Farrington Pond. 

BRADLEY POND, Lovell, Oxford County; inlet, short stream from 
north; outlet, Heald Pond, Mill Brook, Kezar Lake, Saco River; 
area water surface, 0.05 square mile, (U. S. G. S. Fryeburg) ; elev. 
502 ft. 

BREAKNECK BROOK, Cumberland County; source, Sebago, south 
part; direction, west; mouth, Saco River, Hiram; tributary to Saco 
River; drainage area at mouth, 5.5 sq. m. 

BREAKNECK BROOK, N. H.; source, Livermore, east part; direc- 
tion, east; mouth, Saco River, Harts Location; tributary to Saco 
River. 

BROWN BROOK, York County; source, Long Pond & West Pond, 
Parsonsfield ; direction, southeast ; mouth, Holland Pond, Limerick * 
tributaries. Long Pond, West Pond, small streams; tributary to Hol- 
land Pond, Little Ossipee River, Saco River. 

BRYAN POND, Hiram, Oxford County; inlet, short stream from 
west; outlet, Saco River; area water surface, o.oi square mile, (U. 
S. G. S. Kezar Falls) ; elev. 350 ft. 

BUCK MEADOW BROOK, Oxford County; source, Denmark, cen- 
tral part; direction, southwest; mouth, Saco River, Denmark; tribu- 
tary to Saco River. 

BURBANK BROOK, N. H.; source, Bartlett, south part; direction, 
north; mouth, Saco River, Bartlett; tributary to Saco River. 
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BURNT MEADOW BROOK, Oxford County; source, Brownfield, 
south part; direction, northeast; mouth, Saco River, Brownfield; 
tributary to Saco River. 

BURNT MEADOW POND, Brownfield, Oxford County; inlet, short 
stream from south; outlet. Burnt Meadow Brook, Saco River; area 
water surface, 0.08 square mile, (U." S. G. S. Kezar Falls) ; elev. 372 
ft. 

EURNTKNOIX BROOK, N. H.; source, Chatham, west part; direc- 
tion, west ; mouth. East Branch Saco River, Jackson ; tributary, 
small stream on north; tributary to East Branch Saco River. 

CEDAR BROOK, N. H. ; source, Bartlett, south part; direction, east, 
mouth, Saco River, North Conway; tributary to Saco River. 

CHANDLERS BROOK, Oxford County and N. H.; source, North 
Chatham, north part ; direction, east ; mouth. Great Cold River, Stow ; 
tributary to Great Cold River, Charles Pond, Charles River, Saco 
River. 

CHAPMAN POND, Porter, Oxford County; outlet, through unnamed 
pond to Spectacle Ponds, Great Ossipee River, Saco River; area 
water surface, 0.02 square mile, (U. S. G. S. Kezar Falls) ; elev. 510 
ft. 

CHARLES BROOK, N. H.; source, North Chatham, north part; di- 
rection, east ; mouth. Great Cold River, North Chatham ; tributary 
to Great Cold River, Charles Pond, Charles River, Saco River. 

CHARLES POND, Fryeburg, Oxford County; inlet, Kimball Brook 
and Cold River ; outlet, Charles^ River, Saco River ; area water sur- 
face, 0.16 square mile, (U. S. G. S. Fryeburg) ; elev. 357 ft. 

CHARLES RIVER, Oxford County; source, Charles Pond, Fryeburg; 
direction, east; mouth, Saco River, Fryeburg; tributary, Charles 
Pond; tributary to Saco River; drainage area at mouth, 73 sq. m. 

CHICK BROOK, N. H. ; source, Effingham, west part; direction, 
south ; mouth. Pine River, Effingham ; tributary to Pine River, Ossi- 
pee Lake, Great Ossipee River, Saco River. 

CHOCORUA PONDS, Tamworth, N. H.; inlets, short streams on 
north and west; outlet, Chocorua River, Great Ossipee River, Saco 
River; area water surface, 0.51 square mile, (N. H. Geol. map). 

CHOCORUA RIVER, N. H.; source, Chocorua Ponds, Tamworth; 
direction, south ; mouth. Bear Camp River, Ossipee ; tributaries, 
Elliott Pond, Chocorua Ponds and small streams; tributary to 
Bear Camp River, Ossipee Lake, Great Ossipee River, Saco River. 

CLAYS POND, Fryeburg, Oxford County; outlet into Saco River; aren 
water surface, 0.04 square mile, (U. S. G. S. Kezar Falls) ; elev. 530 
ft. 

CLEMENS POND, Hiram, Oxford County; inlet, outlet of Little 
Clemens Pond ; outlet, Tenmile River, Tenmile Pond, Saco River ; 
area water surface, 0.12 square mile, (U. S. G. S. Kezar Falls) ; 
elev. 398 ft. 

CLEMENS POND, LITTLE, Hiram, Oxford County; inlets, several 
short streams; outlet, through Clemens Pond to Tenmile River, 
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Tenniile Pond, Saco River; area water surface, 0.04 square mile, 
(U. S. G. S. Kezar Falls) ; elev. 410 ft. 

COFFIN BROOK, Oxford County; source, Stoneham, west part; di- 
rection, west; mouth, Kezar Lake, Lovell; tributaries, short streams 
on north; tributary to Kezar Lake, Saco River. 

COLCORD POND, Porter, Oxford County; inlet, short stream from 
north; outlet, Bickford Pond, Mill Brook, Great Ossipee River. 
Saco River ; area water surface, 0.34 square mile, (U. S. G. S. Kezar 
Falls); present storage, 10 ft., 94,787,000 cu. ft.; possible storage 
capacity, 15 ft., 142,180,000 cu. ft.; elev. 525 ft. 

COLD BROOK, Oxford County; source, Stoneham, west part; direc- 
tion, south, east; mouth. Upper Kezar Lake, Lovell; tributary to 
Upper Kezar Lake, Saco River. 

COLD RIVER, Oxford County; source, Bachellers Grant, south parr; 
direction, south, southeast; mouth, Charles Pond, Fryeburg; tribu- 
taries, several small streams. Mosquito Brook, Bradley Brook, 
Little Cold River, Bickford Brook ; drainage area at mouth, 57 sq. m. 

COLD RIVER, N. H. ; source. Sandwich, north part; direction, south- 
east; mouth. Bear Camp River, Sandwich ; tributaries, several 
streams on north; tributary to Bear Camp River, Ossipee Lake, 
Great Ossipee River, Saco River. 

COLD RIVER, LITTLE, Oxford County and N. H.; source, North 
Chatham, south part; direction, east; mouth. Great Cold River, 
Stow; tributaries, McLonough Brook, and small streams; tributary 
to Great Cold River, Charles Pond, Charles River, Saco River. 

COLE BROOK, Oxford County; source. Porter, northwest part; di- 
rection, northeast; mouth, Shepards River, Brownfield; tributary to 
Shepards River, Saco River. 

CONWAY POND, Eaton and Conway, N. H.; inlets, outlet of Rob- 
ertsons Pond and small streams; outlet into Saco River; area water 
surface, 2.28 square mile, (N. H. Geol. map). 

COOKS BROOK, York County; source, Waterboro, east part; direc- 
tion, south, east, northeast; mouth, Saco River, Dayton; tributaries, 
several unnamed streams; tributary to Saco River. 

COTTON BROOK, Oxford County and N. H.; source, N. H.; direc- 
tion, southeast; mouth. Great Cold River, Stow; tributary to Great 
Cold River, Charles Pond, Charles River, Saco River. 

COW BROOK, N. H. ; source, Livermore, northeast part; direction, 
north; mouth, Saco River, Harts Location; tributaries, small streams 
on west; tributary to Saco River. 

COW BROOK, N. H.; source, Bartlett, southeast part; direction, north; 
mouth, Saco River, Bartlett; tributary to Saco River. 

CUSHMAN POND, Lovell, Oxford County; inlet, outlet of Trout 
Pond; outlet. Little Trout Brook, Mill Brook, Kezar Lake, Saco 
River; area water surface, 0.05 square mile, (U. S. G. S. Fryeburg) ; 
elev. 708 ft. 
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DAN CHARLES POND, Lovell, Oxford County; outlet, Kezar River, 
Saco River; area water surface, 0.03 square mile, (U. S. G. S. Frye- 
burg; elev. 470 ft. 

DAN HOLE POND, Tuftonborough and Ossipee, N. H.; inlet, short 
stream from west; outlet, into Beech River, Ossipee Lake, Great 
Ossipee River, Saco River; area water surface, 0.88 square mile. 
(N. H. Geol. map). 

DANFORTH PONDS, Freedom, N. H.; inlet, outlet of Long Pond; 
outlet. Great Ossipee River, Saco River; area water surface, 0.38 
square mile, (N. H. Geol. map). 

DAVIS BROOK, N. H. ; source, Livermore, east part; direction, east; 
mouth, Saco River, Harts Location; tributary to Saco River. 

DAVIS POND, Madison, N. H.; inlet, short stream on south; outlet, 
Pequawket Brook, Swift River, Saco River; area water surface, 0.13 
square mile, (N. H. Geol. map). 

DEER POND, Hollis, York County; inlet, short stream on south: 
outlet into Saco River; area water surface, 0.04 square mile, (U. S. 
G. S. Buxton) ; elev. 310 ft. 

DEER RIVER, N. H. ; source, Madison, west part; direction, south, 
east; mouth, Silver Lake, Madison; tributary to Silver Lake, Six 
Mile Brook, Ossipee Lake, Great Ossipee River, Saco River. 

DEER BROOK, LITTLE, N. H.; source, Bartlett, south part; direc- 
tion south; mouth. Swift River, Albany; tributary to Swift River, 
Saco River. 

DINSMORE POND, Sandwich, N. H.; outlet. Bear Camp River, 
Great Ossipee River, Saco River; area water surface, 0.06 square 
mile, (N. H. Geol. map). 

DOCK BROOK, Oxford County; source, Sweden, south part; direc- 
tion, southwest ; mouth, Kezar Pond, Fryeburg ; tributary, to Kezar 
Pond, Saco River. 

DOWNS BROOK, N. H.; source, Waterville, east part; direction, 
north; mouth, Swift River, Albany; tributaries, small streams on 
east; tributary to Swift River, Saco River. 

DRAGON MEADOW BROOK, Oxford County; source, Hiram, 
north part; direction, west; mouth, Saco River, Denmark; tributa- 
ries, unnamed streams; tributary to Saco River. 

DUG HILL BROOK, Cumberland County; source, Baldwin, west part; 
direction, west; mouth, Saco River, Hiram; tributary to Saco River. 

DUNCAN LAKE, Ossipee, N. H.; outlet. Frenchman's Branch, Pine 
River, Great Ossipee River, Saco River; area water surface, 0.13 
square mile, (N. H. Geol. map). 

DYER POND, Brownfield, Oxford County; inlet, short stream from 
west; outlet into Burnt Meadow Pond, Saco River; area water sur- 
face, 0.002 square mile, (U. S. G. S. Kezar Falls) ; elev. 590 ft. 

EAGLE POND, Standish and Buxton, Cumberland and York counties; 
inlets, several streams on east; outlet, Saco River; area water sur- 
face, 0.23 square mile, (U. S. G. S. Buxton; elev. 270 ft. 
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ECHO LAKE, Conway, N. H.; outlet, short stream to Saco River; 
area water surface, 0.02 sqtiare mile, (U. S. G. S. North Conway). 

ELKING BROOK, Oxford County; source, Denmark, north part; di- 
rection, west, north ; mouth, Kezar Pond, Fryeburg ; tributary, Sawyer 
Brook; tributary to Kezar Pond, Saco River. 

ELLIOTT POND, Tamiworth, N. H. ; inlet, outlet of Chocorua Ponds ; 
outlet, Chocorua River, Great Ossipee River, Saco River; area 
water surface, 0.25 square mile, (N. H. Geol. map). 

ELLIS RIVER, N. H.; source, Sargents Purchase, north part; direc- 
tion, south; mouth, Saco River, Bartlett; tributaries. Wildcat Brook, 
Miles Brook, Meserve Brook and many small streams; tributary to 
Saco River. 

ELM BROOK, N. H. ; source, Bartlett, southeast part; direction, east: 
mouth, Saco River, North Conway; tributaries, small streams on 
north; tributary to Saco River. 

FARRINGTON POND, Lovell, Oxford County; inlets, two short 
streams; outlet, into Kezar Lake, Saco River; area water surface, 
0.09 square mile, (U. S. G. S. Fryeburg) ; elev. 390 ft. 

FENDERSON BROOK, York County; source, Parsonsfield, central 
part; direction, southeast; mouth. Heath Brook, Parsonsfield; tribu- 
taries, small streams; tributary to Heath Brook, Little Ossipee Rive, 
Saco River. 

FIGHT BROOK, Oxford County; source, Fryeburg, south part; di- 
rection, southeast; mouth, Lovewell Pond; tributary to Lovewell 
Pond, Saco River. 

FRENCHMANS BRANCH, N. H.; source, Ossipee, central part; di- 
rection, east; mouth. Pine River, Ossipee; tributary to Pine River, 
Ossipee Lake, Great Ossipee River, Saco River. 

GARLAND POND, Ossipee, N. H.; inlet. Beech River; outlet. Beech 
River, Pine River, Great Ossipee River, Saco River; area water sur- 
face, 0.13 square mile, (N. H. Geol. map). 

GRANGER POND, Denmark, Oxford County; outlet, Moose Pond, 
Moose Pond Brook, Saco River; area water surface, 0.19 square 
mile, (U. S. G. S. Kezar Falls) ; elev. 525 ft. 

GREAT BROOK, York County; source, Parsonsfield, north part; 
direction, north; mouth, Great Ossipee River, Parsonsfield; tributary' 
to Great Ossipee River, Saco River. 

GREAT BROOK, Oxford County; source, Stoneham, Shirley Brook 
and Red Rock Brook ; direction, south ; mouth, Kezar Lake, Lovell ; 
tributaries, Shirley Brook, Red Rock Brook, Willard Brook, Beaver 
Brook, and small streams; tributary to Kezar Lake, Saco River. 

GREAT HILL POND, Tamworth, N. H.; outlet, short stream 10 
Bear Camp River, Great Ossipee River, Saco River; area water 
surface, 0.44 square mile, (N, H. Geol. map) ; elev. 800 ft. 

GREEN BROOK, Oxford County; source, Waterford, west part; li- 
rection, north, west; mouth. Five Kezar Ponds, Waterford; tributary 
to Five Kezar Ponds, Kezar River, Saco River. 



SACO RIVER BASIN. 305 

HALEY POND, Fryeburg, Oxford County; outlet into Little Saco 
River, Saco River; area water surface, 0.006 square mile, (U. S. G. 
S. Kezar Falls) ; elev. 530 ft. 

HALFWAY BROOK, N. H. ; source, Livermore, east part; direction, 
east ; mouth, Saco River, Harts Location ; tributary to Saco River. 

HANCOCK BROOK, Cumberland and Oxford counties ; source. South- 
east Pond, Sebago ; direction, southwest ; mouth, Saco River, Hiram ; 
tributary. Southeast Pond; tributary to Saco River; drainage area 
at mouth, 22 sq. m. 

HANCOCK POND, Denmark, Oxford County; inlets. Sand Pond, 
several short streams; cutlet, Hancock Brook, Saco River; area 
water surface, 1.52 square miles, (U. S. G. S. Kezar Falls) ; present 
storage, 4 ft., 169,500,000 cu. ft.; elev. 504 ft.; drainage area it 
sq. m. 

HANSCOM BROOK, York County; source, Limington, north part; 
direction, north, southeast; mouth, Home Pond, Limington; tribu- 
tary to Home Pond, Little Ossipee River, Saco River. 

HEALD POND, Lovell, Oxford County; inlets, outlets of two ponds; 
outlet, Mill Brook, Kezar Lake, Saco River; area water surface, 0.12 
square mile, (U. S. G. S. Fryeburg) ; elev. 467 ft. 

HEATH BROOK, York County; source, Parsonsfield, central part; 
direction, southeast; mouth. Little Ossipee River, Waterboro; tribu- 
tary to Little Ossipee River, Saco River. 

HOBBS BROOK, N. H. ; source, Effingham, south part ; direction, east ; 
mouth. South River, Effingham ; tributary to South River, Great 
Ossipee River, Saco River. 

HODGDON BROOK, N. H. ; source, Effingham, north part ; direction, 
north; mouth. Great Ossipee River, Effingham; tributary to Great 
Ossipee River, Saco River. 

HOLLAND WEST POND, Limerick, York County; inlets, Brown 
Brook, streams from west; outlet, into Little Ossipee River; area 
water surface, 0.31 square mile, (U. S. G. S. Newfield) ; elev. 350 ft. 

KORNE POND, Limington, York County; inlets, several short streams 
from west; outlet, Little Ossipee River, Saco River; area water 
surface, 0.26 square mile, (U. S. G. S. Sebago) ; present storage, 
I'l ft., 55,813,000 cu. ft.; elev. 270 ft. 

HORSESHOE POND, Stoneham and Lovell, Oxford County; inlets, 
several short streams; outlet, Sucker Brook, Saco River; area water 
(surface, 0.21 square mile, (U. S. G. S. Fryeburg) ; present storage, 
5 ft., 29,272,000 cu. ft.; elev. 544 ft. 

HOWARD BROOK, Oxford County; source, Lovell, west part; direc- 
tion, southeast; mouth, Bradley Brook, Lovell; tributary to Bradley 
Brook, Sucker Brook, Lower Kezar Lake, Saco River. 

HUBBARD POND, Porter, Oxford County; inlet, short stream from 
west; outlet. Mill Brook, Great Ossipee River, Saco River; area 
water surface, o.oi square mile, (U. S. G. S. Kezar Falls) ; elev. 590 
ft. 

20 
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HUNT POND, Fryeburg, Oxford County; outlet into Kimball Pond, 
Kimball Brook, Charles Pond, Charles River, Saco River; area water 
surface, 0.008 square mile, (U. S. G. S. Fryeburg) ; elev. 470 ft. 

INGALLS POND, Baldwin, Oxford County; inlet, short stream from 
north; outlet, Saco River; area water surface, 0.04 square mile, 
(U. S. G. S. Kezar Falls) ; elev. 356 ft. 

JAYBIRD POND, Hiram and Porter, Oxford County; outlet, through 
several ponds, Ridlon Brook, Great Ossipee River, Saco River; area 
water surface, o.oi square mile, (U. S. G. S. Kezar Falls) ; elev, 410 
ft. 

KEYS BROOK, Oxford County; source. Keys Pond, Sweden; direc- 
tion, northwest; mouth, Kezar River, Lovell; tributary. Keys Pond; 
tributary to Kezar River, Saco River. 

KEYS POND, Sweden, Oxford County; inlets, several short streams; 
outlet, Kezar River, Saco River; area water surface, 0.28 square 
mile, (U. S. G. S. Fryeburg) ; present storage, 5 ft., 39,030,000 cu. ft. • 
elev. 506 ft. 

KEZAR LAKE, Lovell, Oxford County; inlets, several short streams 
and outlets of several lakes; outlet, through Kezar Outlet to Saco 
River; area water surface, 3.92 square miles, (U. S. G. S. Fryeburg) ; 
drainage area 57 sq. m. ; elev. 376 ft. 

KEZAR POND, Fryeburg, Oxford County; inlets, several short 
streams; outlet into Saco River; area water surface, 2.03 square 
miles, (U. S. G. S. Fryeburg) ; elev. 374 ft. ; drainage area 20 sq. m. 

KEZAR PONDS, FIVE, Stoneham and Waterford, Oxford County; 
inlets, several short streams; outlet into Kezar River, Saco River: 
area water surface, 0.32 square mile, (U. S. G. S. Fryeburg) ; pres^ 
ent storage 5 ft., 44,605,000 cu. ft. ; elev. 571 ft. 

KEZAR RIVER, Oxford County; source. Five Kezar Ponds, 
Waterford and Stoneham; direction, southeast; mouth, Saco River, 
Fryeburg; tributaries. Prays Brook, Popple Hill Brook, Alder Brook, 
Keys Brook, Patterson Brook; tributary to Saco River; drainage 
area at mouth, 33 square miles. 

KIMBALL BROOK, Oxford County; source. Upper Kimball Pond, 
Fryeburg and N. H. ; direction, northeast; mouth, Charles Pond; 
tributary. Upper Kimball Pond; tributary to Charles Pond, Charles 
River, Saco River ; drainage area at mouth, 15 sq. m. 

KIMBALL POND, Fryeburg, Oxford County; inlets, Province Brook, 
outlet of Webb Pond, several small streams; outlet, Kimball Brook, 
Charles River, Saco River; area water surface, 0.82 square mile, 
(U. S. G. S. North Conway and Fryeburg) ; elev. 379 ft. 

KNOWLES POND, Albany, N. H.; inlets, short streams on north; 
outlet into Chocorua River, Great Ossipee River, Saco River; area 
water surface, 0.19 square mile, (N. H. Geol. map). 

LANGDON BROOK, Oxford County and N. H.; source, Chatham, 
north part; direction, east; mouth. Great Cold River, Stow; tribu- 
taries, several small streams; tributary to Great Cold River, Charles 
Pond, Charles River, Saco River. 
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LEAVITT BROOK, N. H.; source, Effingham, northwest part; direc- 
tion, north; mouth. Great Ossipee River, Effingham; tributary to 
Great Ossipee River, Saco River. 

LITTLE POND, Denmark, Oxford County; inlet, outlet of Moose 
pond; outlet. Moose Pond Brook, Saco River; area water surface, 
0.09 square mile, (U. S. G. S. Kezar Falls) ; elev. 362 ft. 

LITTLE POND, Fryeburg, Oxford County; outlet. Dock Brook, Kezar 
Pond, Saco River ; area water surface, o.oi square mile, (U. S. G. S. 
Fryeburg) ; elev. 410 ft. 

LITTLE RIVER, York County; source, Cornish, east part; direction, 
west, north; mouth. Great Ossipee River, Cornish; tributary to 
Great Ossipee River, Saco River. 

LOCKS BROOK, York County; source, Hollis, south part; direction, 
north; mouth. Cooks Brook, Hollis; tributary to Cooks Brook, Saco 
River. 

LONG POND, Eaton, N. H.; outlet, into Danforth ponds. Great Ossi- 
pee River, Saco River; area water surface, 0.32 square mile, (N. H. 

Geol. map). 

LONG POND, Denmark, Oxford County; inlet, short stream from 
north; outlet, Beaver Brook, Saco River; area water surface, o.oQ 
square mile, (U. S. G. S. Kezar Falls and Fryeburg) ; elev. 404 ft. 

LONG POND, Parsonsfield, York County ; inlets, several short stream's ; 
outlet. Brown Brook, Little Ossipee River, Saco River; area water 
surface, 0.40 square mile, (U. S. G. S. Kezar Falls) ; elev. 458 ft. 

LONG POND, Porter, see Mine Pond. 

LONG MEADOW BROOK, Oxford County; source, Siow, central 
part; direction, southeast; mouth, Lower Kezar Lake, Lovell; tribu- 
tary to Lower Kezar Lake, Saco River. 

LORDS POND, Parsonsfield and N. H. ; inlets, ishort streams from 
east; outlet. Great Ossipee River, Saco River; area water surface, 
0.22 square mile, (U. S. G. S. Newfield) ; present storage, 10 ft., 
61,332,000 cu. ft. ; elev. 410 ft. 

LOVELLS POND, Ossipee, N. H.; outlet into Lovells River, Great 
Ossipee River, Saco River; area water surface, 0.06 square mile, 
(N. H. Geol. map). 

LOVELLS RIVER, N. H.; source, Moultonborough, northeast part; 
direction, east; mouth, Ossipee Lake, Ossipee; tributaries, several 
small streams ; tributary to Ossipee Lake, Great Ossipee River, Saco 
River. 

LOVEWELL POND, Fryeburg, Oxford County; inlets. Wards Brook, 
several short streams; outlet, Saco River; area water surface, 1.66 
square miles, (U. S. G. S. Fryeburg and Kezar Falls) ; elev. 358 ft. ; 
drainage area 8 sq. m. 

MCLONOUGH BROOK, N. H. ; source. North Chatham, central part : 
direction, southeast; mouth. Little Cold River, North Chatham.; 
tributaries, small streams on west; tributary to Little Cold River, 
Great Cold River, Charles Pond, Charles River, Saco River. 
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MARTIN BROOK, Oxford County; source, Lovell, central part; 
direction, north; mouth, Mill Brook, Lovell; tributary to Mill 
Brook, Upper Kezar Lake, Saco River. 

MERRYFIELD BROOK, York County; source. Limerick, north part; 
direction, north; mouth. Pease Brook, Cornish; tributary to Pease 
Brook, Saco River. 

MESERVE BROOK, N. H.; source, Jackson, southwest part; direc- 
tion, east; mouth, Ellis River, Jackson; tributaries, small streams on 
south; tributary to Ellis River, Saco River. 

MIDDLE POND, Hiram, Oxford County; inlets, outlet of Hancock 
Pond and short streams; outlet, Hancock Brook, Saco River; area 
water surface, 0.06 square mile, (U. S. G. S. Kezar Falls) ; elev. 495 
ft. 

MILES BROOK, N. H. ; source, Jackson, northwest part; direction, 
southeast; mouth, Ellis River, Jackson; tributaries, small streams 
on west; tributary to Ellis River, Saco River. 

MILL BROOK, Oxford County; source, Bickford Pond, Porter; direc- 
tion, southeast; mouth. Great Ossipee River, Porter; tributary, 
Bickford Pond; tributary to Great Ossipee River, Saco River. 

MILL BROOK, Oxford County; source, Heald Pond, Lovell; direc- 
tion, southwest; mouth. Upper Kezar Lake, Lovell; tributaries, 
Heald Pond, Andrews Brook, Martin Brook; tributary to Upper 
Kezar Lake, Saco River. 

MINE POND, Porter, Oxford County ; outlet into Great Ossipee River, 
Saco River; area water surface, 0.08 square mile, (U. S. G. S. Kezar 
Falls) ; elev. 510 ft. 

MOAT BROOK, N. H.; source, Bartlett, southeast part; direction, 
southeast; mouth, Saco River, Conway; tributaries, small stream and 
pond; tributary to Saco River. 

MOOSE POND, Bridffton and Denmark, Oxford and Cumberland 
counties; inlets, several short streams; outlet. Moose Pond Brook, 
Saco River; area water surface, 2.60 square miles, (U. S. G. S. 
Fryeburg) ; present storage, 9.8 ft, 710,341,000 cu. ft. ; possible stor- 
age capacity, 12 ft., 869,806,000 cu. ft. ; elev. 418 ft. ; drainage area 26 
sq. m. 

MOOSE POND BROOK, Oxford County ; source. Lower Moose Pond, 
Denmark; direction, south; mouth, Saco River, Denmark; tribu- 
taries. Lower Moose Pond and unnamed streams; tributary to 
Saco River; drainage area at mouth, 32 sq. m. 

MOSQUITO BROOK, Oxford County and N. H. ; source. Stow, north 
part; direction, 'southwest; mouth. Great Cold River, Stow; tribu- 
tary to Great Cold River, Charles Pond, Charles River, Saco River. 

MT. WASHINGTON RIVER, N. H. ; source, Mt. Washington ; direc- 
tion, south; mouth, Saco River, Harts Location; tributaries, small 
streams; tributary to Saco River. 

MOUNTAIN POND, Chatham, N. H.; inlets, short streams on north 
and south; outlet. East Branch Saco River; area water surface, o.io 
isquare mile, (U. S. G. S. North Conway) ; elev. 1505 ft. 
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MUD POND, Denmark, Oxford County ; inlet, outlet of Hancock Pond ; 
outlet, Hancock Brook, Saco River; area water surface, o.oi square 
mile, (U. S. G. S. Kezar Falls) ; elev. 510 ft. 
NANCYS RIVER, N. H.; source, Nancys Pond, Livermore; direction, 
east; mouth, Saco River, Harts Location; tributary, Nancys Pond; 
tributary to Saco River. 
NOAH EASTMAN POND, Lovell, Oxford County ; outlet into Sucker 
Brook, Kezar Lake, Saco River; area water surface, o.oi square 
mile, (U. S. G. S. Fryeburg) ; elev. 490 ft. 
NORTHWEST POND, Waterboro, York County; inlets, several short 
streams on south and west; outlet, Little Ossipee River, Saco River; 
area water surface, 0.06 square mile, (U. S. G. S. Newfield) ; elev. 
430 ft. 
OSSIPEE LAKE, Watertown, Ossipee and Freedom, N. H.; inlets, 
Lovells River, Chocorua River, Six Mile Brook, Pine River and 
small streams; outlet. Great Ossipee River, Saco River; area water 
surface, 6.07 square miles, (Saco Water Power Co. map) ; present 
storage, 6.0 ft., 866,461,000 cu. ft.; possible storage capacity, 11 ft., 
ifS88,5ii,ooo cu. ft.; drainage area 327 sq. m. ; elev. 408 ft. 
OSSIPEE POND, LITTLE, Waterboro, York County; inlets, several 
short streams; outlet. Little Ossipee River, Saco River; area water 
surface, i.oi square miles, (U. S. G. S. Buxton) ; present storage, 
4 ft., 112,629,000 cu. ft.; elev. 295 ft. 
OSSIPEE RIVER, Oxford and York counties and N. H.; source, 
Ossipee Lake, N. H., Freedom and Ossipee; direction, east; mouth, 
Saco River, Cornish; tributaries. South River, Mill Brook, Great 
Brook, Ridlon Brook, Wadsworth Brook, Wedgewood Brook, Little 
River, small istreams; tributary to Saco River. Drainage area at 
outlet, Ossipee Lake, 327 sq. m. ; above South River, 352 sq. m. : 
below South River, 382 sq. m. ; at Kezar Falls, 412 sq. m.; at mouth. 
448 sq. m. 
OSSIPEE RIVER, LITTLE, York County and N. H.; source, Balch 
Pond, Newfield and N. H. ; direction, east, northeast ; mouth, Saco 
River, Limington; tributaries, Balch Pond and several unnamed 
streams; tributary to Saco River. Drainage area at outlet Balch 
Pond, 13 sq. m. ; at Newfield, 49 sq. m. ; above Poverty Pond Brook, 
63 sq. m. ; below Poverty Pond Brook, 82 sq. m. ; above Little Ossi- 
pee Pond Brook, 107 sq. m. ; below Little Ossipee Pond Brook, 118 
sq. m. ; at dam Limerick Water & Electric Co., 148 sq. m. ; an 
Nasons Mills, 158 sq, m. ; at mouth, 179 sq. m. 
OSSIPEE POND BROOK, LITTLE, York County; source. Little 
Ossipee Pond, Waterboro; direction, northwest; mouth, Little Ossi- 
pee River, Waterboro; tributaries, Little Ossipee Pond and streams; 
tributary to Little Ossipee River, Saco River; drainage area at 
mouth, II sq. m. 
PAINE BROOK, Oxford County; source, Brownfield, west part; direc- 
tion, northeast; m"outh, Little Saco River, Brownfield; tributaries, 
Little Saco River, Saco River. 
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PATTERSON BROOK, Oxford County; source, Lovell, east part; 
direction, south, west; mouth, Kezar River, Lovell; tributary to 
Kezar River, Saco River. 

PEA PORRIDGE POND, Madison, N. H.; outlet, into Pequawket 
Brook, Swift River, Saco River; area water surface, 0.25 square 
mile, (N. H. Geol. map). 

PEASE BROOK, York County; source, Cornish, central part; direc- 
tion, east; mouth, Saco River, Cornish; tributaries, Pugsley Brook, 
Merrifield Brook; tributary to Saco River. 

PEQUAWKET BROOK, N. H. ; source, Madison, north part ; direc- 
tion, north; mouth, Saco River, Conway; tributaries, several small 
streams and ponds; tributary to Saco River. 

PEQUAWKET POND, Conway, N. H.; inlet, Pequawket Brook; out- 
let, Pequawket Brook, Swift River, Saco River; area water surface, 
0.13 square mile, (N. H. Geol. map). 

PICKEREL POND, Limerick, York County; outlet. Little Ossipee 
River, Saco River; area water surface, 0.16 square mile, (U. S. G. 
S. Newfield) ; elev. 350 ft, 

PINE RIVER, N. H.; source. Pine River Pond, Wakefield; direction, 
northwest; mouth, Ossipee Lake, Ossipee; tributaries, Beech River, 
Frenchmans Branch, Poland Branch, Sumner Brook, Wilkinson 
Brook, Chick Brook, Pine River Ponds and small streams; tribu- 
tary to Ossipee Lake, Great Ossipee River, Saco River. 

PINE RIVER POND, Wakefield, N. H.; inlets, short stream on west 
and one on north; outlet, Pine River, Great Ossipee River, Saco 
River; area water surface, 1.26 square miles, (N. H. Geol. map); 
present storage 12 ft., 421,520,000 cu. ft; drainage area 13 sq. m. 

PLAIN POND, Porter, Oxford County; inlet, short stream from 
north; outlet, into Great Ossipee River, Saco River; area water 
surface, 0.03 square mile, (U. S. G. S. Kezar Falls) ; elev. 390 ft. 

PLEASANT POND, Brownfield and Fryeburg, Oxford County; inlets, 
several short streams; outlet into Saco River; area water surface, 
0.36 square mile, (U. S. G. S. Fryeburg) ; elev. 362 ft. 

PLUMMER BROOK, Oxford County; source, Sweden, south part; 
direction, southwest; mouth. Upper Moose Pond, Sweden; tributary 
to Upper Moose Pond, Moose Pond Brook, Saco River. 

POLAND BRANCH, N. H. ; source, Ossipee, southwest part ; direction, 
east; mouth, Pine River, Ossipee; tributary to Pine River, Ossipee 
Lake, Great Ossipee River, Saco River. 

PONDS, (two), Denmark, Oxford County; inlet, short stream from 
west; outlet, Hancock Pond, Hancock Brook, Saco River; area 
water surface, 0.08 square mile, (U. S. G. S. Sebago) ; elev. 251 ft. 

POND, Porter, Oxford County; inlets, several short streams; outlet 
through Spectacle Ponds, Great Ossipee River, Saco River; area 
water surface, 0.07 square mile, (U. S. G. S. Kezar Fall«s) ; elev. 387 
ft. 
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POND, Denmark, Oxford County; inlet, Beaver Brook; outlet,Pleas- 
ant Pond, Saco River; area water surface, 0.63 square mile, (U, S. 
G. S. Kezar Falls) ; elev. 390 ft. 

POPPLE HILL BROOK, Oxford County ; source, Sweden, west part ; 
direction, southwest; mouth, Kezar River, Fryeburg; tributaries, 
several unnamed streams ; tributary to Kezar River, Saco River. 

POVERTY POND, Newfield and Shapleigh, York County; inlets, out- 
lets of three small ponds; outlet. Little Ossipee River, Saco River; 
area water isurface, 0.24 square mile, (U. S. G. S. Newfield) ; elev. 
390 ft. 

POVERTY POND BROOK, York County; source. Poverty Pond, 
Newfield; direction, northeast; mouth, Little Ossipee River, Water- 
boro; tributaries, Poverty Pond and streams; tributary to Little 
Ossipee River, Saco River; drainage area at mouth, 19 sq. m. 

PRAYS BROOK, Oxford County; source, Lovell, south part; direc- 
tion, south; mouth, Kezar River; tributary to Kezar River, Saco 
river. 

PROVINCE BROOK, N. H.; source. Province Pond, Chatham; direc- 
tion, southeast; mouth, Kimball Pond, Chatham; tributary, Province 
Pond; tributary to Kimball Pond, Kimball Brook, Charles Pond, 
Charles River, Saco River. 

PROVINCE POND, Parsonsfield, York County and Wakefield and 
Effigham, N. H. ; inlets, several short streams; outlet into Great 
Ossipee River, Saco River; area water surface, 1.41 square miles, 
(U. S. G. S. Newfield) ; drainage area 7 sq. m. ; elev. 470 ft. 

PUDDING POND, Conway, N. H.; outlet short stream into Saco 
River ; area water surface, 0.03 square mile, (U. S. G. S. North Con- 
way). 

PUGSLEY BROOK, York County; source, Cornish, east part; direc- 
tion, north; mouth. Pease Brook, Cornish; tributary, to Pease 
Brook, Saco River. 

QUAKER BROOK, Cumberland County; source, Baldwin, north part; 
direction, south; mouth, Baldwin, Saco River; tributaries, sevenil 
small streams; tributary to Saco River. 

RATTLESNAKE BROOK, Oxford County; source, Stoneham, west 
part; direction, south; mouth. Shell Pond, Stow; tributaries, several 
small streams; tributary to Shell Pond> Shell Pond Brook, Cold 
River, Saco River. 

RATLESNAKE POND, Brownfield, Oxford County; inlet, short 
stream from south; outlet, into Saco River; area water surface, 0.12 
square mile, (U. S. G. S. Kezar Falls) ; elev. 363 ft. 

RAZOR BROOK, N. H.; source, Bartlett, west part; direction, south; 
mouth, Saco River, Bartlett; tributaries, several small streams; 
tributary to Saco River. 

RED ROCK BROOK, Oxford County; source, Stoneham, north part; 
direction, south; mouth. Great Brook, Stoneham; tributaries, short 
streams on east; tributary to Great Brook, Kezar Lake, Saco River. 
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RIDLON BRCXDK, Oxford County; source, Hiram, west part; direc- 
tion, south; mouth, Great Ossipee River, Hiram; tributary, unnamed 
stream on west ; tributary to Great Ossipee River, Saco River. 

ROBERTSONiS POND, Eaton, N. H.; outlet, into Walkers Pond, 
Saco River: area water surface, 0.19 square mile, (N. H. Geol. 
map). 

ROBERTSON POND, Conway, N. H.; outlet into Saco River; area 
water surface, 0.06 square mile, (N. H. Geol. map). 

ROCKY BRANCH, N. H.; source, Sargents Purchase, west part; di- 
rection, southeast; mouth, Saco River, Bartlett; tributaries, several 
small streams; tributary to Saco River. 

SABBA DAY BROOK, N. H. ; source, Waterville, east part ; direction, 
north; mouth, Swift River, Waterville; tributaries, several small 
streams ; tributary |o Swift River, Saco River. 

SACO RIVER, Cumberland and York counties; source, New Hamp- 
shore; direction, east, southeast; mouth, Atlantic Ocean; tributaries. 
Great Ossipee River, Little Ossipee River, and many short streams 
and outlets of lakes. Drainage area above East Branch, 200 sq. m. ; 
below East Branch, 240 sq. m. ; above Swift River, 280 sq. m. ; below 
Swift River, 386 sq. m. ; at Fryeburg, 442 sq. m. ; above Weeks Brook, 
445 sq. m. ; below Weeks Brook, 461 sq. m. ; above mouth Old Chan- 
nel, 471 sq. m. ; below mouth Old Channel, 668 sq .m. ; above Love- 
well Pond outlet, 686 sq. m. ; below Lovewell Pond outlet, 694 sq- m. ; 
above mouth Little Saco River, 697 sq. m. ; below mouth Little Saco 
River, 706 sq. m. ; above mouth Shepards River, 708 sq. m.; below 
mouth Shepards River, 7S3 sq. m. ; above mouth Tenmile River, 747 
sq. m. ; below mouth Tenmile River, 762 sq. m. ; above mouth Moose 
Pond Brook, 764 sq. m. ; below mouth Moose Pond Brook, 796 sq. 
m. ; above Hancock Brook, 809 sq. m. ; below Hancock Brook, 831 
sq. m. ; at Great Falls, 837 sq. m. ; above Breakneck Brook, 839 sq. 
m. ; below Breakneck Brook, 845 sq. m. ; above Ossipee River, 850 
sq. m. ; below Ossipee River, 1300 sq. m. ; at Steep Falls, 1340 sq. 
m.; above Little Ossipee River, 1360 sq. m. ; below Little Ossipee 
River, 1540 sq. m. ; at Bonney Eagle, 1560 sq. m. ; at West Buxton, 
1570 sq. m. ; at Bar Mills, 1590 sq. m. ; at Salmon Falls, 1592 sq. m. ; 
at Union Falls, 1620 sq. m. ; at Little Falls, 1640 sq. m. ; at Bidde- 
ford, 1680 sq. m. 

SACO RIVER, EAST BRANCH, N. H.; source, Jackson, northeast 
part; direction, south; mouth, Saco River, Bartlett; tributaries, 
Burntknoll Brook, Slippery Brook and small streams; tributary to 
Saco River; drainage area at mouth 40 sq. m. 

SACO RIVER, OLD CHANNEL, Oxford County; source, Fryeburg. 
west part; direction, north, east, south; mouth, Saco River, Frye- 
burg; tributaries, Charles River, Kezar Outlet, Kezar River, and 
small streams; tributary to Saco River. Drainage area above mouth 
Charles River, 9 sq. m. ; below Kezar Outlet, 139 sq. m. ; above 
Kezar River, 142 sq. m. ; below Kezar River, 175 sq. m. ; at mouth, 
197 sq. m. 
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SACO RIVER, LITTLE, Oxford County ; source, Fryeburg, south part ; 
direction, south, northeast; mouth, Saco River, Fryeburg; tributa- 
ries, Paine Brook, unnamed stream; tributary to Saco River; drain- 
age area at mouth, 9.1 square miles. 

SAND POND, Wakefield, N. H.; inlet, short stream from west; out- 
let, into Balch Pond, Little Ossipee River, Saco River; area water 
surface, 0.06 square mile, (U. S. G. S. Newfield). 

SAND POND, Baldwin, Cumberland County; inlet, short stream on 
north; outlet into Quaker Brook, Saco River; area water surface, 0.03 
square mile, (U. S. G. S. Sebago) ; elev. 310 ft. 

SAWYER BROOK, Oxford County and Cumberland County; source, 
Bridgton, west part; direction, west; mouth, Elking Brook, Frye- 
burg; tributary to Elking Brook, Kezar Pond, Saco River. 

SAWYER POND, Livermore, N. H. ; outlet, short stream to Sawyer 
River, Saco River; area water surface, o.io square mile, (U. S. G. 
S. Crawford Notch). 

SAWYERS RIVER, N. H. ; source, Livermore, south part; direction, 
east; mouth, Saco River, Harts Location; tributaries, several small 
streams; tributary to Saco River. 

SHEPARD BROOK, N. H. and Oxford County; source, Eaton, east 
part; direction, northeast; mouth, Shepard River, Brownfield; tribu- 
tary to Shepard River, Saco River. 

SHEPARDS RIVER, Oxford County; source, Brownfield, southwest 
part; direction, northeast; mouth, Saco River, Brownfield; tributary, 
Cole Brook; tributary to Saco River; drainage area at mouth, 25 
sq. m. 

SHIRLEY BROOK, Oxford County; source, Waterford, north part; 
direction, south ; mouth, Great Brook, Waterford ; tributary, short 
stream; tributary to Great Brook, Kezar Lake, Saco River. 

SHY BEAVER POND, Shapleigh, York County; outlet, into Little 
Ossipee River, Saco River; area water surface, 0.09 square mile, 
(U. S. G. S. Newfield) ; elev. 425 ft. 

SILVER LAKE, Madison, N. H. ; inlets, short streams on north ; 
outlet. Six Mile Brook, Great Ossipee River, Saco River; area water 
surface, 0.69 square mile, (Saco Water Power Co. map) ; present 
storage, 2 ft., 38,472,000 cu. ft. 

SIX MILE BROOK, N. H.; source. Silver Lake, Madison, N. H. ; 
direction, south; mouth, Ossipee Lake, Ossipee; tributary. Silver 
Lake; tributary to Ossipee Lake, Great Ossipee River, Saco River; 
drainage area at mouth, 28 sq. m. 

SLAB CITY POND, Lovell, see Heald Pond. 

SLEEPERS BROOK, N. H.; source, Jackson, southwest part; direc- 
tion, west; mouth. Harts Location, Saco River; tributary to Saco 
river. 

SLIPPERY BROOK, N. H.; source, Chatham, west part; direction, 
south; mouth. East Branch Saco River, Jackson; tributary, small 
stream at source; tributary to East Branch Saco River. 
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SNOW BROOK, N. H. ; source, Eaton, east part; direction, west: 

mouth, inlet to Walkers Pond; tributaries, small streams on south; 

tributary to inlet to Walkers Pond, Saco River. 
SOKOKIiS LAKE, Limerick, see Holland Pond, 
SOUTH RIVER, York County and N. H.; source. Province Pond, 

N. H. ; direction, north; mouth. Great Ossipee River, Parsonsfield: 

tributaries. Lords Pond, Province Pond, small streams, Hobbs Brook; 

tributary to Great Ossipee River, Saco River; drainage area at 

mouth, 30 sq. m. 
SOUTHEAST POND, Scbago, Cumberland County; inlets, several 

short streams; outlet. Barker Pond, Hancock Brook, Saco River; 

area water surface, 0.36 square mile, (U. S. G. S. Kezar Falls and 

Sebago) ; elev. 5x0 ft. 
SPECTACLE PONDS, Porter, Oxford County; inlet, outlet of pond 

on north; outlet into Great Ossipee River, Saco River; area water 

surface, o.ii square mile, (U. S. G. S. Kezar Falls) ; present 

storage, 8 ft., 24,533,000 cu. ft. ; elev. 381 ft. 
SPRUCE POND, Parsonsfield, York County; inlets, several short 

streams; outlet, Wedgewood Brook, Ossipee River, Saco River; area 

water surface, 0.04 square mile, (U. S. G. S. Kezar Falls) ; present 

storage 6 ft, 6,691,000 cu. ft.; elev. 421 ft. 
STANLEY POND, Hiram and Porter, Oxford County ; inlet, outlet of 

Trafton Pond ; outlet Ridlon Brook, Great Ossipee River, Saco River ; 

area water surface, 0.21 square mile, (U. S. G. S. Kezar Falls) ; 

elev. 381 ft. 
STONE BROOK, N. H. ; source, Bartlett Land and Lumber Co., north 

part; direction, north; mouth, Saco River, Harts Location; tribu- 
tary to Saco River. 
STONY RROOK, N. H. ; source, Bartlett, south part ; direction, north ; 

mouth, Saco River, Bartlett; tributaries, small streams on east; 

tributary to Saco River. 
STROUT BROOK, Cumberland County; source, Standish, west part; 

direction, west ; mouth, Saco River, Standish ; tributaries, several 

unnamed streams; tributary to Saco River. 
SUCKER BROOK, Oxford County; source. Horseshoe Pond, Stone- 
ham and Lovell; direction, south; mouth. Lower Kezar Lake, Lovell: 

tributaries. Horseshoe Pond, Bradley Brook; tributary to Lower 

Kezar Lake, Saco River. 
SUMMER BROOK, N. H.; source, Ossipee, south part; direction, 

north; mouth. Pine River, Ossipee; tributaries, small streams near 

mouth; tributary to Pine River, Ossipee Lake, Great Ossipee River, 

Saco River. 
SWAN POND, Lyman, York County; inlets, several streams on west: 

outlet into Saco River ; area water surface, 0.29 square mile, (U. S. G. 

S. Buxton) ; elev. 270 ft. 
SWASEY POND, Freedom, N. H.; inlets, short streams from north; 

outlet into Great Ossipee River, Saco River; area water surface, 0.38 

square mile, (N. H. Geol. map). 
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SWIFT RIVER, N. H. ; source, Livermore, south part ; direction, east ; 
mouth, Saco River, Conway; tributaries, Little Deer Brook, Sabba 
Day Brook, Downs Brook and small streams; tributary to Saco 
River; drainage area at mouth, 106 sq. m. 

SYMiM'ES POND, Newfield, York County; inlets, two streams on 
north; outlet into Little Ossipee River, Saco River; area water 
surface, 0.06 square mile, (U. S. G. S. Newfield) ; elev. 490 ft. 

TENMILE POND, Brcwnfield, Oxford County; inlet, Tenmile River; 
outlet, Tenmile River, Saco River; area water surface, 0.04 square 
mile, (U. S. G. S. Kezar Falls) ; elev. 370 ft. 

TENMILE RIVER, Oxford County; source. Porter, north part; direc- 
tion, northeast; mouth, Saco River, Brownfield; tributary, short 
unnamed stream ; tributary to Saco River ; drainage area at mouth, 15 
sq. m. 

THURSTON BROOK, Oxford County ; source. Porter, northwest part'; 
direction, south; mouth, Bickford Pond, Porter; tributary to Bick- 
ford Pond, Mill Brook, Great Ossipee River, Saco River. 

TRAFTON POND, Hiram, and Porter ; Oxford County ; inlets, several 
small streams; outlet, Stanley Pond, Ridlon Brook, Great Ossipee 
River, Saco River ; area water surface, 0.08 square mile, (U. S. G. S. 
Kezar Falls) ; elev. 388 ft. 

TROUT POND, Freedom, N. H.; outlet into Great Ossipee River, 
Saco River; area water surface, 0.06 square mile, (N. H. Geol. map). 

TROUT POND, Stoneham, Oxford County; inlets, short streams on 
north and east; outlet, Little Trout Brook, Mill Brook, Kezar Lake, 
Saco River; area water surface, 0.07 square mile, (U. S. G. S. Frye- 
burg) ; elev. 794 ft. 

TROUT BROOK, LITTLE, Oxford County; source, Cushman Pond, 
Lovell; direction, southwest; mouth, Heald Pond; tributary, Cush- 
man Pond; tributary to Heald Pond, Mill Brook, Upper Kezar 
Lake, Saco River. 

TURNER POND, Newfield, York County; outlet into Little Ossipee 
River, Saco River; area water surface, 0.05 square mile, (U. S. G. S. 
Newfield) ; elev. 490 ft. 

WADSWORTH BROOK, Oxford County; source, Hiram, west part; 
direction, south ; mouth, Great Ossipee River, Hiram ; tributaries, 
short streams; tributary to Great Ossipee River, Saco River. 

WARDS BROOK, Oxford County; source, Black Pond, Fryeburg; di- 
rection, north, east; mouth, Lovewell Pond, Fryeburg; tributaries, 
Black Pond, Wards Pond, small streams ; tributary to Lovewell Pond, 
Saco River. 

WARDS POND, Limington, York County; inlet, short stream from 
north; outlet, into Little Ossipee River, Saco River; area water sur- 
face, 0.06 square mile, (U. S. G. S. Sebago) ; present storage, 9.0 
ft., 15,054,000 cu. ft. ; elev. 250 ft. 

WATCHIC POND, Standish, Cumberland County; inlets, several 
short streams; outlet into Saco River; area water surface, 0.39 
square mile, (U. S. G. S. Buxton) ; present storage, 5.7 ft., 61,972,- 
000 cu. ft. ; elev. 250 ft. 
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WATCHIC POND, LITTLE, Standish, Cumberland County ; inlet, 
short stream from south; outlet Strout Brook, Saco River; area 
water surface, 0.02 square mile, (U. S. G. S. Sebago) ; elev. 290 ft. 

WEBB POND, Chatham, N. H.; inlets, short streams on west; outlet. 
Kimball Pond, Kimball Brook, Charles Pond, Charles River, Saco 
River ; area water surface, 0.22 square mile, (U. S. G. S. North Con- 
way). 

WEBBER POND, Sweden, Oxford County; inlet, short stream on 
west; outlet, Plummer Brook, Moose Pond Brook, Saco River; area 
water surface, 0.05 square mile, (U. S. G. S. Fryeburg) ; elev. 665 ft. 

WEDGEWOOD BROOK, York County ; source. Spruce Pond, Parsons- 
field; direction, north; mouth, Great Ossipee River, Parsonsfield; 
tributary. Spruce Pond; tributary to Great Ossipee River, Saco 
River. 

WEEKS BROOK, Oxford County and N. H. ; source, N. H. ; direction, 
southeast; mouth, Saco River, Fryeburg; tributaries, small streams 
on west; tributary to Saco River; drainage area at mouth, 16 sq. m. 

WELCH POND, Ossipee, N. H.; outlet into Lovells River, Great Ossi- 
pee River, Saco River; area water surface, 0.06 square mile, (N. H. 
Geol. map). 

WEST POND, Parsonsfield, York County ; inlets, short streams ; outlet, 
Brown Brook, Little Ossipee River, Saco River; area water surface, 
0.28 square mile, (U. S. G. S. Kezar Falls and Newfield) ; elev. 555 
ft. ■ 

WHALEBACK BROOK, see Back Brook. 

WHITE POND, Ossipee, N. H.; inlet, outlet of Black Pond; outlet. 
Pine River, Great Ossipee River, Saco River; area water surface, 
0.06 square mile^ (N. H. Geol. map). 

WHITE POND, Tamworth, N. H.; outlet. Bear Camp River, Great 
Ossipee River, Saco River; area water surface, 0.25 square mile, 
(N. H. Geol. map). 

WHITTON POND, Albany, N. H.; inlet, outlet of Knowles Pond; 
outlet into Chocorua River, Great Ossipee River, Saco River; area 
water surface, 0.25 square mile, (N. H. Geol. map). 

WILDCAT BROOK, N. H.; source, Beans Purchase, south part; 
direction, south; mouth, Ellis River, Jackson; tributaries, small 
streams on east and at source; tributary to Ellis River, Saco River. 

WILKINSON BROOK, N. H.; source, Effingham, central part; direc- 
tion, south, west; mouth, Pine River, Effingham; tributaries, small 
streams and ponds; tributary to Pine River, Ossipee Lake, Great 
Ossipee River, Saco River. 

WILLARD BROOK, Oxford County; source, Stoneham, north part; 
direction, southeast; mouth. Great Brook, Stoneham; tributaries, 
several short streams; tributary to Great Brook, Kezar Lake, Saco 
River. 

WILLEY BROOK, N. H.; source, Harts Location, northwest part; 
direction, east; mouth, Saco River, Harts Location; tributaries, small 
streams; tributary to Saco River. 
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COASTAL BASIN NO 4 

AGAMENTI'CUS, LAKE, York, York County; inlet, short stream on 
north; outlet into Atlantic Ocean; area water surface, 0.52 square 
mile, (U. S. G. S. York) ; drainage area 4.0 square miles ; elev. 70 
ft. 

ALWIVES POND, Kennebunk, York County ; inlet, short stream from 
northwest; outlet into Kennebunk River; area water surface, 0.29 
square mile, (U. S. G. S. Kennebunk) ; elev. 130 ft. 

BATSON RIVER, York County; source, Kennebunkport, east part; 
direction, southeast; mouth, Atlantic Ocean. 

BAUNEG BEG POND, Berwick and Sanford, York County; inlets, 
several streams from north; outlet into Great Works River, Salmon 
Falls River; area water surface, 0.28 square mile, (U. S. G. S. 
Kennebunk) ; present storage 5 ft., 39,030,000 cu. ft. ; drainage area 
18 sq. m. ; elev. 190 ft. 

BEAVER DAM BROOK, York County; source, Berwick, east part; 
direction, southeast, northeast; mouth, Great Works River, South 
Berwick; tributaries, several unnamed streams; tributary to Great 
Works River, Salmon Falls River, Piscataqua River. 

BUAISDELLS BROOK, York County; source. South Lebanon; direc- 
tion, north, east; mouth. Little River, Lebanon; tributary to Little 
River, Salmon Falls River, Piscataqua River. 

BRANCH RIVER, York County; source, Sanford, east part; direction, 
east, southeast; mouth, Atlantic Ocean; drainage area at mouth, 62 
sq. m. 

BUNGANUT POND, Lyman, York County; inlets, short streams from 
north; outlet into Shaker Pond, Middle Branch, Mousam River; 
area water surface, 0.43 square mile, (U. S. G. S. Buxton and Ken- 
nebunk) ; present storage 5 ft., 59,939,000 cu. ft. ; elev. 270 ft. 

CLARKSONS POND, Kittery Point, York County; outlet, Atlantic 
Ocean; area water surface not measured. 

COX POND, South Berwick, York County; inlets, several short 
streams; outlet into Great Works River, Salmon Falls River; area 
water surface, o.io square mile, (U. S. G. S. Dover) ; elev. no ft. 

EMERY MILLS POND, Shapleigh, York County; inlets, outlets of 
Mousam Pond and Loon Pond; outlet, Mousam River; area water 
surface, 0.22 square mile, (U. S. G. S. Berwick and Newfield) ; elev. 
450 ft.; drainage area, 30 sq. m. 

FOLLY POND, York County, York; inlet, short stream from west; 
outlet into York River; area water surface, 0.07 square mile, (U. S. 
G. S. York) ; elev. 135 ft. 

FROST BROOK, York County; source, North Berwick, south part; 
direction, southeast; mouth, Great Works River, South Berwick; 
tributaries, several unnamed streams; tributary to Great Works 
River, Salmon Falls River, Piscataqua River. 
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GREAT POND, Cape Elizabeth, Cumberland County; inlet, short 
stream from west; outlet into Atlantic Ocean; area water surface, 
0.09 square mile, (U. S. G. S. Casco Bay) ; elev. 30 ft. 

GREAT EAST POND, Acton, York County and Wakefield, .N. H.; 
inlets, outlet of Round Pond and several streams from north; outlet 
into Wilsons Pond, Horns Pond, Salmon Falls River; area water 
surface, 2.64 square miles, (U. S. G. S. Newfield) ; present storage. 
10 ft., 897,685,000 cu. ft. ; elev. 570 ft. 

GREAT WORKS RIVER, York County; source, Sanford, north part; 
direction, southeast, south, southwest; mouth, Salmon Falls River, 
South Berwick; tributaries. Loves Brook, Beaver Dam Brook, Frost 
Brook, Neoutaquet Brook, several unnamed streams; tributary to 
Salmon Falls River, Piscataqua River. Drainage area at Bauneg 
Beg Pond, 18 sq. m. ; at North Berwick, 36 sq. m. ; below Neoutaquet 
River, 44 sq. m. ; at mouth, 86 sq. m. 

HAY BROOK, York County; source, Alfred, southwest part; direc- 
tion, southeast, east; mouth. Middle Brook, Alfred; tributary to 
Middle Brook, Mou^am River. 

HOOKER POND, South Berwick, York County; inlet, short stream 
on south; outlet into Great Works River, Salmon Falls River; area 
water surface, 0.06 square mile, (U. S. G. S. York) ; elev. 150 ft. 

HORNS POND, Acton, York County and Milton, N. H. ; inlets, outlet 
of Wilson Pond and several streams from west; outlet, Salmon 
Falls River; area water surface, 0.28 square mile, (U. S. G. S. New- 
field) ; present storage, 10 ft., 78,060,000 cu. ft. ; elev. 550 ft. 

JOSINS RIVER, York County; source, York, north part; direction, 
east; mouth, Atlantic Ocean. 

KENNEBUNK POND, Lyman, York County; inlet, short stream on 
west; outlet, Kennebunk River; area water surface, 0.46 square 
mile, (U. S. G. S. Buxton and Kennebunk) ; present storage, 4 ft, 
51,296,000 cu. ft.; elev. 230 ft.; drainage area 3.5 sq. m. 

KENNEBUNK RIVER, York County; source, Kennebunk Pond, Ly- 
man; direction, south, southeast; mouth, Atlantic Ocean; tributaries, 
Kennebunk Pond and several short streams and outlet of Alewives 
Pond. Drainage area at outlet Kennebunk Pond, 3.5 sq. m. ; at 
Eastern Division R. R., 35 sq. m. ; at mouth, 38 sq. m. 

L POND, Wells, York County; outlet, short stream to Great Works 
River; area water surface, very small, not measured, (U. S. G. S. 
Kennebunk). 

LIBBYS RIVER, Cumberland County; source, Scarboro, east part; di- 
rection, south; mouth, Atlantic Ocean. 

LITTLE RIVER, York County; source, Acton, Sanford, Leba- 
non, North Berwick; direction, south, southwest; mouth, Salmon 
Falls River, Berwick; tributaries, several unnamed streams; tribu- 
tary to Salmon Falls River, Piscataqua River; drainage area at 
mouth, S3 sq. m. 
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I,1TTLE RIVER, York County; source, Biddeford, south part; di- 
rection, southeast; mouth, Atlantic Ocean. 

LITTLEFIELD POND, Alfred, York County; inlet, Middle Branch 
River; outlet. Middle Branch »River, Mousam River; area water sur- 
face, 0.02 square mile, (U. S. G. S. Newfield) ; elev. 430 ft. 

LOON PON'D, Acton, York County; inlet, stream from west; outlet, 
Mousam River; area water surface, 0.19 square mile, (U. S. G. S. 
Newfield) ; elev. 490 ft. 

LOVES BROOK, York County; source, Berwick, east part; direction, 
southeast; mouth, Great Works River, South Berwick; tributaries, 
several unnamed streams; tributary to Great Works River, Salmon 
Falls River, Piscataquis River. 

MASSABESIC POND, Alfred, see Shaker Pond. 

MERRILAND RIVER, York County; source, Sanford, south part; 
direction, east; mouth, Atlantic Ocean; tributaries, several small 
streams. 

MIDDLE BROOK, York County; source, Alfred, west part; direction, 
south; mouth, Mousam River, Alfred; tributaries, several short 
streams; tributary to Mousam River. Drainage area above Shaker 
Pond Brook, 17 sq. m. ; below Shaker Pond Brook, 44 sq. m. ; at 
mouth, 53 sq. m. 

MILL GREEK, Cumberland County; source, Scarboro, central part; 
direction, south; mouth, Atlantic Ocean. 

MILTON THREE PONDS, (west) ; Lebanon, York County and Mil- 
ton, N. H. ; inlet, Salmon Falls River; outlet, Salmon Falls River: 
area water surface, 0.50 square mile, (U. S. G. S. Berwick) ; present 
storage, 12 ft., 167,270,000 cu. ft.; elev. 410 ft. 

MILTON THREE PONDS, (east), Lebanon, York County and Mil- 
ton, N. H. ; inlet, Salmon Falls River; outlet, Salmon Falls River; 
area water surface, 0.78 square mile, (U. S. G. S. Berwick) ; 
present storage, 12 ft., 260,942,000 cu. ft.; elev. 415 ft. 

MOUSAM POND, Acton, York County; inlets, outlet of Pleasant Pond 
and several streams; outlet into Mousam River; area water surface, 
1. 10 square miles, (U. S. G. S. Newfield) ; present storage, 5 ft., 153,- 
331,000 cu. ft. ; drainage area 19 sq. m. ; elev. 470 ft. 

MOUSAM RIVER, York County; source, Shapleigh, Acton; direction, 
southeast; mouth, Atlantic Ocean; tributaries. Middle Brook and 
several unnamed streams. Drainage area at outlet Mousam Pond, 
19 sq. m.; at Emerys Mills, 30 sq. m. ; at Springvale, 40 sq. m.; at 
Sanford, 44 sq. m. ; above Middle Branch, 51 sq. m. ; below Middle 
Branch, 104 sq. m. ; at West Kennebunk, 117 sq. m. ; at mouth, 125 
sq. m. 

NEOUTAQUET RIVER, York County; source. North Berwick, central 
part; direction, southeast; mouth. Great Works River, North Ber- 
wick; tributaries, several unnamed streams; tributary to Great Works 
River, Salmon Falls River, Piscataqua River; drainage area at 
mouth, 7.9 square miles. 
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NONESUCH RIVER, Cumberland and York counties; source, Saco, 
north part ; direction, north, east, south ; mouth, Atlantic Ocean ; 
tributaries, several unnamed streams. 

OGUNQUIT RIVER, York County; source, Wells, southwest part; 
direction, east; mouth, Atlantic Ocean; tributaries, several unnamed 
streams. 

ORIOCOAG RIVER, Cumberland County; source, Scarborough, south 
part; direction, east, south; mouth, Atlantic Ocean. 

PISCATAQUA RIVER, York County and N. H.; source, South Ber- 
wick and Dover, N. H. ; direction, south, southeast; mouth, Atlantic 
Ocean, Portsmouth Harbor; tributaries, Salmon Falls River, Great 
Bay, Cocheco River; drainage area at mouth, 550 sq. m. 

PLEASANT POND, Acton, and Shapleigh, York County; inlets, two 
streams from south; outlet into Mousam Pond, Mousam River; area 
water surface, 1.27 square miles, (U. S. G. S. Newfield) ; elev. 530 
ft. ; drainage area 7 sq. m. 

POND, York, below Folly Pond, York County; inlet, outlet of Folly 
Pond; outlet, into York River; area water surface, 0.02 square mile, 
(U. S. G. S. York) ; elev. 130 ft. 

POND, York, east part, York County ; inlet, short stream from north : 
outlet into York River; area water surface, 0.03 square mile, (U. S. 
G. S. York) ; elev. 50 ft. 

SALMON FALLS RIVER, York County and N. H. ; source. Great East 
Pond, Acton, Me. and Wakefield, N. H. ; direction, south, southeast; 
mouth, Piscataqua River, South Berwick, Me. and Dover, N. H. ; 
tributaries, Great Works River, Little River, Branch River and 
small streams; tributary to Piscataqua River. Drainage area al 
Milton Mills 31 sq. m. ; above mouth Branch River, 38 sq. m. ; belo\v 
mouth Branch River, 100 sq. m. ; at Milton, 120 sq. m. ; at East Ro- 
chester, 152 sq. m. ; at Somersworth, 236 sq. m. ; at junction Cocheco 
River, 340 sq. m. 

SHAKER POND, Alfred, York County; inlets, outlet of Bunganut 
Pond and several streams from north; outlet into Middle Branch. 
Mousam River; area water surface, 0.34 square mile, (U. S. G. S. 
Buxton and Kennebunk) ; present storage, 4 ft., 37,915,000 cu. ft. ; 
elev. 230 ft.; drainage area 22 sq. m. 

SHAKER POND BROOK, York County; source. Shaker Pond, Alfred: 
direction, south; mouth, Mousam River, Middle Branch, Alfred: 
tributaries. Shaker Pond and streams; tributary to Middle Branch 
Mousam River ; drainage area at outlet Shaker Pond, 22 sq. m. ; at 
mouth, 27 sq. m. 

SMITH BROOK, York County; source, Kennebunkport, east part; 
direction, southeast, south; mouth, Atlantic Ocean. 

SPRUCE GREEK, York County ; source, Kittery, west part ; direction, 
southeast; mouth, York Harbor, Atlantic Ocean. 



